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WSR 20-08-027 
PROPOSED RULES 
PROFESSIONAL EDUCATOR 
STANDARDS BOARD 
[Filed March 23, 2020, 10:17 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 19- 
13-072. 

Title of Rule and Other Identifying Information: WAC 
181-79A-130, 181-79A-131, and 181-79A-134, use of certif- 
icate fees. 

Hearing Location(s): On May 21, 2020, at 8:00 a.m., at 
the Hampton Inn, 486 Bradley Boulevard, Richland, WA 
99352. 

Date of Intended Adoption: May 21, 2020. 

Submit Written Comments to: Professional Educator 
Standards Board, P.O. Box 47236, 600 Washington Street 
S.E., Olympia, WA 98504-7236, email pesb@k12.wa.us, by 
May 18, 2020, 8:00 a.m. 

Assistance for Persons with Disabilities: Contact profes- 
sional educator standards board (PESB), phone 360-725- 
6275, email pesb@k12.wa.us, by May 14, 2020. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: This WAC 
amendment describes the use of certificate fees as described 
in RCW 28A.410.060. 

Reasons Supporting Proposal: This policy clarifies the 
use of certificate fees, and updates language regarding how 
certificate fees are processed. 

Statutory Authority for Adoption: Chapter 28A.410 
RCW. 

Statute Being Implemented: Chapter 28A.410 RCW. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: PESB, governmental. 

Name of Agency Personnel Responsible for Drafting: 
Maren Johnson, P.O. Box 47236, 600 Washington Street 
S.E., Olympia, WA 98504-7236, 360-725-6264; Implemen- 
tation and Enforcement: PESB, P.O. Box 47236, 600 Wash- 
ington Street S.E., Olympia, WA 98504-7236, 360-725- 
6275. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 
34.05.328. The probable benefits of the rule are greater than 
its probable cost. 

This rule proposal, or portions of the proposal, is exempt 
from requirements of the Regulatory Fairness Act because 
the proposal: 

Is exempt under RCW 19.85.025(3) as the rules relate 

only to internal governmental operations that are not 
subject to violation by a nongovernment party. 


March 20, 2020 
Maren Johnson 
Rules Coordinator 
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AMENDATORY SECTION (Amending WSR 14-11-076, 
filed 5/20/14, effective 6/20/14) 


WAC 181-79A-130 Fees for ((eertifieation)) certifi- 
cates. (1) ((f-aeeordaneeswith)) Under provisions of RCW 
28A.410.060 and 28A.415.010, the fee for certificates 
((whieh)) that are valid for more than one year, issued by 
authority of the state of Washington and authorizing the 
holder to serve in the common schools of the state, shall be as 
follows: 

(a) The first issue of the residency certificate, five dollars 
for each year of validity; 

(b) The continuing certificate, seventy dollars; 

(c) The reinstatement, additional endorsement on the 
teaching certificate, substitute certificates, fifteen dollars; 

(d) The first peoples' language, culture, and oral tribal 
traditions teacher certificate, twenty-five dollars; ((and)) 

(e) All career and technical education certificates, one 
dollar; 

(f) Any other certificate or credential or any renewal 
thereof, five dollars for each year of validity((= 

, ‘dad: ; 
. CF ee 3 dod patie E follet: 
H ided,Phat)); and 

(g) A one-time late fee for a renewed initial or continu- 
ing certificate issued under the provisions of WAC 181-79A- 
123 (7), (8), or (9) for those whose initial certificate had 
already expired shall be one hundred dollars. 

(2) The fee for any other certificate((2) or credential, or 
for any renewal thereof, issued by the authority of the state of 
Washington and authorizing the holder to serve in the com- 
mon schools of the state, shall be five dollars. 

(3) Officials authorized to collect ((eertifieation)) certif- 
icate fees are educational service district superintendents, 
deans and directors of education at colleges and universities, 
or their designees. Sovereign tribal governments may collect 
((eertifieation)) certificate fees for first peoples' language, 
culture, and oral tribal traditions certificates. The fee must 
accompany the application for a certificate and shall be trans- 
mitted by the receiving district, college or university, sover- 
eign tribal government or program unit designee at least 
quarterly to the educational service district within which the 
application is filed for disposition in accordance with provi- 
sions of RCW 28A.410.060 or to the office of the superinten- 
dent of public instruction. 

(4) Beginning September 1, 2013, the office of the super- 
intendent of public instruction may collect ((eertification)) 
certificate fees. 

(5) The fee shall not be refunded unless the application is 
withdrawn before it is finally considered (i.e., the issuance of 
a certificate or a written communication denying such issu- 
ance) by the superintendent of public instruction or his or her 
designee. ((Meneys-aceruedfrom certification _fees_shal be 
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poca) 


AMENDATORY SECTION (Amending WSR 13-20-027, 
filed 9/23/13, effective 10/24/13) 


WAC 181-79A-131 Use of certificate fees ((fereerti- 
fieation)). (1) ((Certifieation)) Under RCW 28A.410.060 
certificate fees will be used solely for ((preeertifieatten)) one 
or more of the following: 

(a) Precertificate preparation((;)); 

(b) Program evaluation((;)); or 

(c) Professional in-service training programs((—and/er 


E i th this el J). 

(2) ((Precertifieation)) Precertificate preparation, pro- 
gram evaluation, and professional in-service training pro- 
grams: 

(a) The primary utilization shall be to support collabora- 
tive efforts essential to precertificate preparation, program 
development, program evaluation, and professional learning 
related to educator preparation and in-service educator devel- 
opment, including assessment of ((eandidates—entryand 
exit)) candidate competency. 

(b) Funds set aside for ((preeertifieatien)) precertificate 
preparation, program evaluation, and professional in-service 
training programs shall not supplant funds already available 
to any participating agency. 


of public instruction may be designated to administer the 


funds allocated for ((preeertifieation)) the purposes described 
in this section per RCW 28A.410.200(7). 


((6) Each quarter foranyfees_coleeted_everyeduea- 
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offices te-provide direct service te-educaters related te-certt- 
fication- 
(>) Eunds-setaside for the provision of certification ser 


vices shal not supplant funds -already available te-anyeduca- 
Honal service distrietuntil such timeas- educational service 


6) (3) Allowable expenditures. Funds may be used to 
support costs related to ((training)) the purposes described in 
this section, such as the payment of professional contractual 
services, per diem, travel costs, materials, printing, or 
released time. Nonallowable costs are college((/)) or univer- 
sity tuition and fees. 


NEW SECTION 


WAC 181-79A-134 Use of certificate fees for profes- 
sional in-service training programs. In addition to the uses 
described in WAC 181-79A-131, certificate fees will be used 
as described in this section to support professional in-service 
training programs. 

(1) Beginning with the state fiscal year 2015, the profes- 
sional educator standards board shall biennially issue a 
request for proposal to eligible in-service education agencies 
per WAC 181-85-045 to submit applications for funds for the 
purpose of offering in-service continuing education provided 
per reporting requirements published by the board. 

(2) Cooperative agreements may be made among educa- 
tional service districts to provide quality in-service education 
programs. 

(3) Funds designated for in-service programs shall not 
supplant funds already available for such programs. 

(4) Allowable expenditures. Funds may be used to sup- 
port costs related to professional learning and growth, such as 
the payment of professional contractual services, per diem, 
travel costs, materials, printing, or released time. Nonallow- 
able costs are college or university tuition and fees. 


WSR 20-08-034 
PROPOSED RULES 
EMPLOYMENT SECURITY DEPARTMENT 
[Filed March 24, 2020, 9:39 a.m.] 


Continuance of WSR 20-03-102. 

Preproposal statement of inquiry was filed as WSR 19- 
18-021. 

Title of Rule and Other Identifying Information: Hours 
of availability and suitable work: Adjusting the hours unem- 
ployment claimants must be available for work in order to be 
eligible for unemployment benefits and updating factors used 
to determine suitable work. The public hearing is being 
rescheduled as a remote hearing due to COVID-19 concerns. 

Hearing Location(s): On May 7, 2020, at 10:00 a.m., 
telephone conference, call 360-407-3790. When prompted 
for the Conference ID number, press 51750 and then the # 
key. 

Date of Intended Adoption: May 9, 2020. 

Submit Written Comments to: Joshua Dye, P.O. Box 
9046, Olympia, WA 98507-9046, email rules@esd.wa.gov, 
fax 844-652-7096, by May 6, 2020. 
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Assistance for Persons with Disabilities: Contact Teresa 
Eckstein, phone 360-507-9890, fax 360-586-4600, TTY 
relay 711, email teckstein@es.wa.gov [teckstein@esd.wa. 
gov], by April 30, 2020. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: Under current 
rules, unemployment claimants must be available for work 
during all the usual hours and days of the week customary for 
their occupation. This requirement can be unobtainable for 
some claimants who work in 24/7 professions, especially 
those claimants who have family caregiving responsibilities. 
Rule making is necessary to set a more obtainable standard. 
Additionally, rule making is necessary to include shifts of 
employment as a factor used to determine suitable work, con- 
sistent with Unemployment Insurance (UI) Program Letter 
No. 41-98. 

Reasons Supporting Proposal: Current availability 
requirements force many Washington workers to make diffi- 
cult choices between providing care necessary for family 
members and being available for work during unattainable 
days and hours. Approximately forty percent of industries in 
Washington are classified as having customary hours of 
twenty-four hours a day, seven days a week. This forces 
claimants to be available morning, afternoons, and overnight, 
even if the claimant had not previously worked shifts during 
those time frames. Many claimants are unable to accept work 
different from previous work schedules due to obligations for 
providing care for a child or vulnerable adult, which pre- 
cludes the claimant from receiving unemployment insurance 
benefits. By removing the requirement that claimants be 
available for "all of" the customary hours of the industry, 
claimants are provided flexibility to receive UI benefits while 
the claimant searches for new suitable employment while 
meeting obligations for providing care to family members. 

Clarifying the definition of suitable work to include pre- 
vious shifts of employment provides a level of protection for 
workers. The amended definition of suitable work removes 
hardships on claimants while protecting charged employers 
by preventing claimants from imposing undue restrictions on 
availability. 

Statutory Authority for Adoption: RCW 50.12.010 and 
50.12.040 provide general rule-making authority to the 
employment security department. RCW 50.12.042 provides 
specific rule-making authority regarding the requirement that 
unemployment claimants be able to work, available for work, 
and actively seek work. RCW 50.20.100 provides rule-mak- 
ing authority to determine what factors are used to determine 
suitable work. 

Statute Being Implemented: RCW 20.12.042. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Employment security department, 
governmental. 

Name of Agency Personnel Responsible for Drafting: 
Scott Michael, Olympia, 360-890-3448; Implementation and 
Enforcement: Julie Lord, Olympia, 360-890-3635. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is required under RCW 34.05.- 
328. A preliminary cost-benefit analysis may be obtained by 
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contacting Joshua Dye, P.O. Box 9046, Olympia, WA 98507- 
9046, phone 360-890-3472, email Rules@esd. wa.gov, 
https://esd.wa.gov/newsroom/ui-rule-making/. 

The proposed rule does not impose more-than-minor 
costs on businesses. Following is a summary of the agency's 
analysis showing how costs were calculated. From July 1, 
2017, through July 1, 2019, the department denied 22,105 
claims for claimants who were not available during the work 
hours and days usual for their type of work. Each claim, on 
average, represents $7,285 in charged benefits to an 
employer. When considering the total denied claims spread 
across the state-wide employer base, the proposed rule would 
increase each employer's average charged benefits by 
$130.48 per year. An increase of this size is unlikely to 
increase the tax liability for many employers. 


March 24, 2020 
Dan Zeitlin 
Employment Security Policy Director 


WSR 20-08-035 
PROPOSED RULES 
EMPLOYMENT SECURITY DEPARTMENT 
[Filed March 24, 2020, 9:40 a.m.] 


Continuance of WSR 20-05-037. 

Preproposal statement of inquiry was filed as WSR 19- 
20-053. 

Title of Rule and Other Identifying Information: WAC 
192-04-180 and a new section, Decisions—Disposition other 
than by hearing on the merits—Petition for review, and 
Orders of default—Motion to vacate—Petition for review. 
The public hearing is being rescheduled as a remote hearing 
due to COVID-19 concerns. 

Hearing Location(s): On May 7, 2020, at 10:00 a.m., 
telephone conference, call 360-407-3790. When prompted 
for the Conference ID number, press 51750 and then the # 
key. 

Date of Intended Adoption: May 9, 2020. 

Submit Written Comments to: Joshua Dye, P.O. Box 
9046, Olympia, WA 98507-9046, email rules@esd.wa.gov, 
fax 844-652-7096, by May 6, 2020. 

Assistance for Persons with Disabilities: Contact Teresa 
Eckstein, phone 360-507-9890, fax 360-586-4600, TTY 
relay 711, email teckstein@esd.wa.gov, by April 30, 2020. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: To permit appel- 
lants who have received an order of default to file a motion to 
vacate the order of default directly with the office of admin- 
istrative hearings. 

Reasons Supporting Proposal: Giving appellants who 
received an order of default the option to file a motion to 
vacate the order of default directly with the office of admin- 
istrative hearings will allow for more timely review of orders 
of default, which, if the order of default is vacated, will also 
lead to more timely resolution of the merits of the underlying 
appeal. 

Statutory Authority for Adoption: RCW 50.12.010 and 
50.12.040 provide general rule-making authority to the 
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employment security department. RCW 50.32.060 provides 
authority for rule making for hearings and appeals. RCW 
34.05.440 provides rule-making authority for establishing 
time limits for filing motions to vacate default orders. 

Statute Being Implemented: RCW 34.05.440, 50.32.070, 
50.32.080. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Employment security department; 
office of administrative hearings, governmental. 

Name of Agency Personnel Responsible for Drafting: 
Scott Michael, Olympia, 360-890-3448; Implementation: 
Brendon Tukey, Spokane Valley, 509-742-5729; and 
Enforcement: Don Westfall, Lacey, 360-507-9709. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 
34.05.328. The proposed rules are "procedural rules" and not 
"significant legislative rules," as those terms are defined in 
RCW 34.05.328(5). 

This rule proposal, or portions of the proposal, is exempt 
from requirements of the Regulatory Fairness Act because 
the proposal: 

Is exempt under RCW 19.85.025(3) as the rules adopt, 
amend, or repeal a procedure, practice, or require- 
ment relating to agency hearings; or a filing or 
related process requirement for applying to an 
agency for a license or permit. 


March 24, 2020 
Dan Zeitlin 
Employment Security Policy Director 


WSR 20-08-042 
PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Aging and Long-Term Support Administration) 
[Filed March 25, 2020, 8:16 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 20- 
03-124. 

Title of Rule and Other Identifying Information: The 
department is proposing to amend WAC 388-106-0715 How 
do I end my enrollment in the PACE program? 

Hearing Location(s): On May 5, 2020, at 10:00 a.m., at 
Office Building 2, Department of Social and Health Services 
(DSHS) Headquarters, 1115 Washington [Street S.E.], 
Olympia, WA 98504. Public parking at 11th and Jefferson. A 
map is available at https: //www.dshs.wa.gov/office-of-the- 
secretary/driving-directions-office-bldg-2. 

Date of Intended Adoption: Not earlier than May 6, 
2020. 

Submit Written Comments to: DSHS Rules Coordinator, 
P.O. Box 45850, Olympia, WA 98504, email DSHSRPAU 
RulesCoordinator@dshs.wa.gov, fax 360-664-6185, by 5:00 
p.m., May 5, 2020. 


Proposed 


[4] 


Washington State Register, Issue 20-08 


Assistance for Persons with Disabilities: Contact Jeff 
Kildahl, DSHS rules consultant, phone 360-664-6092, fax 
360-664-6185, TTY 711 relay service, email Kildaja@ 
dshs.wa.gov, by April 21, 2020. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The department is 
proposing to amend WAC 388-106-0715 to provide PACE 
clients, PACE organizations, and other stakeholders informa- 
tion about how clients can end their enrollment in the PACE 
program. This rule making will give guidance how to disen- 
roll and the specific timelines. The amendment updates the 
WAC language to align with recent Centers for Medicare and 
Medicaid (CMS) changes to C.F.R. 460.162 and 460.164. 

Reasons Supporting Proposal: See purpose statement 
above. 

Statutory Authority for Adoption: RCW 74.08.090, 
74.09.520, 74.39A.010, 74.39A.020. 

Statute Being Implemented: RCW 74.08.090, 74.09.520. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: DSHS, governmental. 

Name of Agency Personnel Responsible for Drafting, 
Implementation, and Enforcement: Kathryn Pittelkau, P.O. 
Box 45600, Olympia, WA 98504-5600, 360-725-2366. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 
34.05.328. This amendment is exempt as allowed under 
RCW 34.05.328 (5)(b)(vii) which states in part, "[t]his sec- 
tion does not apply to ... rules of the department of social and 
health services relating only to client medical or financial eli- 
gibility and rules concerning liability for care of dependents." 

This rule proposal, or portions of the proposal, is exempt 
from requirements of the Regulatory Fairness Act because 
the proposal: 

Is exempt under RCW 19.85.025. 

Explanation of exemptions: The proposed rule does not 
have an economic impact on small businesses. It only 
impacts DSHS clients. 


March 19, 2020 
Katherine I. Vasquez 
Rules Coordinator 


AMENDATORY SECTION (Amending WSR 06-05-022, 
filed 2/6/06, effective 3/9/06) 


WAC 388-106-0715 How do I end my enrollment in 
the PACE program? (1) You may choose to voluntarily end 
your enrollment in the PACE program without cause at any 
time. To do so, you must give the PACE provider written 


notice. (( ; 


(a) Before the fifteenth of the month, the department wit 
enrolment effective untiHhe end of )) A 


PACE participant's voluntary disenrollment is effective on 
the first day of the month following the date the PACE orga- 
nization receives the participant's notice of voluntary disen- 
rollment. 

(2) Your enrollment may also end involuntarily if you: 
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(a) Move out of the designated service area or are out of 
the service area for more than thirty consecutive days, unless 
the PACE provider agrees to a longer absence due to extenu- 
ating circumstances; 

(b) Engage in disruptive or threatening behavior such 
that the behavior jeopardizes your health or safety, or the 
safety of others; 

(c) Fail to comply with your plan of care or the terms of 
the PACE enrollment agreement; 

(d) Fail to pay or make arrangements to pay your part of 
the costs after the thirty-day grace period; 

(e) Become financially ineligible for medicaid services, 
unless you choose to pay privately; 

(f) Are enrolled with a provider that loses its license 
((and/er)) or contract, or both; or 

(g) No longer meet the nursing facility level of care 
requirement as defined in WAC 388-106-0205. 

(3) For any of the above reasons, the PACE provider 
must give you written notice, including your appeal rights, 
explaining that they are terminating benefits. ((Hthe-previder 


(a) Beforethe fifteenth of the month, then the department 


(b) After the fifteenth, then the departmentwill end-your 
enrolimentatthe-end-of the folowing imenth)) A PACE par- 
ticipant's involuntary disenrollment is effective on the first 
day of the next month that begins thirty days after the day the 
PACE organization sends notice of the disenrollment to the 
participant. 

(4) Before the PACE provider can involuntarily end your 
enrollment in the PACE program, the department must 
review and approve it. 


WSR 20-08-048 
PROPOSED RULES 
DEPARTMENT OF ECOLOGY 
[Order 19-07—Filed March 25, 2020, 11:33 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 19- 
16-099. 

Title of Rule and Other Identifying Information: Chapter 
173-303 WAC, Dangerous waste regulations, these regula- 
tions set standards for the safe management of dangerous 
wastes. 

For more information on this rule making visit 
https://ecology.wa.gov/Regulations-Permits/Laws-rules- 
rulemaking/Rulemaking/WAC173-303. 

Hearing Location(s): On May 5, 2020, at 1:00 p.m. 
Webinar hearing: https://watech.webex.com/watech/onstage/ 
g.php?MTID=e80b9b72c04 132f0d53a28464 1 f137ead. 

At this time ecology is not holding an in-person public 
hearing, due to the current public health concerns. This webi- 
nar meets legal requirements for a rule-making public hear- 
ing. 

Presentation, question and answer session followed by 
the hearing. We are holding this hearing via webinar. This is 
an online meeting that you can attend from any computer 
using internet access. 
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Join online and see instructions: https://watech.webex. 
com/watech/onstage/g.php? MTID=e80b9b72c04 132f0d53a 
284641 f137ead. 

For audio, call US Toll number 1-415-655-0001 and 
enter access code 800 035 845. To receive a free call back, 
provide your phone number when you join the event. 

Date of Intended Adoption: September 30, 2020. 

Submit Written Comments to: Robert Rieck, US mail: 
Department of Ecology, Hazardous Waste and Toxics 
Reduction Program, P.O. Box 47600, Olympia, WA 98504- 
7600, Parcel delivery services: Department of Ecology, 
Hazardous Waste and Toxics Reduction Program, 300 Des- 
mond Drive S.E., Lacey, WA 98503. Submit comments by 
mail, online, or at the hearing(s), online http://hwtr.ecology. 
commentinput.com/?id=Ccx25, by May 26, 2020. 

Assistance for Persons with Disabilities: Contact ecol- 
ogy's ADA coordinator, phone 360-407-6831, for Washing- 
ton relay service or TTY call 711 or 877-833-6341, email 
ecyADAcoordinator@ecy.wa.gov, visit https://ecology. 
wa.gov/accessibility for more information, by April 30, 2020. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: Chapter 173-303 
WAC implements chapter 70.105 RCW and Subtitle C of the 
federal Resource Conservation and Recovery Act (RCRA). 
Chapter 70.105 RCW provides authority to adopt regulations 
for dangerous waste management. The term dangerous waste 
includes more wastes than are in the federal hazardous waste 
definition because Washington's rules are more protective. 
The department of ecology (ecology) proposes to amend spe- 
cific sections of the dangerous waste regulations to incorpo- 
rate new federal hazardous waste rules, including but not lim- 
ited to: 

(1) Management Standards for Hazardous Waste Phar- 
maceuticals and Amendments to the P075 Listing for Nico- 
tine. 84 F.R. 5816; February 22, 2019. 

(2) Safe Management of Recalled Airbags. 83 F.R. 
61552; November 30, 2018. 

(3) User Fees for the Electronic Hazardous Waste Mani- 
fest System and Amendments to Manifest Regulations. 83 
F.R. 420; January 3, 2018. 

Proposed state-initiated amendments will also include: 

(1) Corrections and clarifications to the generator 
improvements rule and other dangerous waste rules adopted 
January 28, 2019. 

(2) Updating Biological Testing Methods for the Desig- 
nation of Dangerous Waste publication 80-12. 

(3) Other clarifications and corrections as necessary. 

The purpose of this proposal is to clarify requirements, 
streamline compliance, and ensure that state dangerous 
wastes are properly and safely managed, which is a critical 
priority. Adoption of these federal regulations in Washington 
state will help promote compliance and safe management 
practices. 

Reasons Supporting Proposal: Under federal law, ecol- 
ogy is required to adopt certain federal hazardous waste rules 
to maintain its authorization by the United States Environ- 
mental Protection Agency (EPA) and remain consistent with 
EPA regulations. Other new federal hazardous waste rules 
are optional for the state to adopt (for example, the recalled 
airbag rule and portions of the pharmaceutical rule). We are 
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proposing some of the federal optional rules as part of this 
tule making. Adopting the required as well as the optional 
federal rules will promote better waste management, environ- 
mental protection, and consistency with the federal rules. 

Washington state's healthcare stakeholders requested 
that we adopt the new federal pharmaceutical waste rules as 
soon as possible in order to help them better manage their 
waste streams, reduce confusion, and simplify compliance 
with the dangerous waste regulations. 

These changes are: 

(1) Hazardous waste pharmaceutical rule and amend- 
ments to the P075 Listing for Nicotine: 

(a) Sets consistent, mandatory standards for healthcare 
facilities and reverse distributors across the nation. 

(b) Prohibits disposal of pharmaceuticals down the drain, 
resulting in fewer toxic chemicals in our waterways. 

(c) Removes over-the-counter nicotine replacement ther- 
apies, including nicotine-containing patches, gums, and loz- 
enges, from being listed as PO75 acutely hazardous waste 
when discarded. Because only a small amount of P-listed 
waste causes a generator to be regulated as a large quantity 
generator, the effect of delisting these discarded products 
may mean that some retail stores and pharmacies would be at 
a lower generator status. 

(2) Safe management of recalled airbags: 

(a) Provides regulatory relief to generators and transport- 
ers of airbag modules and inflators. 

(b) Facilitates a more expedited removal of defective 
Takata airbag inflators from vehicles by Washington state 
dealerships, salvage yards, and other locations for safe and 
environmentally sound disposal. 

(3) User fees and amendments for the electronic hazard- 
ous waste manifest system: 

(a) Sets standards for determining electronic manifest 
user fees. 

(b) Modifies some existing manifest regulations. 

(c) Improves generator and state regulator access to the 
hazardous waste manifest system for tracking dangerous 
waste shipments. 

(d) Is a required rule ecology must adopt to remain 
equivalent with federal regulations. 

This rule making will also address state-initiated amend- 
ments that we believe will clarify and improve the existing 
regulations, including: 

(1) Corrections and clarifications to the recent state dan- 
gerous waste rule amendments adopted January 28, 2019. As 
the new rules are being implemented, inspectors and the pub- 
lic have noted mistakes and unclear language needing correc- 
tion. 

(2) Updating the biological test methods publication will 
improve the static acute fish toxicity test, making it more 
usable and cost effective for how dangerous waste is identi- 
fied. We also plan to remove the obsolete acute oral rat toxic- 
ity test method from the publication. 

Other clarifications and corrections will improve the 
usability of the rules. One change ecology is proposing would 
modify a final facility permit rule (WAC 173-303-806(4)) to 
clarify certification requirements for submitted engineering 
documents. 
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Statutory Authority for Adoption: Chapter 70.105 RCW, 
Hazardous Waste Management Act. 

Statute Being Implemented: Chapter 70.105 RCW. 

Rule is necessary because of federal law, 40 C.F.R. 260- 
279. 

Name of Proponent: Department of ecology, govern- 
mental. 

Name of Agency Personnel Responsible for Drafting: 
Robert Rieck, Lacey, 360-407-6751; Implementation and 
Enforcement: Darin Rice, Lacey, 360-407-6702. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is required under RCW 34.05.- 
328. A preliminary cost-benefit analysis may be obtained by 
contacting Robert Rieck, P.O. Box 47600, Olympia, WA 
98504-7600, phone 360-407-6751, for Washington relay ser- 
vice or TTY call 711 or 877-833-6341, email Robert.rieck@ 
ecy.Wa. gov. 

This rule proposal, or portions of the proposal, is exempt 
from requirements of the Regulatory Fairness Act because 
the proposal: 

Is exempt under RCW 19.85.025(4). 

The proposed rule does not impose more-than-minor 
costs on businesses. Following is a summary of the agency's 
analysis showing how costs were calculated. The Regulatory 
Fairness Act (RFA; RCW 19.85.070) requires ecology to per- 
form a set of analyses and make certain determinations 
regarding the proposed rule amendments, if they impose 
more than minor compliance costs on businesses. Based on 
the costs discussed in the Preliminary Regulatory Analyses 
(PRA) for this rule making (ecology publication no. 20-04- 
014), we identified the following compliance costs: 


e Adding recordkeeping requirements for the use of alter- 
nate tank inspection schedules: $36 to $39 per facility 
using an alternate schedule. 

+ Adding container-labeling instructions for affixing, 
destroying, and ensuring readability of labels: $0.08 per 
label removed, necessitating at least one thousand two 
hundred sixteen labels removed and destroyed (rather 
than moved or replaced, as implied by baseline labeling 
requirements) to incur $100 of compliance cost. High 
numbers of label removals are unlikely, due to the 
requirement existing in other sections of the rule, as well 
as past requirements ecology recently revised with the 
accidental omission. 

e Increasing records retention for two types of records, by 
three to five years: Zero or near-zero cost relative to 
baseline space already retained and minimal manage- 
ment, and consistency with all other records retention 
requirements in the rule. 


We also identified costs in the PRA related to noncom- 
pliance, which are excluded from consideration as compli- 
ance costs: 


e Allowing ecology discretion to obtain and approve of 
sampling plans. 

e Expanding the scope of kinds of reports that ecology 
may request from a generator. 
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For ecology, the RFA defines minor costs as "a cost per 
business that is less than three-tenths of one percent of annual 
revenue or income, or one hundred dollars, whichever is 
greater, or one percent of annual payroll." This means minor 
costs are less than either: 


e The larger of: 

° $100. 

° 0,03 percent of annual revenue or income. 
e One percent of annual payroll. 


As costs are likely less than $100, and are not necessarily 
imposed on the same businesses, they are less than minor 
costs, because regardless of annual revenue or income of 
potentially affected businesses: 


e If $100 is larger than 0.03 percent of annual revenue or 
income, likely costs are less than $100. 

e If $100 is less than 0.03 percent of annual revenue or 
income, and likely costs are less than $100, then likely 
compliance costs are less than 0.03 percent of annual 
revenue or income. 


Due to the diverse set of industries covered by the rule, 
and uncertainty as to which businesses are using various 
existing flexible compliance options, we did not compare 
estimated compliance costs to payroll or revenue as industry 
averages would not have reflected facility-specific attributes 
in the comparisons. Therefore, RFA requirements do not 
apply to this rule making. 

A copy of the detailed cost calculations may be obtained 
by contacting Robert Rieck, P.O. Box 47600, Olympia, WA 
98504-7600, phone 360-407-6751, for Washington relay ser- 
vice or TTY call 711 or 877-833-6341, email Robert.rieck@ 
ecy.Wa. gov. 


March 25, 2020 
Heather Bartlett 
Deputy Director 


AMENDATORY SECTION (Amending WSR 04-24-065, 
filed 11/30/04, effective 1/1/05) 


WAC 173-303-010 Purpose. This regulation imple- 
ments chapter 70.105 RCW, the Hazardous Waste Manage- 
ment Act ((e£1976)) as amended, and implements, in part, 
chapters ((F0405A)) 70.95E, 70.105D, and 15.54 RCW, and 
Subtitle C of Public Law 94-580, the Resource Conservation 
and Recovery Act of 1976, which the legislature has empow- 
ered the department to implement. The purposes of this regu- 
lation are to: 

(1) Designate those solid wastes which are dangerous or 
extremely hazardous to the public health and environment; 
Note: 


The terms public health and human health are used in this chap- 
ter interchangeably. 


(2) Provide for surveillance and monitoring of dangerous 
and extremely hazardous wastes until they are detoxified, 
reclaimed, neutralized, or disposed of safely; 

(3) Provide the form and rules necessary to establish a 
system for manifesting, tracking, reporting, monitoring, 
recordkeeping, sampling, and labeling dangerous and 
extremely hazardous wastes; 
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(4) Establish the siting, design, operation, closure, post- 
closure, financial, and monitoring requirements for danger- 
ous and extremely hazardous waste transfer, treatment, stor- 
age, and disposal facilities; 

(5) Establish design, operation, and monitoring require- 
ments for managing the state's extremely hazardous waste 
disposal facility; 

(6) Establish and administer a program for permitting 
dangerous and extremely hazardous waste management facil- 
ities; and 

(7) Encourage recycling, reuse, reclamation, and recov- 
ery to the maximum extent possible. 


AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-017 Recycling processes involving 
solid waste. (1) The purpose of this section is to identify 
those materials that are and are not solid wastes when recy- 
cled. Certain materials, as described in subsection (2) of this 
section, would not typically be considered to involve waste 
management and are exempt from the requirements of this 
chapter. All recycling processes not exempted by subsection 
(2) of this section are subject to the recycling requirements of 
WAC 173-303-120. 

(2) General categories of materials that are not solid 
waste when recycled. 

(a) Except as provided in subsection (3) of this section, 
materials are not solid wastes when they can be shown to be 
recycled by being: 

(i) Used or reused as ingredients in an industrial process 
to make a product provided the materials are not being 
reclaimed; or 

(ii) Used or reused as effective substitutes for commer- 
cial products; or 

(iii) Returned to the original process from which they are 
generated, without first being reclaimed or land disposed. 
The material must be returned as a substitute for feedstock 
materials. In cases where the original process to which the 
material is returned is a secondary process, the materials must 
be managed such that there is no placement on the land. 

(b) Except as provided in subsection (3) of this section, 
the department has determined that the following materials 
when used as described are not solid wastes: 

(i) Pulping liquors (e.g., black liquor) that are reclaimed 
in a pulping liquor recovery furnace and then reused in the 
pulping process; 

(11) Spent pickle liquor which is reused in wastewater 
treatment at a facility holding a national pollutant discharge 
elimination system (NPDES) permit, or which is being accu- 
mulated, stored, or treated before such reuse; 

(iii) Spent sulfuric acid used to produce virgin sulfuric 
acid provided it is not accumulated speculatively as defined 
in WAC 173-303-016 (5)(d)(11). 

(3) The following materials are solid wastes, even if the 
recycling involves use, reuse, or return to the original process 
(as described in subsection (2)(a) of this section): 

(a) Materials used in a manner constituting disposal, or 
used to produce products that are applied to the land; or 
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(b) Materials burned for energy recovery, used to pro- 
duce a fuel, or contained in fuels; or 

(c) Materials accumulated speculatively as defined in 
WAC 173-303-016 (5)(d)(ii); or 

(d) Materials listed in WAC 173-303-016(6); or 

(e) Any materials that the department determines are 
being accumulated, used, reused or handled in a manner that 
poses a threat to public health or the environment. 

(4) Documentation of claims that materials are not solid 
wastes or are conditionally exempt from regulation. Respon- 
dents in actions to enforce regulations implementing chapter 
70.105 RCW who raise a claim that a certain material is not a 
solid waste, or is conditionally exempt from regulation, must 
demonstrate that there is a known market or disposition for 
the material, and that they meet the terms of the exclusion or 
exemption. In doing so, they must provide appropriate docu- 
mentation (such as contracts showing that a second person 
uses the material as an ingredient in a production process) to 
demonstrate that the material is not a waste, or is exempt 
from regulation. In addition, owners or operators of facilities 
claiming that they actually are recycling materials must show 
that they have the necessary equipment to do so. 

(5) Variances from classification as a solid waste. 

(a) In accordance with the standards and criteria in (b) of 
this subsection and the procedures in subsection (7) of this 
section, the department may determine on a case-by-case 
basis that the following recycled materials are not solid 
wastes: 

(i) Materials that are accumulated speculatively without 
sufficient amounts being recycled (as defined in WAC 173- 
303-016 (5)(d)(ai)); 

(11) Materials that are reclaimed and then reused within 
the original production process in which they were generated; 

(111) Materials that have been reclaimed but must be 
reclaimed further before the materials are completely recov- 
ered; and 

(iv) (Materials that are reelaimed tna continuous pre- 
cess; 

Materiak indistineuishableinallrel 
€+4))) State-only dangerous materials (not regulated as 
hazardous wastes (defined in WAC 173-303-040) by EPA) 
which serve as an effective substitute for a commercial prod- 
uct or raw material. 

(b) Standards and criteria for variances from classifica- 
tion as a solid waste. 

(i) The department may grant requests for a variance 
from classifying as a solid waste those materials that are 
accumulated speculatively without sufficient amounts being 
recycled if the applicant demonstrates that sufficient amounts 
of the material will be recycled or transferred for recycling in 
the following year. If a variance is granted, it is valid only for 
the following year, but can be renewed, on an annual basis, 
by filing a new application. The department's decision will be 
based on the following criteria: 

(A) The manner in which the material is expected to be 
recycled, when the material is expected to be recycled, and 
whether this expected disposition is likely to occur (for 
example, because of past practice, market factors, the nature 
of the material, or contractual arrangements for recycling); 
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(B) The reason that the applicant has accumulated the 
material for one or more years without recycling seventy-five 
percent of the volume accumulated at the beginning of the 
year; 

(C) The quantity of material already accumulated and the 
quantity expected to be generated and accumulated before the 
material is recycled; 

(D) The extent to which the material is handled to mini- 
mize loss; 

(E) Other relevant factors. 

(11) The department may grant requests for a variance 
from classifying as a solid waste those materials that are 
reclaimed and then reused as feedstock within the original 
production process in which the materials were generated if 
the reclamation operation is an essential part of the produc- 
tion process. This determination will be based on the follow- 
ing criteria: 

(A) How economically viable the production process 
would be if it were to use virgin materials, rather than 
reclaimed materials; 

(B) The extent to which the material is handled before 
reclamation to minimize loss; 

(C) The time periods between generating the material 
and its reclamation, and between reclamation and return to 
the original primary production process; 

(D) The location of the reclamation operation in relation 
to the production process; 

(E) Whether the reclaimed material is used for the pur- 
pose for which it was originally produced when it is returned 
to the original process, and whether it is returned to the pro- 
cess in substantially its original form; 

(F) Whether the person who generates the material also 
reclaims it; 

(G) Other relevant factors. 

(iii) The department may grant requests for a variance 
from classifying as a solid waste those hazardous secondary 
materials that have been partially reclaimed, but must be 
reclaimed further before recovery is completed, if the partial 
reclamation has produced a commodity-like material. A 
determination that a partially reclaimed hazardous secondary 
material for which the variance is sought is commodity-like 
will be based on whether the material is legitimately recycled 
as specified in WAC 173-303-019 and on whether all of the 
following decision criteria are satisfied: 

(A) Whether the degree of partial reclamation the mate- 
rial has undergone is substantial as demonstrated by using a 
partial reclamation process other than the process that gener- 
ated the dangerous waste; 

(B) Whether the partially reclaimed material has suffi- 
cient economic value that it will be purchased for further rec- 
lamation; 

(C) Whether the partially reclaimed material is a viable 
substitute for a product or intermediate produced from virgin 
or raw materials which is used in subsequent production 
steps; 

(D) Whether there is a market for the partially reclaimed 
material as demonstrated by known customer(s) who are fur- 
ther reclaiming the material (e.g., records of sales and/or con- 
tracts and evidence of subsequent use, such as bills of lad- 
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(E) Whether the partially reclaimed material is handled 
to minimize loss; and 

(F) Other relevant factors. 

(iv) The department may grant requests for a variance 
from classifying as a solid waste those materials that serve as 
an effective substitute for a commercial product or raw mate- 
rial, when such material is not regulated as hazardous waste 
(defined in WAC 173-303-040) by EPA, if the materials are 
recycled in a manner such that they more closely resemble 
products or raw materials rather than wastes. This determina- 
tion will be based on the following factors: 

(A) The effectiveness of the material for the claimed use; 

(B) The degree to which the material is like an analogous 
raw material or product; 

(C) The extent to which the material is handled to mini- 
mize loss or escape to the environment; 

(D) The extent to which an end market for the reclaimed 
material is guaranteed; 

(E) The time period between generating the material and 
its recycling; 

(F) Other factors as appropriate. 

(6) Variance to be classified as a boiler. 

In accordance with the standards and criteria in WAC 
173-303-040 (definition of "boiler"), and the procedures in 
subsection (7) of this section, the department may determine 
on a case-by-case basis that certain enclosed devices using 
controlled flame combustion are boilers, even though they do 
not otherwise meet the definition of boiler contained in WAC 
173-303-040, after considering the following criteria: 

(a) The extent to which the unit has provisions for recov- 
ering and exporting thermal energy in the form of steam, 
heated fluids, or heated gases; and 

(b) The extent to which the combustion chamber and 
energy recovery equipment are of integral design; and 

(c) The efficiency of energy recovery, calculated in 
terms of the recovered energy compared with the thermal 
value of the fuel; and 

(d) The extent to which exported energy is utilized; and 

(e) The extent to which the device is in common and cus- 
tomary use as a "boiler" functioning primarily to produce 
steam, heated fluids, or heated gases; and 

(f) Other factors, as appropriate. 

(7) Procedures for variances from classification as a 
solid waste or to be classified as a boiler. 

The department will use the following procedures in 
evaluating applications for variances from classification as a 
solid waste or applications to classify particular enclosed 
controlled flame combustion devices as boilers: 

(a) The applicant must apply to the department for the 
variance. The application must address the relevant criteria 
contained in subsection (5)(b) or (6) of this section, as appli- 
cable. 

(b) The department will evaluate the application and 
issue a draft public notice tentatively granting or denying the 
application. Notification of this tentative decision will be pro- 
vided by newspaper advertisement and radio broadcast in the 
locality where the recycler is located. The department will 
accept comment on the tentative decision for thirty days, and 
may also hold a public hearing upon request or at its discre- 
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tion. The department will issue a final decision after receipt 
of comments and after the hearing (if any). 


(c) In the event of a change in circumstances that affect 
how a material meets the relevant criteria contained in sub- 
section (5) or (6) of this section, as applicable, upon which a 
variance has been based, the applicant must send a descrip- 
tion of the change in circumstances to the department. The 
department may issue a determination that the material con- 
tinues to meet the relevant criteria of the variance or may 
require the facility to reapply for the variance. 


(d) Variances shall be effective for a fixed term not to 
exceed ten years. No later than six months prior to the end of 
this term, facilities must reapply for a variance. If a facility 
reapplies for a variance within six months, the facility may 
continue to operate under an expired variance until receiving 
a decision on their reapplication from the department. 


(e) Facilities receiving a variance must provide notifica- 
tion as required by subsection (8) of this section. 


(8) Notification requirements for materials managed 
under variances from classification as a solid waste. 


(a) Facilities managing hazardous secondary materials 
under WAC 173-303-017(5) must send a notification prior to 
operating under the regulatory provision and by March 1st of 
each even-numbered year thereafter to the department using 
ecology's site identification form that includes the following 
information: 


(i) The name, address, and EPA/state identification num- 
ber (if applicable) of the facility; 


(ii) The name and telephone number of a contact person; 
(iii) The NAICS code of the facility; 


(iv) The regulation under which the hazardous secondary 
materials will be managed; 


(v) When the facility began or expects to begin manag- 
ing the hazardous secondary materials in accordance with the 
regulation; 

(vi) A list of hazardous secondary materials that will be 
managed according to the regulation (reported as the danger- 
ous waste numbers that would apply if the hazardous second- 
ary materials were managed as dangerous wastes); 


(vii) The quantity of each hazardous secondary material 
to be managed annually; and 


(viii) The certification (included in ecology's site identi- 
fication form) signed and dated by an authorized representa- 
tive of the facility. 


(b) If a facility managing hazardous secondary materials 
under this section has submitted a notification, but then sub- 
sequently stops managing those materials in accordance with 
the regulation(s) listed above, the facility must notify the 
department within thirty days using ecology's site identifica- 
tion form. For purposes of this section, a facility has stopped 
managing hazardous secondary materials under this section if 
the facility no longer generates, manages, or reclaims materi- 
als under the regulation(s) above and does not expect to man- 
age any amount of hazardous secondary materials under this 
section for at least one year. 
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AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-030 Abbreviations. The following 
abbreviations are used in this regulation. 


APTI - Association for Preservation Technology Inter- 
national 

ASTM - American Society for Testing Materials 

APHA - American Public Health Association 

CAMU - corrective action management unit 

CDC - Center for Disease Control 

C.F.R. - Code of Federal Regulations 

DEA - Drug Enforcement Administration 

DOT - Department of Transportation 

°C - degrees Celsius 

DRE - destruction and removal efficiency 

DW - dangerous waste 

DWS - drinking water standards of the Safe Drinking 
Water Act 

EHW - extremely hazardous waste 

EP - extraction procedure 

EPA - Environmental Protection Agency 

FDA - Food and Drug Administration 

°F - degrees Fahrenheit 

g - gram 

IARC - International Agency for Research on Cancer 

IFC - International Fire Code 

kg - kilogram (one thousand grams) 

L - liter 

lb - pound 

LCs 9 - median lethal concentration 

LD, - median lethal dose 


MACT - maximum achievable control technology 

M - molar (gram molecular weights per liter of solution) 

mg - milligram (one thousandth of a gram) 

MTCA - Model Toxics Control Act 

NFPA - National Fire Protection Association 

NIOSH - National Institute for Occupational Safety and 
Health 

pH - negative logarithm of the hydrogen ion concentra- 
tion 

PODC - principal organic dangerous constituent 

POTW - publicly owned treatment works 

ppm - parts per million (weight/weight) 

QEL - Quantity Exclusion Limit 

RCRA - Resource Conservation and Recovery Act 

RCW - Revised Code of Washington 

TEQ - toxicity equivalence 

TMC - total mass concentrate 

TOM - total organic mass 

TSD facility (or TSDF) - treatment, storage, or disposal 
facility 

TU - temporary unit 

UBC - Uniform Building Code 

UFC - Uniform Fire Code 

USCG - United States Coast Guard 

USGS - United States Geological Survey 

WAC - Washington Administrative Code 

% - percent 

# - number 
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AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-040 Definitions. When used in this 
chapter, the following terms have the meanings given below. 


Note: 


The list of defined terms in this section does not contain all 
defined terms used in chapter 173-303 WAC. 


"Aboveground tank" means a device meeting the defini- 
tion of "tank" in this section and that is situated in such a way 
that the entire surface area of the tank is completely above the 
plane of the adjacent surrounding surface and the entire sur- 
face area of the tank (including the tank bottom) is able to be 
visually inspected. 

"Accumulation" refers to the definition of "storage." 

"Active life" of a facility means the period from the ini- 
tial receipt of dangerous waste at the facility until the depart- 
ment receives certification of final closure. 

"Active portion" means that portion of a facility which is 
not a closed portion, and where dangerous waste recycling, 
reuse, reclamation, transfer, treatment, storage or disposal 
operations are being or have been conducted after: 

The effective date of the waste's designation by 40 
C.F.R. Part 261; and 

March 10, 1982, for wastes designated only by this chap- 
ter and not designated by 40 C.F.R. Part 261. (See also 
"closed portion" and "inactive portion.") 

"Active range" means a military range that is currently in 
service and is being regularly used for range activities. 

"Acute hazardous waste" means dangerous waste 
sources (listed in WAC 173-303-9904) F020, F021, F022, 
F023, F026, or F027, and discarded chemical products (listed 
in WAC 173-303-9903) that are identified with a dangerous 
waste number beginning with a "P", including those wastes 
mixed with source, special nuclear, or by-product material 
subject to the Atomic Energy Act of 1954. The abbreviation 
"AHW" will be used in this chapter to refer to those danger- 
ous and mixed wastes which are acute hazardous wastes. 
Note - The terms acute and acutely are used interchangeably. 

"Airbag waste" means any dangerous waste airbag mod- 
ules or dangerous waste airbag inflators. 

"Airbag waste collection facility" means any facility that 
receives airbag waste from airbag handlers subject to regula- 
tion under WAC 173-303-071 (3)(tt), and accumulates the 
waste for more than ten days. 

"Airbag waste handler" means any person, by site, who 
generates airbag waste that is subject to the regulations under 
this chapter. 

"Ampule" means an airtight vial made of glass, plastic, 
metal, or any combination of these materials. 

"Ancillary equipment" means any device including, but 
not limited to, such devices as piping, fittings, flanges, 
valves, and pumps, that is used to distribute, meter, or control 
the flow of dangerous waste from its point of generation to a 
storage or treatment tank(s), between dangerous waste stor- 
age and treatment tanks to a point of disposal on site, or to a 
point of shipment for disposal off site. 

"Aquifer" means a geologic formation, group of forma- 
tions, or part of a formation capable of yielding a significant 
amount of groundwater to wells or springs. 
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"Authorized representative" means the person responsi- 
ble for the overall operation of a generator site, facility, or an 
operational unit (e.g., plant manager, superintendent or an 
employee of the company of equivalent responsibility). 

"Batch" means any waste which is generated less fre- 
quently than once a month. 

"Battery" means a device consisting of one or more elec- 
trically connected electrochemical cells which is designed to 
receive, store, and deliver electric energy. An electrochemi- 
cal cell is a system consisting of an anode, cathode, and an 
electrolyte, plus such connections (electrical and mechanical) 
as may be needed to allow the cell to deliver or receive elec- 
trical energy. The term battery also includes an intact, unbro- 
ken battery from which the electrolyte has been removed. 

"Berm" means the shoulder of a dike. 

"Boiler" means an enclosed device using controlled 
flame combustion and having the following characteristics: 

The unit must have physical provisions for recovering 
and exporting thermal energy in the form of steam, heated 
fluids, or heated gases; and 

The unit's combustion chamber and primary energy 
recovery section(s) must be of integral design. To be of inte- 
gral design, the combustion chamber and the primary energy 
recovery section(s) (such as waterwalls and superheaters) 
must be physically formed into one manufactured or assem- 
bled unit. A unit in which the combustion chamber and the 
primary energy recovery section(s) are joined only by ducts 
or connections carrying flue gas is not integrally designed; 
however, secondary energy recovery equipment (such as 
economizers or air preheaters) need not be physically formed 
into the same unit as the combustion chamber and the pri- 
mary energy recovery section. The following units are not 
precluded from being boilers solely because they are not of 
integral design: Process heaters (units that transfer energy 
directly to a process stream), and fluidized bed combustion 
units; and 

While in operation, the unit must maintain a thermal 
energy recovery efficiency of at least sixty percent, calcu- 
lated in terms of the recovered energy compared with the 
thermal value of the fuel; and 

The unit must export and utilize at least seventy-five per- 
cent of the recovered energy, calculated on an annual basis. 
In this calculation, no credit will be given for recovered heat 
used internally in the same unit. (Examples of internal use are 
the preheating of fuel or combustion air, and the driving of 
induced or forced draft fans or feedwater pumps); or 

The unit is one which the department has determined, on 
a case-by-case basis, to be a boiler, after considering the stan- 
dards in WAC 173-303-017(6). 

"By-product" means a material that is not one of the pri- 
mary products of a production process and is not solely or 
separately produced by the production process. Examples are 
process residues such as slags or distillation column bottoms. 
The term does not include a coproduct that is produced for 
the general public's use and is ordinarily used in the form it is 
produced by the process. 

"Carbon regeneration unit" means any enclosed thermal 
treatment device used to regenerate spent activated carbon. 

"Carcinogenic" means a material known to contain a 
substance which has sufficient or limited evidence as a 
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human or animal carcinogen as listed in both IARC and either 
IRIS or HEAST. 

"Cathode ray tube" or "CRT" means a vacuum tube, 
composed primarily of glass, which is the visual or video dis- 
play component of an electronic device. A used, intact CRT 
means a CRT whose vacuum has not been released. A used, 
broken CRT means glass removed from its housing or casing 
whose vacuum has been released. 

"Central accumulation area" means any on-site danger- 
ous waste accumulation area subject to either WAC 173-303- 
200 (large quantity generators) or WAC 173-303-172 
(medium quantity generators). A central accumulation area at 
an eligible academic entity that chooses to operate under 
WAC 173-303-235 must also comply with WAC 173-303- 
235(12) when accumulating unwanted material and/or dan- 
gerous waste. 

"Chemical agents and chemical munitions" are defined 
as in 50 U.S.C. section 1521 (j)(1). 

"Cleanup-only facility" means a site, including any con- 
tiguous property owned or under the control of the owner or 
operator of the site, where the owner or operator is or will be 
treating, storing, or disposing of remediation waste, including 
dangerous remediation waste, and is not, has not and will not 
be treating, storing or disposing of dangerous waste that is 
not remediation waste. A cleanup-only facility is not a "facil- 
ity" for purposes of corrective action under WAC 173-303- 
646. 

"Closed portion" means that portion of a facility which 
an owner or operator has closed, in accordance with the 
approved facility closure plan and all applicable closure 
requirements. 

"Closure" means: 

¢ The requirements placed upon all recycling, used oil, 
and TSD facilities, plus some generators, and some transport- 
ers to ensure that all such facilities are closed in an acceptable 
manner (see also "post-closure"); and 

e Once taken out of service, the proper cleaning up 
and/or decontaminating of a dangerous waste management 
unit or a recycling unit and any areas affected by releases 
from the unit. 

"College/university" see WAC 173-303-235. 

"Commercial chemical product or manufacturing chem- 
ical intermediate" refers to a chemical substance which is 
manufactured or formulated for commercial or manufactur- 
ing use which consists of the commercially pure grade of the 
chemical, any technical grades of the chemical that are pro- 
duced or marketed, and all formulations in which the chemi- 
cal is the sole active ingredient. 

"Commercial fertilizer" means any substance containing 
one or more recognized plant nutrients and which is used for 
its plant nutrient content and/or which is designated for use or 
claimed to have value in promoting plant growth, and 
includes, but is not limited to, limes, gypsum, and manipu- 
lated animal manures and vegetable compost. The commer- 
cial fertilizer must be registered with the state or local agency 
regulating the fertilizer in the locale in which the fertilizer is 
being sold or applied. 

"Compliance procedure" means any proceedings insti- 
tuted pursuant to the Hazardous Waste Management Act, 
chapter 70.105 RCW, and Hazardous waste fees, chapter 
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70.105A RCW, or regulations issued under authority of state 
law, which seeks to require compliance, or which is in the 
nature of an enforcement action or an action to cure a viola- 
tion. A compliance procedure includes a notice of intention to 
terminate a permit pursuant to WAC 173-303-830(5), or an 
application in the state superior court for appropriate relief 
under the Hazardous Waste Management Act. A compliance 
procedure is considered to be pending from the time a notice 
of violation or of intent to terminate a permit is issued or judi- 
cial proceedings are begun, until the department notifies the 
owner or operator in writing that the violation has been cor- 
rected or that the procedure has been withdrawn or discontin- 
ued. 

"Component" means either the tank or ancillary equip- 
ment of a tank system. 

"Constituent" or "dangerous waste constituent" means a 
chemically distinct component of a dangerous waste stream 
or mixture. 

"Contained" means held in a unit that meets the follow- 
ing criteria: 

e The unit is in good condition with no leaks or other 
continuing or intermittent unpermitted releases of hazardous 
secondary materials to the environment, and is designed, as 
appropriate for the hazardous secondary materials, to prevent 
releases of hazardous secondary materials to the environ- 
ment. Unpermitted releases are releases that are not covered 
by a permit (such as a permit to discharge to water or air) and 
may include, but are not limited to, releases through surface 
transport by precipitation runoff, releases to soil and ground- 
water, wind-blown dust, fugitive air emissions, and cata- 
strophic unit failures; 

¢ The unit is properly labeled or otherwise has a system 
(such as a log book) to immediately identify the hazardous 
secondary materials in the unit; and 

e The unit holds hazardous secondary materials that are 
compatible with other hazardous secondary materials placed 
in the unit and is compatible with the materials used to con- 
struct the unit and addresses any potential risks of fires or 
explosions. 

e Hazardous secondary materials in units that meet the 
applicable requirements of WAC 173-303-280 through 173- 
303-395 or 173-303-400 are presumptively contained. 

"Container" means any portable device in which a mate- 
rial is stored, transported, treated, disposed of, or otherwise 
handled. 

"Containment building" means a hazardous waste man- 
agement unit that is used to store or treat hazardous waste 
under the provisions of WAC 173-303-695. 

"Contingency plan" means a document setting out an 
organized, planned, and coordinated course of action to be 
followed in case of a fire, explosion, or release of dangerous 
waste or dangerous waste constituents which could threaten 
human health or environment. 

"Contract" means the written agreement signed by the 
department and the state operator. 

"Control" means, for the purposes of WAC 173-303-171 
(De) ((and)), 173-303-200(15) and 173-303-555, the power 
to direct the policies of the generator, whether by the owner- 
ship of stock or voting rights. Contractors, consultants, and 
transporters who operate generator facilities on behalf of a 
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different person, as defined in this section, shall not be 
deemed to "control" such generators. 

"Corrosion expert" means a person who, by reason of 
their knowledge of the physical sciences and the principles of 
engineering and mathematics, acquired by a professional 
education and related practical experience, is qualified to 
engage in the practice of corrosion control on buried or sub- 
merged metal piping systems and metal tanks. Such a person 
must be certified as being qualified by the National Associa- 
tion of Corrosion Engineers (NACE) or be a registered pro- 
fessional engineer who has certification or licensing that 
includes education and experience in corrosion control on 
buried or submerged metal piping systems and metal tanks. 

"CRT collector" means a person who receives CRTs for 
recycling, repair, resale, or donation. 

"CRT exporter" means any person in the United States 
who initiates a transaction to send used CRTs outside the 
United States or its territories for recycling or reuse, or any 
intermediary in the United States arranging for such export. 

"CRT glass manufacturer" means an operation or part of 
an operation that uses a furnace to manufacture CRT glass. 

"CRT processing" means conducting all of the following 
activities: 

e Receiving broken or intact CRTs; and 

e Intentionally breaking intact CRTs or further breaking 
or separating broken CRTs; and 

e Sorting or otherwise managing glass removed from 
CRT monitors. 

"Dangerous waste constituents" means those constitu- 
ents listed in WAC 173-303-9905 and any other constituents 
that have caused a waste to be a dangerous waste under this 
chapter. 

"Dangerous waste management unit" is a contiguous 
area of land on or in which dangerous waste is placed, or the 
largest area in which there is a significant likelihood of mix- 
ing dangerous waste constituents in the same area. Examples 
of dangerous waste management units include a surface 
impoundment, a waste pile, a land treatment area, a landfill 
cell, an incinerator, a tank and its associated piping and 
underlying containment system and a container storage area. 
A container alone does not constitute a unit; the unit includes 
containers and the land or pad upon which they are placed. 

"Dangerous wastes" means those solid wastes desig- 
nated in WAC 173-303-070 through 173-303-100 as danger- 
ous, or extremely hazardous or mixed waste. As used in this 
chapter, the words "dangerous waste" will refer to the full 
universe of wastes regulated by this chapter. The abbrevia- 
tion "DW" will refer only to that part of the regulated uni- 
verse which is not extremely hazardous waste. (See also 
"extremely hazardous waste," "hazardous waste," and "mixed 
waste" definitions.) 

"Debris" means solid material exceeding a 60 mm parti- 
cle size that is intended for disposal and that is: A manufac- 
tured object; or plant or animal matter; or natural geologic 
material. However, the following materials are not debris: 
Any material for which a specific treatment standard is pro- 
vided in 40 C.F.R. Part 268 Subpart D (incorporated by refer- 
ence in WAC 173-303-140 (2)(a)); process residuals such as 
smelter slag and residues from the treatment of waste, waste- 
water, sludges, or air emission residues; and intact containers 
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of hazardous waste that are not ruptured and that retain at 
least seventy-five percent of their original volume. A mixture 
of debris that has not been treated to the standards provided 
by 40 C.F.R. 268.45 and other material is subject to regula- 
tion as debris if the mixture is comprised primarily of debris, 
by volume, based on visual inspection. 

"Department" means the department of ecology. 

"Dermal Rabbit LD;9" means the single dosage in milli- 
grams per kilogram (mg/kg) body weight which, when der- 
mally (skin) applied for 24 hours, within 14 days kills half or 
more of a group of ten rabbits each weighing between 2.0 and 
3.0 kilograms. 

"Designated facility" means: 

e A dangerous waste treatment, storage, disposal, or 
recycling facility that: 

- Has received a permit (or interim status) in accordance 
with the requirements of this chapter, 

- Has received a permit (or interim status) from another 
state authorized in accordance with 40 C.F.R. Part 271, 

- Has received a permit (or interim status) from EPA in 
accordance with 40 C.F.R. Part 270, 

- Has a permit by rule under WAC 173-303-802(5), or is 
regulated under WAC 173-303-120 (4)(c) or 173-303-525 
when the dangerous waste is to be recycled, and 

- That has been designated on the manifest pursuant to 
WAC 173-303-180(1). 

e "Designated facility" also means a generator site desig- 
nated on the manifest to receive its waste as a return shipment 
from a facility that has rejected the waste in accordance with 
WAC 173-303-370 (5)(f). 

e If a waste is destined to a facility in an authorized state 
that has not yet obtained authorization to regulate that partic- 
ular waste as dangerous, then the designated facility must be 
a facility allowed by the receiving state to accept such waste. 

¢ The following are designated facilities only for receipt 
of state-only waste; they cannot receive federal hazardous 
waste from off-site: Facilities operating under WAC 173- 
303-500 (2)(c). 

"Designation" is the process of determining whether a 
waste is regulated under the dangerous waste lists, WAC 
173-303-080 through 173-303-082; or characteristics, WAC 
173-303-090; or criteria, WAC 173-303-100. The procedures 
for designating wastes are in WAC 173-303-070. A waste 
that has been designated as a dangerous waste may be either 
DW or EHW. 

"Destination facility" means a facility that treats, dis- 
poses of, or recycles a particular category of universal waste, 
except those management activities described in WAC 173- 
303-573 (9)(a), (b) and (c) and 173-303-573 (20)(a), (b) and 
(c). A facility at which a particular category of universal 
waste is only accumulated, is not a destination facility for 
purposes of managing that category of universal waste. 

"Dike" means an embankment or ridge of natural or 
man-made materials used to prevent the movement of liquids, 
sludges, solids, or other substances. 

"Dioxins and furans (D/F)" means tetra, penta, hexa, 
hepta, and octa-chlorinated dibenzo dioxins and furans. 

"Director" means the director of the department of ecol- 
ogy or their designee. 


WSR 20-08-048 


"Discharge" or "dangerous waste discharge" means the 
accidental or intentional release of hazardous substances, 
dangerous waste or dangerous waste constituents such that 
the substance, waste or a waste constituent may enter or be 
emitted into the environment. 

"Disposal" means the discharging, discarding, or aban- 
doning of dangerous wastes or the treatment, decontamina- 
tion, or recycling of such wastes once they have been dis- 
carded or abandoned. This includes the discharge of any dan- 
gerous wastes into or on any land, air, or water. 

"Domestic sewage" means untreated sanitary wastes that 
pass through a sewer system to a publicly owned treatment 
works (POTW) for treatment. 

"Draft permit" means a document prepared under WAC 
173-303-840 indicating the department's tentative decision to 
issue or deny, modify, revoke and reissue, or terminate a per- 
mit. A notice of intent to terminate or deny a permit are types 
of draft permits. A denial of a request for modification, revo- 
cation and reissuance, or termination as discussed in WAC 
173-303-830 is not a draft permit. 

"Drip pad" is an engineered structure consisting of a 
curbed, free-draining base, constructed of nonearthen materi- 
als and designed to convey preservative kick-back or drip- 
page from treated wood, precipitation, and surface water run- 
on to an associated collection system at wood preserving 
plants. 

"Electronic manifest (or e-Manifest)" means the elec- 
tronic format of the hazardous waste manifest that is obtained 
from EPA's national e-Manifest system and transmitted elec- 
tronically to the system, and that is the legal equivalent of 
EPA Forms 8700-22 (Manifest) and 8700-22A (Continuation 
Sheet). 

"Electronic Manifest System" (or "e-Manifest System") 
means EPA's national information technology system 
through which the electronic manifest may be obtained, com- 
pleted, transmitted, and distributed to users of the electronic 
manifest and to regulatory agencies. 

"Electronic signature" is defined in RCW ((4934-626)) 
19.360.030. 

"Elementary neutralization unit" means a device which: 

Is used for neutralizing wastes which are dangerous 
wastes only because they exhibit the corrosivity characteris- 
tics defined in WAC 173-303-090 or are listed in WAC 173- 
303-081, or in 173-303-082 only for this reason; and 

Meets the definition of tank, tank system, container, 
transport vehicle, or vessel. 

"Eligible academic entity" see WAC 173-303-235. 

"Enforceable document" means an order, consent 
decree, plan or other document that meets the requirements of 
40 C.F.R. 271.16(e) and is issued by the director to apply 
alternative requirements for closure, post-closure, groundwa- 
ter monitoring, corrective action or financial assurance under 
WAC 173-303-610 (1)(e), 173-303-645 (1)(f), or 173-303- 
620 (1)(d) or, as incorporated by reference at WAC 173-303- 
400, 40 C.F.R. 265.90(f), 265.110(d), or 265.140(d). 
Enforceable documents include, but are not limited to, clo- 
sure plans and post-closure plans, permits issued under chap- 
ter 70.105 RCW, orders issued under chapter 70.105 RCW 
and orders and consent decrees issued under chapter 70.105D 
RCW. 
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"Environment" means any air, land, water, or groundwa- 
ter. 

"EPA/state identification number" or "EPA/state ID#" 
means the number assigned by EPA or by the department of 
ecology to each generator, transporter, and TSD facility. 

"Episodic event" see WAC 173-303-173. 

"Excluded scrap metal" is processed scrap metal, unpro- 
cessed home scrap metal, and unprocessed prompt scrap 
metal. 

"Existing tank system" or "existing component" means a 
tank system or component that is used for the storage or treat- 
ment of dangerous waste and that is in operation, or for which 
installation has commenced on or prior to February 3, 1989. 
Installation will be considered to have commenced if the 
owner or operator has obtained all federal, state, and local 
approvals or permits necessary to begin physical construction 
of the site or installation of the tank system and if either: 

A continuous on-site physical construction or installa- 
tion program has begun; or 

The owner or operator has entered into contractual obli- 
gations, which cannot be canceled or modified without sub- 
stantial loss, for physical construction of the site or installa- 
tion of the tank system to be completed within a reasonable 
time. 

"Existing TSD facility" means a facility which was in 
operation or for which construction commenced on or before 
November 19, 1980, for wastes designated by 40 C.F.R. Part 
261, or August 9, 1982, for wastes designated only by this 
chapter and not designated by 40 C.F.R. Part 261. A facility 
has commenced construction if the owner or operator has 
obtained permits and approvals necessary under federal, 
state, and local statutes, regulations, and ordinances and 
either: 

A continuous on-site, physical construction program has 
begun; or 

The owner or operator has entered into contractual obli- 
gation, which cannot be canceled or modified without sub- 
stantial loss, for physical construction of the facility to be 
completed within a reasonable time. 

"Explosives or munitions emergency" means a situation 
involving the suspected or detected presence of unexploded 
ordnance (UXO), damaged or deteriorated explosives or 
munitions, an improvised explosive device (IED), other 
potentially explosive material or device, or other potentially 
harmful military chemical munitions or device, that creates 
an actual or potential imminent threat to human health, 
including safety, or the environment, including property, as 
determined by an explosives or munitions emergency 
response specialist. Such situations may require immediate 
and expeditious action by an explosives or munitions emer- 
gency response specialist to control, mitigate, or eliminate 
the threat. 

"Explosives or munitions emergency response" means 
all immediate response activities by an explosives and muni- 
tions emergency response specialist to control, mitigate, or 
eliminate the actual or potential threat encountered during an 
explosives or munitions emergency. An explosives or muni- 
tions emergency response may include in-place render-safe 
procedures, treatment or destruction of the explosives or 
munitions and/or transporting those items to another location 
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to be rendered safe, treated, or destroyed. Any reasonable 
delay in the completion of an explosives or munitions emer- 
gency response caused by a necessary, unforeseen, or uncon- 
trollable circumstance will not terminate the explosives or 
munitions emergency. Explosives and munitions emergency 
responses can occur on either public or private lands and are 
not limited to responses at RCRA facilities. 


"Explosives or munitions emergency response special- 
ist" means an individual trained in chemical or conventional 
munitions or explosives handling, transportation, render-safe 
procedures, or destruction techniques. Explosives or muni- 
tions emergency response specialists include Department of 
Defense (DOD) emergency explosive ordnance disposal 
(EOD), technical escort unit (TEU), and DOD-certified civil- 
ian or contractor personnel; and other federal, state, or local 
government, or civilian personnel similarly trained in explo- 
sives or munitions emergency responses. 


"Export" means the transportation of hazardous waste 
from a location under the jurisdiction of the United States to 
another country, or a location not under the jurisdiction of 
any country, for the purpose of recovery, treatment, or dis- 
posal operations therein. 


"Exporter," also known as primary exporter on the 
RCRA hazardous waste manifest, means the person domi- 
ciled in the United States who is required to originate the 
movement document in accordance with 40 C.F.R. Part 262. 
83(d) or the manifest for a shipment of hazardous waste in 
accordance with 40 C.F.R. Part 262, Subpart B, or equivalent 
state provision specifies a foreign receiving facility as the 
facility the hazardous wastes will be sent, or any recognized 
trader who proposes export of the hazardous waste to recov- 
ery, treatment, or disposal in the country of import. 


"Extremely hazardous waste" means those dangerous 
and mixed wastes designated in WAC 173-303-100 as 
extremely hazardous. The abbreviation "EHW" will be used 
in this chapter to refer to those dangerous and mixed wastes 
which are extremely hazardous. (See also "dangerous waste" 
and "hazardous waste" definitions.) 


"Facility" means: 


e All contiguous land, and structures, other appurte- 
nances, and improvements on the land used for recycling, 
reusing, reclaiming, transferring, storing, treating, disposing 
of dangerous waste, or managing hazardous secondary mate- 
rials prior to reclamation. A facility may consist of several 
treatment, storage, or disposal operational units (for example, 
one or more landfills, surface impoundments, or combination 
of them). Unless otherwise specified in this chapter, the terms 
"facility," "treatment, storage, disposal facility," "TSD facil- 
ity," "dangerous waste facility,” or "waste management facil- 
ity" are used interchangeably. 


e For purposes of implementing corrective action under 
WAC 173-303-64620 or 173-303-64630, "facility" also 
means all contiguous property under the control of an owner 
or operator seeking a permit under chapter 70.105 RCW or 
chapter 173-303 WAC and includes the definition of facility 
at RCW 70.105D.020(8). 

"Facility mailing list" means the mailing list for a facility 


maintained by the department in accordance with WAC 173- 
303-840 (3)(e)(D(D). 
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"Final closure" means the closure of all dangerous waste 
management units at the facility in accordance with all appli- 
cable closure requirements so that dangerous waste manage- 
ment activities under WAC 173-303-400 and 173-303-600 
through 173-303-670 are no longer conducted at the facility. 
Areas only subject to generator standards WAC 173-303-170 
through 173-303-230 need not be included in final closure. 

"Fish LC50" means the concentration that will kill fifty 
percent or more of the exposed fish in a specified time period. 
For book designation, LC50 data must be derived from an 
exposure period greater than or equal to twenty-four hours. A 
hierarchy of species LC50 data should be used that includes 
(in decreasing order of preference) salmonids, fathead min- 
nows (Pimephales promelas), and other fish species. For the 
ninety-six-hour static acute fish toxicity test, described in 
WAC 173-303-110 (3)(b)(i), coho salmon (Oncorhynchus 
kisutch), rainbow trout (Oncorhynchus mykiss), or brook 
trout (Salvelinus fontinalis) must be used. 

"Food chain crops" means tobacco, crops grown for 
human consumption, and crops grown to feed animals whose 
products are consumed by humans. 

"Formal written affiliation agreement" see WAC 173- 
303-235. 

"Freeboard" means the vertical distance between the top 
of a tank or surface impoundment dike, and the surface of the 
waste contained therein. 

"Fugitive emissions" means the emission of contami- 
nants from sources other than the control system exit point. 
Material handling, storage piles, doors, windows and vents 
are typical sources of fugitive emissions. 

"Generator" means any person, by site, whose act or pro- 
cess produces dangerous waste or whose act first causes a 
dangerous waste to become subject to regulation. 

"Genetic properties" means those properties which cause 
or significantly contribute to mutagenic, teratogenic, or car- 
cinogenic effects in man or wildlife. 

"Groundwater" means water which fills voids below the 
land surface and in the earth's crust. 

"Halogenated organic compounds" (HOC) means any 
organic compounds which, as part of their composition, 
include one or more atoms of fluorine, chlorine, bromine, or 
iodine which is/are bonded directly to a carbon atom. This 
definition does not apply to the federal land disposal restric- 
tions of 40 C.F.R. Part 268 which are incorporated by refer- 
ence at WAC 173-303-140 (2)(a). Note: Additional informa- 
tion on HOCs may be found in Chemical Test Methods for 
Designating Dangerous Waste, Ecology Publication #97- 
407. 

"Hazardous debris" means debris that contains a hazard- 
ous waste listed in WAC 173-303-9903 or 173-303-9904, or 
that exhibits a characteristic of hazardous waste identified in 
WAC 173-303-090. 

"Hazardous secondary material" means a secondary 
material (e.g., spent material, by-product, sludge, or commer- 
cial chemical product) that, when discarded, would be identi- 
fied as a dangerous waste under this chapter. 

"Hazardous secondary material generator" means any 
person whose act or process produces hazardous secondary 
materials at the generating facility. For purposes of this defi- 
nition, "generating facility" means all contiguous property 
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owned, leased, or otherwise controlled by the hazardous sec- 
ondary material generator. 

"Hazardous substances" means any liquid, solid, gas, or 
sludge, including any material, substance, product, commod- 
ity, or waste, regardless of quantity, that exhibits any of the 
physical, chemical, or biological properties described in 
WAC 173-303-090 or 173-303-100. 

"Hazardous wastes" means those solid wastes designated 
by 40 C.F.R. Part 261, and regulated as hazardous and/or 
mixed waste by the United States EPA. This term will never 
be abbreviated in this chapter to avoid confusion with the 
abbreviations "DW" and "EHW." (See also "dangerous 
waste" and "extremely hazardous waste" definitions.) 

"Home scrap metal" is scrap metal as generated by steel 
mills, foundries, and refineries such as turnings, cuttings, 
punchings, and borings. 

"Ignitable waste" means a dangerous waste that exhibits 
the characteristic of ignitability described in WAC 173-303- 
090(5). 

"Inactive portion" means that portion of a facility which 
has not recycled, treated, stored, or disposed dangerous waste 
after: 

The effective date of the waste's designation, for wastes 
designated under 40 C.F.R. Part 261; and 

March 10, 1982, for wastes designated only by this chap- 
ter and not designated by 40 C.F.R. Part 261. 

"Inactive range" means a military range that is not cur- 
rently being used, but that is still under military control and 
considered by the military to be a potential range area, and 
that has not been put to a new use that is incompatible with 
range activities. 

"Incinerator" means any enclosed device that: 

Uses controlled flame combustion and neither meets the 
criteria for classification as a boiler, sludge dryer, or carbon 
regeneration unit, nor is listed as an industrial furnace; or 

Meets the definition of infrared incinerator or plasma arc 
incinerator. 

"Incompatible waste" means a dangerous waste that is 
unsuitable for: 

e Placement in a particular device or facility because it 
may cause corrosion or decay of containment materials (for 
example, container inner liners or tank walls); or 

e Commingling with another waste or material under 
uncontrolled conditions because the commingling might pro- 
duce heat or pressure, fire or explosion, violent reaction, 
toxic dusts, fumes, mists, or gases, or flammable fumes or 
gases. 

(See appendix V of 40 C.F.R. Parts 264 and 265 for 
examples.) 

"Independent qualified registered professional engineer" 
means a person who is licensed by the state of Washington, or 
a state which has reciprocity with the state of Washington as 
defined in RCW 18.43.100, and who is not an employee of 
the owner or operator of the facility for which construction or 
modification certification is required. A qualified profes- 
sional engineer is an engineer with expertise in the specific 
area for which a certification is given. 

"Industrial-furnace" means any of the following 
enclosed devices that are integral components of manufactur- 
ing processes and that use thermal treatment to accomplish 
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recovery of materials or energy: Cement kilns; lime kilns; 
aggregate kilns; phosphate kilns; blast furnaces; smelting, 
melting, and refining furnaces (including pyrometallurgical 
devices such as cupolas, reverberator furnaces, sintering 
machines, roasters and foundry furnaces); titanium dioxide 
chloride process oxidation reactors; coke ovens; methane 
reforming furnaces; combustion devices used in the recovery 
of sulfur values from spent sulfuric acid; pulping liquor 
recovery furnaces; combustion devices used in the recovery 
of sulfur values from spent sulfuric acid; and halogen acid 
furnaces (HAFs) for the production of acid from halogenated 
dangerous waste generated by chemical production facilities 
where the furnace is located on the site of a chemical produc- 
tion facility, the acid product has a halogen acid content of at 
least 3%, the acid product is used in a manufacturing process, 
and, except for dangerous waste burned as fuel, dangerous 
waste fed to the furnace has a minimum halogen content of 
20% as-generated. The department may decide to add devices 
to this list on the basis of one or more of the following fac- 
tors: 

The device is designed and used primarily to accomplish 
recovery of material products; 

The device burns or reduces secondary materials as 
ingredients in an industrial process to make a material prod- 
uct; 

The device burns or reduces secondary materials as 
effective substitutes for raw materials in processes using raw 
materials as principal feedstocks; 

The device burns or reduces raw materials to make a 
material product; 

The device is in common industrial use to produce a 
material product; and 

Other factors, as appropriate. 

"Infrared incinerator" means any enclosed device that 
uses electric powered resistance heaters as a source of radiant 
heat followed by an afterburner using controlled flame com- 
bustion and which is not listed as an industrial furnace. 

"Inground tank" means a device meeting the definition 
of "tank" in this section whereby a portion of the tank wall is 
situated to any degree within the ground, thereby preventing 
visual inspection of that external surface area of the tank that 
is in the ground. 

"Inhalation Rat LCs59" means a concentration in milli- 


grams of substance per liter of air (mg/L) which, when 
administered to the respiratory tract for one hour or more, 
kills within fourteen days half or more of a group of ten rats 
each weighing between 200 and 300 grams. 

"Inner liner" means a continuous layer of material placed 
inside a tank or container which protects the construction 
materials of the tank or container from the waste or reagents 
used to treat the waste. 

"Installation inspector" means a person who, by reason 
of their knowledge of the physical sciences and the principles 
of engineering, acquired by a professional education and 
related practical experience, is qualified to supervise the 
installation of tank systems. 

"Interim status permit" means a temporary permit given 
to TSD facilities which qualify under WAC 173-303-805. 

"Knowledge" means sufficient information about a 
waste to reliably substitute for direct testing of the waste. To 
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be sufficient and reliable, the "knowledge" used must provide 

information necessary to manage the waste in accordance 

with the requirements of this chapter. 

Note: "Knowledge" may be used by itself or in combination with test- 
ing to designate a waste pursuant to WAC 173-303-070 (3) (e), 
or to obtain a detailed chemical, physical, and/or biological 
analysis of a waste as required in WAC 173-303-300(2). 


"Laboratory" see WAC 173-303-235 only. 

"Laboratory clean-out" see WAC 173-303-235. 

"Laboratory worker" see WAC 173-303-235. 

"Lamp," also referred to as "universal waste lamp" 
means any type of high or low pressure bulb or tube portion 
of an electric lighting device that generates light through the 
discharge of electricity either directly or indirectly as radiant 
energy. Universal waste lamps include, but are not limited to, 
fluorescent, mercury vapor, metal halide, high-pressure 
sodium and neon. As a reference, it may be assumed that 
four, four-foot, one-inch diameter unbroken fluorescent tubes 
are equal to 2.2 pounds in weight. 

"Land disposal" means placement in or on the land, 
except in a corrective action management unit or staging pile, 
and includes, but is not limited to, placement in a landfill, sur- 
face impoundment, waste pile, injection well, land treatment 
facility, salt dome formation, salt bed formation, under- 
ground mine or cave, or placement in a concrete vault, or 
bunker intended for disposal purposes. 

"Landfill" means a disposal facility, or part of a facility, 
where dangerous waste is placed in or on land and which is 
not a pile, a land treatment facility, a surface impoundment, 
or an underground injection well, a salt dome formation, a 
salt bed formation, an underground mine, a cave, or a correc- 
tive action management unit. 

"Land treatment" means the practice of applying danger- 
ous waste onto or incorporating dangerous waste into the soil 
surface so that it will degrade or decompose. If the waste will 
remain after the facility is closed, this practice is disposal. 

"Large quantity generator" means a generator who gen- 
erates any of the following amounts in a calendar month: 

(a) Greater than or equal to 2,200 lb (1,000 kg) of dan- 
gerous waste that is not acute hazardous waste (AHW) or 
WTO1 extremely hazardous waste (EHW); or 

(b) Greater than 2.2 lb (1 kg) of acute hazardous waste 
and/or WT01 EHW; or 

(c) Greater than 220 Ib (100 kg) of any residue or con- 
taminated soil, water, or other debris resulting from the 
cleanup of a spill, into or on any land or water, of any acute 
hazardous waste and/or WT01 EHW. 

"Large quantity handler of universal waste" means a uni- 
versal waste handler (as defined in this section) who accumu- 
lates 11,000 pounds or more total of universal waste (batter- 
ies, mercury-containing equipment, and lamps calculated 
collectively) or who accumulates more than 2,200 pounds of 
lamps at any time. This designation as a large quantity han- 
dler of universal waste is retained through the end of the cal- 
endar year in which 11,000 pounds or more total of universal 
waste and/or 2,200 pounds of lamps is accumulated. 

"Leachable inorganic waste" means solid dangerous 
waste (that is, passes the Paint Filter Test Method 9095B as 
described in "Test Methods for Evaluating Solid Wastes, 
Physical/Chemical Methods" EPA Publication SW-846 as 
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incorporated by reference in WAC 173-303-110 (3)(a)) that 
is not an organic/carbonaceous waste and exhibits the toxic- 
ity characteristic (dangerous waste numbers D004 to DO11, 
only) under WAC 173-303-090(8). 

"Leachate" means any liquid, including any components 
suspended in the liquid, that has percolated through or 
drained from dangerous waste. 

"Leak-detection system" means a system capable of 
detecting the failure of either the primary or secondary con- 
tainment structure or the presence of a release of dangerous 
waste or accumulated liquid in the secondary containment 
structure. Such a system must employ operational controls 
(e.g., daily visual inspections for releases into the secondary 
containment system of aboveground tanks) or consist of an 
interstitial monitoring device designed to detect continuously 
and automatically the failure of the primary or secondary 
containment structure or the presence of a release of danger- 
ous waste into the secondary containment structure. 

"Legal defense costs" means any expenses that an 
insurer incurs in defending against claims of third parties 
brought under the terms and conditions of an insurance pol- 
icy. 

"Liner" means a continuous layer of man-made or natu- 
ral materials which restrict the escape of dangerous waste, 
dangerous waste constituents, or leachate through the sides, 
bottom, or berms of a surface impoundment, waste pile, or 
landfill. 

"Major facility" means a facility or activity classified by 
the department as major. 

"Manifest" means the shipping document EPA Form 
8700-22 (including, if necessary, EPA Form 8700-22A), or 
the electronic manifest originated and signed by the generator 
or offeror in accordance with the requirements of WAC 173- 
303-180 (Manifest), and the applicable requirements of 
WAC 173-303-170 through 173-303-692. 

"Manifest tracking number" means the alphanumeric 
identification number (a unique three letter suffix preceded 
by nine numerical digits), that is preprinted in Item 4 of the 
Manifest by a registered source. 

"Manufacturing process unit" means a unit which is an 
integral and inseparable portion of a manufacturing opera- 
tion, processing a raw material into a manufacturing interme- 
diate or finished product, reclaiming spent materials or recon- 
ditioning components. 

"Marine terminal operator" means a person engaged in 
the business of furnishing wharfage, dock, pier, warehouse, 
covered and/or open storage spaces, cranes, forklifts, bulk 
loading and/or unloading structures and landings in connec- 
tion with a highway or rail carrier and a water carrier. A 
marine terminal operator includes, but is not limited to, ter- 
minals owned by states and their political subdivisions; rail- 
roads who perform port terminal services not covered by 
their line haul rates; common carriers who perform port ter- 
minal services; and warehousemen and stevedores who oper- 
ate port terminal facilities. 

"Medium quantity generator" means a generator who 
generates the following amounts in a calendar month: 

(a) Greater than 220 Ib (100 kg) but less than 2,200 Ib 
(1,000 kg) of dangerous waste that is not AHW and/or WT01 
extremely hazardous waste (EHW); 
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(b) Less than or equal to 2.2 lb (1 kg) of AHW and/or 
WT01 EHW; and 

(c) Less than or equal to 220 lb (100 kg) of any residue 
or contaminated soil, water, or other debris resulting from the 
cleanup of a spill, into or on any land or water, of any acute 
hazardous waste and/or WT01 EHW. 

"Mercury-containing equipment" means a device or part 
of a device (including thermostats, but excluding batteries 
and lamps) that contains elemental mercury integral to its 
function. Examples of mercury-containing equipment 
include thermostats, thermometers, manometers, and electri- 
cal switches. 

"Micronutrient fertilizer" means a produced or imported 
commercial fertilizer that contains commercially valuable 
concentrations of micronutrients but does not contain com- 
mercially valuable concentrations of nitrogen, phosphoric 
acid, available phosphorous, potash, calcium, magnesium, or 
sulfur. Micronutrients are boron, chlorine, cobalt, copper, 
iron, manganese, molybdenum, sodium, and zinc. 

"Military" means the Department of Defense (DOD), the 
Armed Services, Coast Guard, National Guard, Department 
of Energy (DOE), or other parties under contract or acting as 
an agent for the foregoing, who handle military munitions. 

"Military munitions" means all ammunition products 
and components produced or used by or for the U.S. Depart- 
ment of Defense or the U.S. Armed Services for national 
defense and security, including military munitions under the 
control of the Department of Defense, the U.S. Coast Guard, 
the U.S. Department of Energy (DOE), and National Guard 
personnel. The term military munitions includes: Confined 
gaseous, liquid, and solid propellants, explosives, pyrotech- 
nics, chemical and riot control agents, smokes, and incendiar- 
ies used by DOD components, including bulk explosives and 
chemical warfare agents, chemical munitions, rockets, 
guided and ballistic missiles, bombs, warheads, mortar 
rounds, artillery ammunition, small arms ammunition, gre- 
nades, mines, torpedoes, depth charges, cluster munitions and 
dispensers, demolition charges, and devices and components 
thereof. Military munitions do not include wholly inert items, 
improvised explosive devices, and nuclear weapons, nuclear 
devices, and nuclear components thereof. However, the term 
does include nonnuclear components of nuclear devices, 
managed under DOE's nuclear weapons program after all 
required sanitization operations under the Atomic Energy Act 
of 1954, as amended, have been completed. 

"Military range" means designated land and water areas 
set aside, managed, and used to conduct research on, develop, 
test, and evaluate military munitions and explosives, other 
ordnance, or weapon systems, or to train military personnel 
in their use and handling. Ranges include firing lines and 
positions, maneuver areas, firing lanes, test pads, detonation 
pads, impact areas, and buffer zones with restricted access 
and exclusionary areas. 

"Miscellaneous unit" means a dangerous waste manage- 
ment unit where dangerous waste is treated, stored, or dis- 
posed of and that is not a container, tank, surface impound- 
ment, pile, land treatment unit, landfill, incinerator, boiler, 
industrial furnace, underground injection well with appropri- 
ate technical standards under 40 C.F.R. Part 146, contain- 
ment building, corrective action management unit, temporary 


Proposed 


WSR 20-08-048 


unit, staging pile, or unit eligible for a research, development, 
and demonstration permit under WAC 173-303-809. 

"Mixed waste" means a dangerous, extremely hazard- 
ous, or acutely hazardous waste that contains both a nonra- 
dioactive hazardous component and, as defined by 10 C.F.R. 
20.1003, source, special nuclear, or by-product material sub- 
ject to the Atomic Energy Act of 1954 (42 U.S.C. 2011 et 
seq.). 

"New tank system" or "new tank component" means a 
tank system or component that will be used for the storage or 
treatment of dangerous waste and for which installation has 
commenced after February 3, 1989; except, however, for pur- 
poses of WAC 173-303-640 (4)(g)(ii) and 40 C.F.R. 265.193 
(g)(2) as adopted by reference in WAC 173-303-400(3), a 
new tank system is one for which construction commences 
after February 3, 1989. (See also "existing tank system.") 

"New TSD facility" means a facility which began opera- 
tion or for which construction commenced after November 
19, 1980, for wastes designated by 40 C.F.R. Part 261, or 
August 9, 1982, for wastes designated only by this chapter 
and not designated by 40 C.F.R. Part 261. 

"NIOSH registry" means the registry of toxic effects of 
chemical substances which is published by the National Insti- 
tute for Occupational Safety and Health. 

"No free liquids" as used in WAC 173-303-071 (3)(rr) 
and (ss), means that solvent-contaminated wipes may not 
contain free liquids as determined by Method 9095B (Paint 
Filter Liquids Test), included in "Test Methods for Evaluat- 
ing Solid Waste, Physical/Chemical Methods" (EPA Publica- 
tion SW-846), which is incorporated by reference, and that 
there is no free liquid in the container holding the wipes. 

"Nonprofit research institute" see WAC 173-303-235. 

"Nonsudden accident" or "nonsudden accidental occur- 
rence" means an unforeseen and unexpected occurrence 
which takes place over time and involves continuous or 
repeated exposure. 

"Occurrence" means an accident, including continuous 
or repeated exposure to conditions, which results in bodily 
injury or property damage which the owner or operator nei- 
ther expected nor intended to occur. 

"Off-specification used oil fuel" means used oil fuel that 
exceeds any specification level described in Table 1 in WAC 
173-303-515. 

"Onground tank" means a device meeting the definition 
of "tank" in this section and that is situated in such a way that 
the bottom of the tank is on the same level as the adjacent sur- 
rounding surface so that the external tank bottom cannot be 
visually inspected. 

"On-site" means the same or geographically contiguous 
property which may be divided by public or private right of 
way, provided that the entrance and exit between the proper- 
ties is at a cross-roads intersection, and access is by crossing 
as opposed to going along the right of way. Noncontiguous 
properties owned by the same person but connected by a right 
of way which they control and to which the public does not 
have access, are also considered on-site property. 

"Operator" means the person responsible for the overall 
operation of a facility. (See also "state operator.") 

"Oral Rat LD5ọ" means the single dosage in milligrams 


per kilogram (mg/kg) body weight, when orally adminis- 
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tered, which, within fourteen days, kills half a group of ten or 
more white rats each weighing between 200 and 300 grams. 

"Organic/carbonaceous waste" means a dangerous waste 
that contains combined concentrations of greater than ten 
percent organic/carbonaceous constituents in the waste; 
organic/carbonaceous constituents are those substances that 
contain carbon-hydrogen, carbon-halogen, or carbon-carbon 
chemical bonding. 

"Partial closure" means the closure of a dangerous waste 
management unit in accordance with the applicable closure 
requirements of WAC 173-303-400 and 173-303-600 
through 173-303-695 at a facility that contains other active 
dangerous waste management units. For example, partial clo- 
sure may include the closure of a tank (including its associ- 
ated piping and underlying containment systems), landfill 
cell, surface impoundment, waste pile, or other dangerous 
waste management unit, while other units of the same facility 
continue to operate. 

"Permit" means an authorization which allows a person 
to perform dangerous waste transfer, storage, treatment, or 
disposal operations, and which typically will include specific 
conditions for such facility operations. Permits must be 
issued by one of the following: 

The department, pursuant to this chapter; 

United States EPA, pursuant to 40 C.F.R. Part 270; or 

Another state authorized by EPA, pursuant to 40 C.F.R. 
Part 271. 

"Permit-by-rule" means a provision of this chapter stat- 
ing that a facility or activity is deemed to have a dangerous 
waste permit if it meets the requirements of the provision. 

"Persistence" means the quality of a material that retains 
more than half of its initial activity after one year (365 days) 
in either a dark anaerobic or dark aerobic environment at 
ambient conditions. Persistent compounds are either haloge- 
nated organic compounds (HOC) or polycyclic aromatic 
hydrocarbons (PAH) as defined in this section. 

"Person" means an individual, trust, firm, joint stock 
company, federal agency, corporation (including a govern- 
ment corporation), partnership, association, state, municipal- 
ity, commission, political subdivision of a state, or any inter- 
state body. 

"Personnel or facility personnel" means all persons who 
work at, or oversee the operations of, a dangerous waste facil- 
ity, and whose actions or failure to act may result in noncom- 
pliance with the requirements of WAC 173-303-400 or 173- 
303-280 through 173-303-395 and 173-303-600 through 
173-303-695. 

"Pesticide" means but is not limited to: Any substance or 
mixture of substances intended to prevent, destroy, control, 
repel, or mitigate any insect, rodent, nematode, mollusk, fun- 
gus, weed, and any other form of plant or animal life, or virus 
(except virus on or in living man or other animal) which is 
normally considered to be a pest or which the department of 
agriculture may declare to be a pest; any substance or mixture 
of substances intended to be used as a plant regulator, defoli- 
ant, or desiccant; any substance or mixture of substances 
intended to be used as spray adjuvant; and, any other sub- 
stance intended for such use as may be named by the depart- 
ment of agriculture by regulation. Herbicides, fungicides, 
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insecticides, and rodenticides are pesticides for the purposes 
of this chapter. 

"Pile" means any noncontainerized accumulation of 
solid, nonflowing dangerous waste that is used for treatment 
or storage. 

"Plasma arc incinerator" means any enclosed device 
using a high intensity electrical discharge or arc as a source of 
heat followed by an afterburner using controlled flame com- 
bustion and which is not listed as an industrial furnace. 

"Point of generation" means the point, including both the 
date and place, a material is first identified as a solid waste 
under this chapter 173-303 WAC. 

"Point source" means any confined and discrete convey- 
ance from which pollutants are or may be discharged. This 
term includes, but is not limited to, pipes, ditches, channels, 
tunnels, wells, cracks, containers, rolling stock, concentrated 
animal feeding operations, or watercraft, but does not include 
return flows from irrigated agriculture. 

"Polycyclic aromatic hydrocarbons" (PAH) means those 
hydrocarbon molecules composed of two or more fused ben- 
zene rings. For purposes of this chapter, the PAHs of concern 
for designation are: Acenaphthene, acenaphthylene, fluorene, 
anthracene, fluoranthene, phenanthrene, benzo(a)anthracene, 
benzo(b)fluoranthene, benzo(k)fluoranthene, pyrene, chry- 
sene, benzo(a)pyrene, dibenz(a,h)anthracene, indeno(1,2,3- 
c,d)pyrene, benzo(g,h,i)perylene, dibenzo [(a,e), (a,h), (a,i), 
and (a,1)] pyrenes, and dibenzo(a,j) acridine. 

"Post-closure" means the requirements placed upon dis- 
posal facilities (e.g., landfills, impoundments closed as dis- 
posal facilities, etc.) after closure to ensure their environmen- 
tal safety for a number of years after closure. (See also "clo- 
sure.") 

"Processed scrap metal" is scrap metal that has been 
manually or physically altered to either separate it into dis- 
tinct materials to enhance economic value or to improve the 
handling of materials. Processed scrap metal includes, but is 
not limited to, scrap metal which has been baled, shredded, 
sheared, chopped, crushed, flattened, cut, melted, or sepa- 
rated by metal type (that is, sorted), and fines, drosses and 
related materials that have been agglomerated. Note: Shred- 
ded circuit boards being sent for recycling are not considered 
processed scrap metal. They are covered under the exclusion 
from the definition of solid waste for shredded circuit boards 
being recycled (WAC 173-303-071 (3)(gg)). 

"Prompt scrap metal" is scrap metal as generated by the 
metal working/fabrication industries and includes such scrap 
metal as turnings, cuttings, punchings, and borings. Prompt 
scrap is also known as industrial or new scrap metal. 

"Publicly owned treatment works" or "POTW" means 
any device or system, owned by the state or a municipality, 
which is used in the treatment, recycling, or reclamation of 
municipal sewage or liquid industrial wastes. This term 
includes sewers, pipes, or other conveyances only if they 
convey wastewater to a POTW. 

"Qualified groundwater scientist" means a scientist or 
engineer who has received a baccalaureate or post-graduate 
degree in the natural sciences or engineering, and has suffi- 
cient training and experience in groundwater hydrology and 
related fields to make sound professional judgments regard- 
ing groundwater monitoring and contaminant fate and trans- 
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port. Sufficient training and experience may be demonstrated 
by state registration, professional certifications, or comple- 
tion of accredited university courses. 

"Reactive acutely hazardous unwanted material" see 
WAC 173-303-235. 

"Reactive waste" means a dangerous waste that exhibits 
the characteristic of reactivity described in WAC 173-303- 
090(7). 

"Reclaim" means to process a material in order to 
recover useable products, or to regenerate the material. Rec- 
lamation is the process of reclaiming. 

"Recognized trader" means a person domiciled in the 
United States, by site of business, who acts to arrange and 
facilitate transboundary movements of waste destined for 
recovery or disposal operations, either by purchasing from 
and subsequently selling to United States and foreign facili- 
ties, or by acting under arrangements with a United States 
waste facility to arrange for the export or import of the waste. 

"Recover" means extract a useable material from a solid 
or dangerous waste through a physical, chemical, biological, 
or thermal process. Recovery is the process of recovering. 

"Recycle" means to use, reuse, or reclaim a material. 

"Recycling unit" is a contiguous area of land, structures 
and equipment where materials designated as dangerous 
waste or used oil are placed or processed in order to recover 
useable products or regenerate the original materials. For the 
purposes of this definition, "placement" does not mean "stor- 
age" when conducted within the provisions of WAC 173- 
303-120(4). A container, tank, or processing equipment alone 
does not constitute a unit; the unit includes containers, tanks 
or other processing equipment, their ancillary equipment and 
secondary containment system, and the land upon which they 
are placed. 

"Registration number" means the number assigned by 
the department of ecology to a transporter who owns or leases 
and operates a ten-day transfer facility within Washington 
state. 

"Regulated unit” means any new or existing surface 
impoundment, landfill, land treatment area or waste pile that 
receives any dangerous waste after: 

July 26, 1982, for wastes regulated by 40 C.F.R. Part 
261; 

October 31, 1984 for wastes designated only by this 
chapter and not regulated by 40 C.F.R. Part 261; or 

The date six months after a waste is newly identified by 
amendments to 40 C.F.R. Part 261 or this chapter which 
cause the waste to be regulated. 

"Release" means any intentional or unintentional spill- 
ing, leaking, pouring, emitting, emptying, discharging, 
injecting, pumping, escaping, leaching, dumping, or dispos- 
ing of dangerous wastes, or dangerous constituents as defined 
at WAC 173-303-64610(4), into the environment and 
includes the abandonment or discarding of barrels, contain- 
ers, and other receptacles containing dangerous wastes or 
dangerous constituents and includes the definition of release 
at RCW 70.105D.020(32). 

"Remediation waste" means all solid and dangerous 
wastes, and all media (including groundwater, surface water, 
soils, and sediments) and debris, that are managed for imple- 
menting cleanup. 
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"Replacement unit" means a landfill, surface impound- 
ment, or waste pile unit from which all or substantially all of 
the waste is removed, and that is subsequently reused to treat, 
store, or dispose of dangerous waste. "Replacement unit" 
does not apply to a unit from which waste is removed during 
closure, if the subsequent reuse solely involves the disposal 
of waste from that unit and other closing units or corrective 
action areas at the facility, in accordance with an approved 
closure plan or EPA or state approved corrective action. 

"Representative sample" means a sample which can be 
expected to exhibit the average properties of the sample 
source. 

"Reuse or use" means to employ a material either: 

As an ingredient (including use as an intermediate) in an 
industrial process to make a product (for example, distillation 
bottoms from one process used as feedstock in another pro- 
cess). However, a material will not satisfy this condition if 
distinct components of the material are recovered as separate 
end products (as when metals are recovered from metal-con- 
taining secondary materials); or 

In a particular function or application as an effective sub- 
stitute for a commercial product (for example, spent pickle 
liquor used as phosphorous precipitant and sludge condi- 
tioner in wastewater treatment). 

"Runoff" means any rainwater, leachate, or other liquid 
which drains over land from any part of a facility. 

"Run-on" means any rainwater, leachate, or other liquid 
which drains over land onto any part of a facility. 

"Satellite accumulation area" means a location at or near 
any point of generation where dangerous waste is initially 
accumulated in containers (during routine operations) prior to 
consolidation at a designated central accumulation area or 
storage area. The area must be under the control of the oper- 
ator of the process generating the waste or secured at all times 
to prevent improper additions of wastes into the satellite con- 
tainers. 

"Schedule of compliance" means a schedule of remedial 
measures in a permit including an enforceable sequence of 
interim requirements leading to compliance with this chapter. 

"Scrap metal" means bits and pieces of metal parts (e.g., 
bars, turnings, rods, sheets, wire) or metal pieces that may be 
combined together with bolts or soldering (e.g., radiators, 
scrap automobiles, railroad box cars), which when worn or 
superfluous can be recycled. 

"Sludge" means any solid, semisolid, or liquid waste 
generated from a municipal, commercial, or industrial waste- 
water treatment plant, water supply treatment plant, or air 
pollution control facility. This term does not include the 
treated effluent from a wastewater treatment plant. 

"Sludge dryer" means any enclosed thermal treatment 
device that is used to dehydrate sludge and that has a maxi- 
mum total thermal input, excluding the heating value of the 
sludge itself, of 2,500 Btu/lb of sludge treated on a wet- 
weight basis. 

"Small quantity generator" means a generator who gen- 
erates less than or equal to the following amounts in a calen- 
dar month: 

e 220 lb (100 kg) of dangerous waste that is not acute 
hazardous waste and/or WT01 EHW; 
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e 2.2 lb (1 kg) of acute hazardous waste and/or WTO1 
EHW;; and 

e 220 lb (100 kg) of any residue or contaminated soil, 
water, or other debris resulting from the cleanup of a spill, 
into or on any land or water, of any acute hazardous waste 
and/or WT01 EHW. 

"Small quantity handler of universal waste" means a uni- 
versal waste handler (as defined in this section) who does not 
accumulate 11,000 pounds or more total of universal waste 
(batteries, mercury-containing equipment, and lamps, calcu- 
lated collectively) and/or who does not accumulate more than 
2,200 pounds of lamps at any time. 

"Solid acid waste" means a dangerous waste that exhibits 
the characteristic of low pH under the corrosivity tests of 
WAC 173-303-090 (6)(a)(iii). 

"Solid waste management unit" or "SWMU" means any 
discernible location at a facility, as defined for the purposes 
of corrective action, where solid wastes have been placed at 
any time, irrespective of whether the location was intended 
for the management of solid or dangerous waste. Such loca- 
tions include any area at a facility at which solid wastes, 
including spills, have been routinely and systematically 
released. Such units include regulated units as defined by 
chapter 173-303 WAC. 

"Solvent-contaminated wipe" means: 

(a) A wipe that, after use or after cleaning up a spill, 
either: 

(i) Contains one or more of the F001 through F005 sol- 
vents listed in WAC 173-303-082 or the corresponding P- or 
U- listed solvents found in WAC 173-303-081; 

(11) Exhibits a dangerous waste characteristic found in 
WAC 173-303-090 when that characteristic results from a 
solvent listed in WAC 173-303-080; 

(iii) Exhibits only the dangerous waste characteristic of 
ignitability found in WAC 173-303-090(5) due to the pres- 
ence of one or more solvents that are not listed in WAC 173- 
303-080; or 

(iv) Designates only for dangerous waste criteria found 
in WAC 173-303-100 and is not designated by 40 C.F.R. Part 
261. 

(b) Solvent-contaminated wipes that contain listed dan- 
gerous waste other than solvents, or exhibit the characteristic 
of toxicity, corrosivity, or reactivity due to contaminants 
other than solvents, are not eligible for the exclusions at 
WAC 173-303-071 (3)(rr) and (ss). 

"Sorbent" means a material that is used to soak up free 
liquids by either adsorption or absorption, or both. Sorb 
means to either adsorb or absorb, or both. 

"Special incinerator ash" means ash residues resulting 
from the operation of incineration or energy recovery facili- 
ties managing municipal solid waste from residential, com- 
mercial and industrial establishments, if the ash residues are 
designated as dangerous waste only by this chapter and not 
designated as hazardous waste by 40 C.F.R. Part 261. 

"Special waste" means any state-only dangerous waste 
that is solid only (nonliquid, nonaqueous, nongaseous), that 
is: Corrosive waste (WAC 173-303-090 (6)(b)(11)), toxic 
waste that has Category D toxicity (WAC 173-303-100(5)), 
PCB waste (WAC 173-303-9904 under State Sources), or 
persistent waste that is not EHW (WAC 173-303-100(6)). 
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Any solid waste that is regulated by the United States EPA as 
hazardous waste cannot be a special waste. 

"Spent material" means any material that has been used 
and as a result of contamination can no longer serve the pur- 
pose for which it was produced without processing. 

"Stabilization" and "solidification" means a technique 
that limits the solubility and mobility of dangerous waste 
constituents. Solidification immobilizes a waste through 
physical means and stabilization immobilizes the waste by 
bonding or chemically reacting with the stabilizing material. 

"Staging pile" means an accumulation of solid, nonflow- 
ing, remediation waste that is not a containment building or a 
corrective action management unit and that is used for tem- 
porary storage of remediation waste for implementing correc- 
tive action under WAC 173-303-646 or other clean up activ- 
ities. Staging piles must be designated by the department 
according to the requirements of WAC 173-303-64690. 

"State-only dangerous waste" means a waste designated 
only by this chapter, chapter 173-303 WAC, and is not regu- 
lated as a hazardous waste under 40 C.F.R. Part 261. 

"State operator" means the person responsible for the 
overall operation of the state's extremely hazardous waste 
facility on the Hanford Reservation. 

"Storage" means the holding of dangerous waste for a 
temporary period. "Accumulation" of dangerous waste, by 
the generator on the site of generation, is storage of danger- 
ous waste and can be managed under the applicable condi- 
tions for exemption of WAC 173-303-170 (2)(b). 

"Sudden accident" means an unforeseen and unexpected 
occurrence which is not continuous or repeated in nature. 

"Sump" means any pit or reservoir that meets the defini- 
tion of tank and those troughs/trenches connected to it that 
serves to collect dangerous waste for transport to dangerous 
waste storage, treatment, or disposal facilities; except that as 
used in the landfill, surface impoundment, and waste pile 
tules, "sump" means any lined pit or reservoir that serves to 
collect liquids drained from a leachate collection and removal 
system or leak detection system for subsequent removal from 
the system. 

"Surface impoundment" means a facility or part of a 
facility which is a natural topographic depression, man-made 
excavation, or diked area formed primarily of earthen materi- 
als (although it may be lined with man-made materials), and 
which is designed to hold an accumulation of liquid wastes or 
wastes containing free liquids. The term includes holding, 
storage, settling, and aeration pits, ponds, or lagoons, but 
does not include injection wells. 

"Tank" means a stationary device designed to contain an 
accumulation of dangerous waste, and which is constructed 
primarily of nonearthen materials to provide structural sup- 
port. 

"Tank system" means a dangerous waste storage or treat- 
ment tank and its associated ancillary equipment and contain- 
ment system. 

"Teaching hospital" see WAC 173-303-235. 

"Temporary unit" means a tank or container that is not an 
accumulation unit under WAC 173-303-200 and that is used 
for temporary treatment or storage of remediation waste for 
implementing corrective action under WAC 173-303-646 or 
other clean up activities. 
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"TEQ" means toxicity equivalence, the international 
method of relating the toxicity of various dioxin/furan conge- 
ners to the toxicity of 2,3,7,8-tetrachlorodibenzo-p-dioxin. 

"Thermal treatment" means the treatment of dangerous 
waste in a device which uses elevated temperatures as the pri- 
mary means to change the chemical, physical, or biological 
character or composition of the dangerous waste. Examples 
of thermal treatment processes are incineration, molten salt, 
pyrolysis, calcination, wet air oxidation, and microwave dis- 
charge. 

"Thermostat" means a temperature control device that 
contains metallic mercury in an ampule attached to a bimetal 
sensing element, and mercury-containing ampules that have 
been removed from these temperature control devices in 
compliance with the requirements of WAC 173-303-573 
(9)(b) (ai) or (20)(b) (a1). 

"TLmgog¢" means the same as "Aquatic LC sp." 

"Totally enclosed treatment facility" means a facility for 
treating dangerous waste which is directly connected to a 
production process and which prevents the release of danger- 
ous waste or dangerous waste constituents into the environ- 
ment during treatment. 

"Toxic" means having the properties to cause or to sig- 
nificantly contribute to death, injury, or illness of man or 
wildlife. 

"Trained professional" see WAC 173-303-235. 

"Transfer facility" means any transportation related 
facility including loading docks, parking areas, storage areas, 
buildings, piers, and other similar areas where shipments of 
dangerous waste or hazardous secondary materials are held, 
consolidated, or transferred within a period of ten days or less 
during the normal course of transportation. 

"Transport vehicle" means a motor vehicle, water vessel, 
or rail car used for the transportation of cargo by any mode. 
Each cargo-carrying body (trailer, railroad freight car, steam- 
ship, etc.) is a separate transport vehicle. 

"Transportation" means the movement of dangerous 
waste by air, rail, highway, or water. 

"Transporter" means a person engaged in the off-site 
transportation of dangerous waste. 

"Travel time" means the period of time necessary for a 
dangerous waste constituent released to the soil (either by 
accident or intent) to enter any on-site or off-site aquifer or 
water supply system. 

"Treatability study" means a study in which a dangerous 
waste is subjected to a treatment process to determine: 
Whether the waste is amenable to the treatment process; what 
pretreatment (if any) is required; the optimal process condi- 
tions needed to achieve the desired treatment; the efficiency 
of a treatment process for a specific waste or wastes; or the 
characteristics and volumes of residuals from a particular 
treatment process. Also included in this definition for the pur- 
pose of the exemptions contained in WAC 173-303-071 (3) 
(r) and (s), are liner compatibility, corrosion, and other mate- 
rial compatibility studies and toxicological and health effects 
studies. A "treatability study" is not a means to commercially 
treat or dispose of dangerous waste. 

"Treatment" means the physical, chemical, or biological 
processing of dangerous waste to make such wastes nondan- 
gerous or less dangerous, safer for transport, amenable for 
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energy or material resource recovery, amenable for storage, 
or reduced in volume, with the exception of compacting, 
repackaging, and sorting as allowed under WAC 173-303- 
400(2) and 173-303-600(3). 

"Treatment zone" means a soil area of the unsaturated 
zone of a land treatment unit within which dangerous wastes 
are degraded, transformed or immobilized. 

"Triple rinsing" means the cleaning of containers in 
accordance with the requirements of WAC 173-303-160 
(2)(b), containers. 

"Underground injection" means the subsurface emplace- 
ment of fluids through a bored, drilled, or driven well, or 
through a dug well, where the depth of the dug well is greater 
than the largest surface dimension. 

"Underground source of drinking water" (USDW) 
means an aquifer or its portion: 

e Which supplies any public water system or contains a 
sufficient quantity of groundwater to supply a public water 
system; and currently supplies drinking water for human con- 
sumption or contains fewer than 10,000 mg/l total dissolved 
solids; and 

e Which is not an exempted aquifer. 

"USDW" means underground source of drinking water. 

"Underground tank" means a device meeting the defini- 
tion of "tank" in this section whose entire surface area is 
totally below the surface of and covered by the ground. 

"Unexploded ordnance (UXO)" means military muni- 
tions that have been primed, fused, armed, or otherwise pre- 
pared for action, and have been fired, dropped, launched, pro- 
jected, or placed in such a manner as to constitute a hazard to 
operations, installation, personnel, or material and remain 
unexploded either by malfunction, design, or any other cause. 

"Unfit-for-use tank system" means a tank system that has 
been determined through an integrity assessment or other 
inspection to be no longer capable of storing or treating dan- 
gerous waste without posing a threat of release of dangerous 
waste to the environment. 

"Universal waste" means any of the following dangerous 
wastes that are subject to the universal waste requirements of 
WAC 173-303-573: 

Batteries as described in WAC 173-303-573(2); 

Mercury-containing equipment as described in WAC 
173-303-573(3); and 

Lamps as described in WAC 173-303-573(5). 

"Universal waste handler": 

Means: 

A generator (as defined in this section) of universal 
waste; or 

The owner or operator of a facility, including all contig- 
uous property, that receives universal waste from other uni- 
versal waste handlers, accumulates universal waste, and 
sends universal waste to another universal waste handler, to a 
destination facility, or to a foreign destination. 

Does not mean: 

A person who treats (except under the provisions of 
WAC 173-303-573 (9)(a), (b), or (c) or (20)(a), (b), or (c)) 
disposes of, or recycles universal waste; or 

A person engaged in the off-site transportation of univer- 
sal waste by air, rail, highway, or water, including a universal 
waste transfer facility. 
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"Universal waste transfer facility" means any transporta- 
tion-related facility including loading docks, parking areas, 
storage areas and other similar areas where shipments of uni- 
versal waste are held during the normal course of transporta- 
tion for ten days or less. 

"Universal waste transporter" means a person engaged in 
the off-site transportation of universal waste by air, rail, high- 
way, or water. 

"Unsaturated zone" means the zone between the land 
surface and the water table. 

"Uppermost aquifer" means the geological formation 
nearest the natural ground surface that is capable of yielding 
groundwater to wells or springs. It includes lower aquifers 
that are hydraulically interconnected with this aquifer within 
the facility property boundary. 

"Used oil" means any oil that has been refined from 
crude oil, or any synthetic oil, that has been used and as a 
result of such use is contaminated by physical or chemical 
impurities. 

"User of the electronic manifest system" means a dan- 
gerous waste generator, a dangerous waste transporter, an 
owner or operator of a dangerous waste treatment, storage, 
recycling or disposal facility, or any other person that: 

e Is required to use a manifest to comply with: 

- Any federal or state requirement to track the shipment, 
transportation, and receipt of dangerous waste or other waste 
material that is shipped from the site of generation to an off- 
site designated facility for treatment, storage, recycling or 
disposal; or 

- Any federal or state requirement to track the shipment, 
transportation, and receipt of rejected wastes or regulated 
container residues that are shipped from a designated facility 
to an alternative facility, or returned to the generator; and 

e Elects to use the system to obtain, complete, and trans- 
mit an electronic manifest format supplied by the EPA elec- 
tronic manifest system; or 

e Elects to use the paper manifest form and submits to the 
system for data processing purposes a paper copy of the man- 
ifest (or data from such paper copy), in accordance with 
WAC 173-303-370 (2)(e). These paper copies are submitted 
for data exchange purposes only and are not the official cop- 
ies of record for legal purposes. 

"Unwanted material" see WAC 173-303-235. 

"Vessel" includes every description of watercraft, used 
or capable of being used as a means of transportation on the 
water. 

"Waste-derived fertilizer" means a commercial fertilizer 
that is derived in whole or in part from solid waste as defined 
in chapter 70.95 or 70.105 RCW, or rules adopted thereun- 
der, but does not include fertilizers derived from biosolids or 
biosolid products regulated under chapter 70.95J RCW or 
wastewaters regulated under chapter 90.48 RCW. 

"Wastewater treatment unit" means a device that: 

Is part of a wastewater treatment facility which is subject 
to regulation under either: 

Section 402 or section 307(b) of the Federal Clean Water 
Act; or 

Chapter 90.48 RCW, State Water Pollution Control Act, 
provided that the waste treated at the facility is a state-only 
dangerous waste; and 
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Handles dangerous waste in the following manner: 

Receives and treats or stores an influent wastewater; or 

Generates and accumulates or treats or stores a wastewa- 
ter treatment sludge; and 

Meets the definition of tank or tank system in this sec- 
tion. 

"Water or rail (bulk shipment)" means the bulk transpor- 
tation of dangerous waste which is loaded or carried on board 
a vessel or railcar without containers or labels. 

"Weekly inspections" means at least once during the 
period from Sunday to Saturday. 

"Wipe" means a woven or nonwoven shop towel, rag, 
pad, or swab made of wood pulp, fabric, cotton, polyester 
blends, or other material. 

"Working container" see WAC 173-303-235. 

"Zone of engineering control" means an area under the 
control of the owner/operator that, upon detection of a dan- 
gerous waste release, can be readily cleaned up prior to the 
release of dangerous waste or dangerous constituents to 
groundwater or surface water. 

Any terms used in this chapter which have not been 
defined in this section have either the same meaning as set 
forth in Title 40 C.F.R. Parts 260, 264, 270, and 124 or else 
have their standard, technical meaning. 

As used in this chapter, words in the masculine gender 
also include the feminine and neuter genders, words in the 
singular include the plural, and words in the plural include 
the singular. 


AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-045 References to EPA's hazardous 
waste and permit regulations. (1) Any references in this 
chapter to any parts, subparts, or sections from EPA's hazard- 
ous waste regulations, including 40 C.F.R. Parts 260 through 
280 and Part 124, are in reference to those rules as they 
existed on July 1, ((20+4)) 2019. Copies of the appropriate 
referenced federal requirements are available upon request 
from the department. 

(2) The following sections and any cross-reference to 
these sections are not incorporated or adopted by reference 
because they are provisions that EPA cannot delegate to 
states: 

(a) 40 C.F.R. Parts 260.1 (b)(4)-(6). 

(b) 40 C.F.R. Parts 264.1 (d) and (f); 265.1 (c)(4); 264. 
149-150 and 265.149-150; 264.301(1); and 265.430. 

(c) 40 C.F.R. Parts 268.5 and 268.6; 268 Subpart B; 268. 
42(b) and 268.44 (a) through (g). 

(d) 40 C.F.R. Parts 270.1 (c)(1)(i); 270.3; 270.60(b); and 
270.64. 

(e) 40 C.F.R. Parts 124.1 (b)-(e); 124.4; 124.5(e); 124.9; 
124.10 (a)(1)(iv); 124.12(e); 124.14(d); 124.15 (b)(2); 124. 
16; 124.17(b); 124.18; 124.19; and 124.21. 

(3) The following sections and any cross-references to 
these citations are not incorporated or adopted by reference: 
40 C.F.R. Parts 260.20-260.22. 

(4) Where EPA's regulations are incorporated by refer- 
ence: 

(a) "Regional administrator" means "the department." 
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(b) "Administrator" means "director." 
(c) "Director" means "department." 
(d) "40 C.F.R. 260.11" means "WAC 173-303-110(3)." 


(e) These substitutions should be made as appropriate. 
They should not be made where noted otherwise in this chap- 
ter. They should not be made where another EPA region is 
referred to, where a provision cannot be delegated to the 
state, or where the director referred to is the director of 
another agency. 


AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-070 Designation of dangerous waste. 
(1) Purpose and applicability. 

(a) This section describes the procedures for determining 
whether or not a solid waste is DW or EHW. 

(b) The procedures in this section are applicable to any 
person who generates, or discovers on their site, a solid 
waste, as defined in WAC 173-303-016 (including recyclable 
materials) that is not exempted or excluded by this chapter, or 
by the department, or who is directed to or must further des- 
ignate waste by subsection (4) or (5) of this section. Any per- 
son who generates or discovers a solid waste on their site 
must make an accurate determination if that waste is a dan- 
gerous waste in order to ensure wastes are properly managed 
according to applicable dangerous waste regulations. A dan- 
gerous waste determination is made by following the desig- 
nation procedures set forth in subsection (3) of this section. 
Any person who determines by these procedures that their 
waste is designated DW or EHW is subject to all applicable 
requirements of this chapter. 

(2)(a) Except as provided ((atWA€1393303-070-42))) in 
(c) of this subsection, once a material has been determined to 
be a dangerous waste, then any solid waste generated from 
the recycling, treatment, storage, or disposal of that danger- 
ous waste is a dangerous waste unless and until: 

(i) The generator has been able to accurately describe the 
variability or uniformity of the waste over time, and has been 
able to obtain demonstration samples which are representa- 
tive of the waste's variability or uniformity; and 

(ii)(A) It does not exhibit any of the characteristics of 
WAC 173-303-090; however, wastes that exhibit a character- 
istic at the point of generation may still be subject to the 
requirements of WAC 173-303-140 (2)(a), even if they no 
longer exhibit a characteristic at the point of land disposal; 
and 

(B) If it was a listed waste under WAC 173-303-080 
through 173-303-083, it also has been exempted pursuant to 
WAC 173-303-910(3); or 

(iii) If originally designated only through WAC 173- 
303-100, it does not meet any of the criteria of WAC 173- 
303-100. Such solid waste will include, but not be limited to, 
any sludge, spill residue, ash emission control dust, leachate, 
or precipitation runoff. Precipitation runoff will not be con- 
sidered a dangerous waste if it can be shown that the runoff 
has not been contaminated with the dangerous waste, or that 
the runoff is adequately addressed under existing state laws 
(e.g., chapter 90.48 RCW), or that the runoff does not exhibit 
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any of the criteria or characteristics described in WAC 173- 
303-100. 

(b) Materials that are reclaimed from solid wastes and 
that are used beneficially (as provided in WAC 173-303-016 
and 173-303-017) are not solid wastes and hence are not dan- 
gerous wastes under this section unless the reclaimed mate- 
rial is burned for energy recovery or used in a manner consti- 
tuting disposal. 

(c)(i) A dangerous waste that is listed in WAC 173-303- 
081(1) or 173-303-082(1) solely because it exhibits one or 
more characteristics of ignitability as defined under WAC 
173-303-090(5), corrosivity as defined under WAC 173-303- 
090(6), or reactivity as defined under WAC 173-303-090(7) 
is not a dangerous waste, if the waste no longer exhibits any 
characteristic of dangerous waste identified in WAC 173- 
303-090 or any criteria identified in WAC 173-303-100. 

(11) The exclusion described in (c)(i) of this subsection 
also pertains to: 

(A) Any solid waste generated from treating, storing, or 
disposing of a dangerous waste listed in WAC 173-303-081 
(1) or 173-303-082(1) solely because it exhibits the charac- 
teristics of ignitability, corrosivity, or reactivity as regulated 
under (a) and (b) of this section. 

(B) Wastes excluded under this section are subject to 40 
C.F.R. Part 268, which is incorporated by reference at WAC 
173-303-140 (2)(a) (as applicable), even if they no longer 
exhibit a characteristic at the point of land disposal. 

(3) Designation procedures. 

(a) The dangerous waste designation for each solid waste 
must begin promptly at the point of waste generation or upon 
the discovery of a solid waste on their site. This must be done 
before any dilution, mixing, or other alteration of the waste 
occurs, and at any time in the course of its management that 
it has, or may have, changed its properties as a result of expo- 
sure to the environment or other factors that may change the 
properties of the waste such that the solid waste or dangerous 
waste classification of the waste may change. 

(b) A person must determine whether the solid waste is 
excluded from regulation under WAC 173-303-071. 

(c) A person must check each section, in the order set 
forth in (d) of this subsection, to determine whether the waste 
is designated as a dangerous waste. When the waste is deter- 
mined to be a dangerous waste following the steps in (d)(i) 
through (iii) of this subsection, further designation is not 
required except as required by subsection (4) or (5) of this 
section. If a person has checked the waste against each sec- 
tion and the waste is not designated, then the waste is not sub- 
ject to the requirements of this chapter 173-303 WAC. 

Any person who wishes to seek an exemption for a waste 
which has been designated DW or EHW must comply with 
the requirements of WAC 173-303-072. 

(d) To determine whether or not a solid waste is desig- 
nated as a dangerous waste a person must: 

(i) First, determine if the waste is a listed discarded 
chemical product, WAC 173-303-081; 

(ii) Second, determine if the waste is a listed dangerous 
waste source, WAC 173-303-082; 

(iii) Third, determine if the waste also exhibits one or 
more dangerous waste characteristics, WAC 173-303-090; 
and 
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(iv) Fourth, if the waste is not listed in WAC 173-303- 
081 or 173-303-082, and does not exhibit a characteristic in 
WAC 173-303-090, determine if the waste meets one or more 
dangerous waste criteria, WAC 173-303-100. 

(e) For the purpose of determining if a solid waste is a 
dangerous waste as identified in WAC 173-303-080 through 
173-303-100, a person must either: 

(i) Test the waste according to the methods, or an 
approved equivalent method, set forth in WAC 173-303-110; 
or 

(ii) Apply knowledge of the waste in light of the materi- 
als or the process used, when: 

(A) Such knowledge can be demonstrated to be suffi- 
cient for determining whether or not it designated and/or des- 
ignated accurately; and 

(B) All data and records supporting this determination in 
accordance with WAC 173-303-210(3) are retained on-site; 
and 

(C) When available knowledge is inadequate or absent to 
make an accurate designation, the generator must test the 
waste according to the methods, or an approved equivalent 
method, set forth in WAC 173-303-110. 

(f) Persons testing their waste must obtain a representa- 
tive sample of the waste for the testing set forth in WAC 173- 
303-110. 

(g) Test results from properly performed test methods 
specified in WAC 173-303-090 and 173-303-100 are defini- 
tive for determining the designation and regulatory status of 
the waste. 

(4) Testing required. Notwithstanding any other provi- 
sions of this chapter, the department may require any person 
to test a waste according to the methods, or an approved 
equivalent method, set forth in WAC 173-303-110 to deter- 
mine whether or not the waste is designated under the danger- 
ous waste lists, characteristics, or criteria, WAC 173-303-080 
through 173-303-100. Such testing may be required if the 
department has reason to believe that the waste would be des- 
ignated DW or EHW by the dangerous waste lists, character- 
istics, or criteria, or if the department has reason to believe 
that the waste is designated improperly (e.g., the waste has 
been designated DW but should actually be designated 
EHW). The department may require persons to submit a 
waste analysis plan to, and receive written approval from, the 
department prior to testing a waste. If a person, pursuant to 
the requirements of this subsection, determines that the waste 
is a dangerous waste or that its designation must be changed, 
then they are subject to the applicable requirements of this 
chapter 173-303 WAC. The department will base a require- 
ment to test a waste on evidence that includes, but is not lim- 
ited to: 

(a) Test information indicating that the person's waste 
may be DW or EHW; 

(b) Evidence that the person's waste is very similar to 
another persons' already designated DW or EHW; 

(c) Evidence that the persons' waste has historically been 
a DW or EHW; 

(d) Evidence or information about a person's manufac- 
turing materials or processes which indicate that the wastes 
may be DW or EHW;; or 
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(e) Evidence that the knowledge or test results a person 
has regarding a waste is not sufficient for determining 
whether or not it designated and/or designated accurately. 

(5) Additional designation required. A generator must 
manage dangerous waste under the most stringent manage- 
ment standards that apply. The following subsections 
describe how waste that has been designated as DW under the 
dangerous waste lists, WAC 173-303-080 through 173-303- 
082, or characteristics, WAC 173-303-090, or in the case of 
(c) of this subsection, under the lists, characteristics, or crite- 
ria, must be further designated under the dangerous waste cri- 
teria, WAC 173-303-100. This further designation under the 
criteria is necessary because it may change how the waste 
must be managed. Additional designation is required when: 

(a) The waste is designated as DW with a QEL of 220 
pounds and the generator otherwise qualifies as a small quan- 
tity generator. In this case, a generator must determine if their 
DW is also designated as a toxic EHW, WAC 173-303-100, 
with a QEL of 2.2 pounds; or 

(b) The waste is designated as DW and the waste is to be 
discharged to a POTW operating under WAC 173-303-802 
(4) (Permits by rule). In this case, a generator must determine 
if the waste is also an EHW under WAC 173-303-100; or 

(c) The waste is designated as a state-only DW and the 
waste is to be: 

(i) Burned for energy recovery, as used oil, under the 
provisions of WAC 173-303-515; or 

(11) Land disposed within the state. In this case, a gener- 
ator must determine if the waste is also an EHW under WAC 
173-303-100. 

(6) Dangerous waste numbers. When a person is desig- 
nating, reporting, or keeping records on a dangerous waste, 
they must use all the dangerous waste numbers which they 
know are assignable to the waste from the dangerous waste 
lists, characteristics, or criteria. For example, if the waste is 
ignitable and contains more than 5 mg/l leachable lead when 
tested for the toxicity characteristic, they must use the dan- 
gerous waste numbers of D001 and D008. This will not be 
construed as requiring a person to designate their waste 
beyond those designation requirements set forth in subsec- 
tions (2) through (5) of this section. 


AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-071 Excluded categories of waste. (1) 
Purpose. Certain categories of waste have been excluded 
from many of the requirements of chapter 173-303 WAC 
because they generally are not dangerous waste, are regulated 
under other state and federal programs, or are recycled in 
ways which do not threaten public health or the environment. 
WAC 173-303-071 describes these excluded categories of 
waste. 

(2) Excluding wastes. Any persons who generate a com- 
mon class of wastes and who seek to categorically exclude 
such class of wastes from the requirements of this chapter 
must comply with the applicable requirements of WAC 173- 
303-072. No waste class will be excluded if any of the wastes 
in the class are regulated as hazardous waste under 40 C.F.R. 
Part 261. 
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(3) Exclusions. The following categories of waste are 
excluded from the requirements of chapter 173-303 WAC, 
except for WAC 173-303-050, 173-303-145, and 173-303- 
960, and as otherwise specified: 

(a)(i) Domestic sewage; and 

(11) Any mixture of domestic sewage and other wastes 
that passes through a sewer system to a publicly owned treat- 
ment works (POTW) for treatment,except as prohibited by 
WAC 173-303-555(6), provided: 

(A) The generator or owner/operator has obtained a state 
waste discharge permit issued by the department, a temporary 
permit obtained pursuant to RCW 90.48.200, or pretreatment 
permit (or written discharge authorization) from a local sew- 
age utility delegated pretreatment program responsibilities 
pursuant to RCW 90.48.165; 

(B) The waste discharge is specifically authorized in a 
state waste discharge permit, pretreatment permit or written 
discharge authorization, or in the case of a temporary permit 
the waste is accurately described in the permit application; 

(C) The waste discharge is not prohibited under 40 
C.F.R. Part 403.5; and 

(D) The waste prior to mixing with domestic sewage 
must not exhibit dangerous waste characteristics for ignitabil- 
ity, corrosivity, reactivity, or toxicity as defined in WAC 
173-303-090, and must not meet the dangerous waste criteria 
for toxic dangerous waste or persistent dangerous waste 
under WAC 173-303-100, unless the waste is treatable in the 
publicly owned treatment works (POTW) where it will be 
received. This exclusion does not apply to the generation, 
treatment, storage, recycling, or other management of dan- 
gerous wastes prior to discharge into the sanitary sewage sys- 
tem; 

(b) Industrial wastewater discharges that are point- 
source discharges subject to regulation under Section 402 of 
the Clean Water Act. This exclusion does not apply to the 
collection, storage, or treatment of industrial waste-waters 
prior to discharge, nor to sludges that are generated during 
industrial wastewater treatment. Owners or operators of cer- 
tain wastewater treatment facilities managing dangerous 
wastes may qualify for a permit-by-rule pursuant to WAC 
173-303-802(5); 

(c) Household wastes, including household waste that 
has been collected, transported, stored, or disposed. Wastes 
that are residues from or are generated by the management of 
household wastes (e.g., leachate, ash from burning of refuse- 
derived fuel) are not excluded by this provision. "Household 
wastes" means any waste material (including, but not limited 
to, garbage, trash, and sanitary wastes in septic tanks) derived 
from households (including single and multiple residences, 
hotels and motels, bunkhouses, ranger stations, crew quar- 
ters, campgrounds, picnic grounds, and day-use recreation 
areas). A resource recovery facility managing municipal 
solid waste will not be deemed to be treating, storing, dispos- 
ing of, or otherwise managing dangerous wastes for the pur- 
poses of regulation under this chapter, if such facility: 

(i) Receives and burns only: 

(A) Household waste (from single and multiple dwell- 
ings, hotels, motels, and other residential sources); and 

(B) Solid waste from commercial or industrial sources 
that does not contain dangerous waste; and 
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(ii) Such facility does not accept dangerous wastes and 
the owner or operator of such facility has established contrac- 
tual requirements or other appropriate notification or inspec- 
tion procedures to assure that dangerous wastes are not 
received at or burned in such facility; 

(d) Agricultural crops and animal manures which are 
returned to the soil as fertilizers; 

(e) Asphaltic materials designated only for the presence 
of PAHs by WAC 173-303-100(6). For the purposes of this 
exclusion, asphaltic materials means materials that have been 
used for structural and construction purposes (e.g., roads, 
dikes, paving) that were produced from mixtures of oil and 
sand, gravel, ash or similar substances; 

(f) Roofing tars and shingles, except that these wastes are 
not excluded if mixed with wastes listed in WAC 173-303- 
081 or 173-303-082, or if they exhibit any of the characteris- 
tics specified in WAC 173-303-090; 

(g) Treated wood waste and wood products including: 

(i) Arsenical-treated wood that fails the test for the toxic- 
ity characteristic of WAC 173-303-090(8) (dangerous waste 
numbers D004 through D017 only) or that fails any state cri- 
teria, if the waste is generated by persons who utilize the 
arsenical-treated wood for the materials’ intended end use. 
Intended end use means the wood products must have been 
used in typical treated wood applications (for example, fence 
posts, decking, poles, and timbers). 

(ii) Wood treated with other preservatives provided such 
treated wood and wood waste (for example, sawdust and 
shavings) are, within one hundred eighty days after becoming 
waste: 

(A) Disposed of at a landfill that is permitted in accor- 
dance with chapter 173-350 WAC, Solid waste handling 
standards, or chapter 173-351 WAC, criteria for municipal 
solid waste landfills, and provided that such wood is neither a 
listed waste under WAC 173-303-9903 and 173-303-9904 
nor a TCLP waste under WAC 173-303-090(8); or 

(B) Sent to a facility that will legitimately treat or recycle 
the treated wood waste, and manage any residue in accor- 
dance with that state's dangerous waste regulations; or 

(C) Sent off-site to a permitted TSD facility or placed in 
an on-site facility which is permitted by the department under 
WAC 173-303-800 through 173-303-845. In addition, creo- 
sote-treated wood is excluded when burned for energy recov- 
ery in an industrial furnace or boiler that has an order of 
approval issued pursuant to RCW 70.94.152 by ecology or a 
local air pollution control authority to burn creosote treated 
wood. 

(h) Irrigation return flows; 

(i) (Reserved); 

(j) Mining overburden returned to the mining site; 

(k) Polychlorinated biphenyl (PCB) wastes: 

(i) PCB containing dielectric fluid and electric equip- 
ment containing such fluid, and any PCB wastes meeting 
(k)(i)(B) of this subsection, whose disposal is regulated by 
EPA under 40 C.F.R. Part 761 (Toxic Substances Control 
Act) and that are dangerous either because: 

(A) They fail the test for toxicity characteristic (WAC 
173-303-090(8), Dangerous waste codes D018 through D043 
only); or 
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(B) Because they are designated only by this chapter and 
not designated by 40 C.F.R. Part 261, are exempt from regu- 
lation under this chapter except for WAC 173-303-505 
through 173-303-525, 173-303-960, those sections specified 
in subsection (3) of this section, and 40 C.F.R. Part 266; 

(11) Wastes that would be designated as dangerous waste 
under this chapter solely because they are listed as WPCB 
under WAC 173-303-9904 when such wastes are stored and 
disposed in a manner equivalent to the requirements of 40 
C.F.R. Part 761, Subpart D for PCB concentrations of 50 ppm 
or greater. 

(1) Samples: 

(1) Except as provided in (1)(11) and (iv) of this subsec- 
tion, a sample of solid waste or a sample of water, soil, or air, 
which is collected for the sole purpose of testing to determine 
its characteristics or composition, is not subject to any 
requirements of this chapter, when: 

(A) The sample is being transported to a lab for testing or 
being transported to the sample collector after testing; or 

(B) The sample is being stored by the sample collector 
before transport, by the laboratory before testing, or by the 
laboratory after testing prior to return to the sample collector; 
or 

(C) The sample is being stored temporarily in the labora- 
tory after testing for a specific purpose (for example, until 
conclusion of a court case or enforcement action). 

(11) In order to qualify for the exemptions in (DG) of this 
subsection, a sample collector shipping samples to a labora- 
tory and a laboratory returning samples to a sample collector 
must: 

(A) Comply with United States Department of Transpor- 
tation (DOT), United States Postal Service (USPS), or any 
other applicable shipping requirements; or 

(B) Comply with the following requirements if the sam- 
ple collector determines that DOT or USPS, or other shipping 
requirements do not apply: 

(I) Assure that the following information accompanies 
the sample: 

(AA) The sample collector's name, mailing address, and 
telephone number; 

(BB) The laboratory's name, mailing address, and tele- 
phone number; 

(CC) The quantity of the sample; 

(DD) The date of shipment; 

(EE) A description of the sample; and 

(ID Package the sample so that it does not leak, spill, or 
vaporize from its packaging. 

(111) This exemption does not apply if the laboratory 
determines that the waste is dangerous but the laboratory is 
no longer meeting any of the conditions stated in (1)(1) of this 
subsection; 

(iv) In order to qualify for the exemption in (1)(1) and (ii) 
of this subsection, the mass of a sample that will be exported 
to a foreign laboratory or that will be imported to a U.S. lab- 
oratory from a foreign source must additionally not exceed 
25 kg. 

(m) (Reserved); 

(n) Dangerous waste generated in a product or raw mate- 
rial storage tank, a product or raw material transport vehicle 
or vessel, a product or raw material pipeline, or in a manufac- 
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turing process unit or an associated nonwaste-treatment-man- 
ufacturing unit until it exits the unit in which it was gener- 
ated. This exclusion does not apply to surface impoundments, 
nor does it apply if the dangerous waste remains in the unit 
more than ninety days after the unit ceases to be operated for 
manufacturing, or for storage or transportation of product or 
raw materials; 

(o) Waste pickle liquor sludge generated by lime stabili- 
zation of spent pickle liquor from the iron and steel industry 
(NAICS codes 331111 and 332111), except that these wastes 
are not excluded if they exhibit one or more of the dangerous 
waste criteria (WAC 173-303-100) or characteristics (WAC 
173-303-090); 

(p) Wastes from burning any of the materials exempted 
from regulation by WAC 173-303-120 (2)(a)(vii) and (viii). 
These wastes are not excluded if they exhibit one or more of 
the dangerous waste characteristics or criteria; 

(q) As of January 1, 1987, secondary materials that are 
reclaimed and returned to the original process or processes in 
which they were generated where they are reused in the pro- 
duction process provided: 

(i) Only tank storage is involved, and the entire process 
through completion of reclamation is closed by being entirely 
connected with pipes or other comparable enclosed means of 
conveyance; 

(ii) Reclamation does not involve controlled flame com- 
bustion (such as occurs in boilers, industrial furnaces, or 
incinerators); 

(111) The secondary materials are never accumulated in 
such tanks for over twelve months without being reclaimed; 

(iv) The reclaimed material is not used to produce a fuel, 
or used to produce products that are used in a manner consti- 
tuting disposal; and 

(v) A generator complies with the requirements of chap- 
ter 173-303 WAC for any residues (e.g., sludges, filters, etc.) 
produced from the collection, reclamation, and reuse of the 
secondary materials. 

(r) Treatability study samples. 

(1) Except as provided in (r)(ii) and (iv) of this subsec- 
tion, persons who generate or collect samples for the purpose 
of conducting treatability studies as defined in WAC 173- 
303-040 are not subject to the requirements of WAC 173- 
303-172(1), 173-303-180, 173-303-190, and 173-303-200 
(1)((€@})), nor are such samples included in the quantity deter- 
minations of WAC ((443-303-070-++7-and 18) and 43-303- 
20+)) 173-303-169 when: 

(A) The sample is being collected and prepared for trans- 
portation by the generator or sample collector; or 

(B) The sample is being accumulated or stored by the 
generator or sample collector prior to transportation to a lab- 
oratory or testing facility; or 

(C) The sample is being transported to the laboratory or 
testing facility for the purpose of conducting a treatability 
study; or 

(D) The sample or waste residue is being transported 
back to the original generator from the laboratory or testing 
facility. 

(11) The exemption in (NG) of this subsection is applica- 
ble to samples of dangerous waste being collected and 
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shipped for the purpose of conducting treatability studies pro- 
vided that: 

(A) The generator or sample collector uses (in "treatabil- 
ity studies") no more than 10,000 kg of media contaminated 
with nonacute dangerous waste, 1000 kg of nonacute danger- 
ous waste other than contaminated media, 1 kg of acutely 
hazardous waste, 2500 kg of media contaminated with 
acutely hazardous waste for each process being evaluated for 
each generated waste stream; and 

(B) The mass of each sample shipment does not exceed 
10,000 kg; the 10,000 kg quantity may be all media contami- 
nated with nonacute dangerous waste or may include 2500 kg 
of media contaminated with acute hazardous waste, 1000 kg 
of dangerous waste, and 1 kg of acutely hazardous waste; and 

(C) The sample must be packaged so that it will not leak, 
spill, or vaporize from its packaging during shipment and the 
requirements of (r)(ii)(C)(1) or (II) of this subsection are met. 

(I) The transportation of each sample shipment complies 
with United States Department of Transportation (DOT), 
United States Postal Service (USPS), or any other applicable 
shipping requirements; or 

(ID If the DOT, USPS, or other shipping requirements do 
not apply to the shipment of the sample, the following infor- 
mation must accompany the sample: 

(AA) The name, mailing address, and telephone number 
of the originator of the sample; 

(BB) The name, address, and telephone number of the 
laboratory or testing facility that will perform the treatability 
study; 

(CC) The quantity of the sample; 

(DD) The date of shipment; and 

(EE) A description of the sample, including its danger- 
ous waste number. 

(D) The sample is shipped, within ninety days of being 
generated or of being taken from a stream of previously gen- 
erated waste, to a laboratory or testing facility which is 
exempt under (s) of this subsection or has an appropriate final 
facility permit or interim status; and 

(E) The generator or sample collector maintains the fol- 
lowing records for a period ending three years after comple- 
tion of the treatability study: 

(D Copies of the shipping documents; 

(ID A copy of the contract with the facility conducting 
the treatability study; 

(IH) Documentation showing: 

(AA) The amount of waste shipped under this exemp- 
tion; 

(BB) The name, address, and EPA/state identification 
number of the laboratory or testing facility that received the 
waste; 

(CC) The date the shipment was made; and 

(DD) Whether or not unused samples and residues were 
returned to the generator. 

(F) The generator reports the information required under 
IC of this subsection in its annual report. 

(iii) The department may grant requests, on a case-by- 
case basis, for up to an additional two years for treatability 
studies involving bioremediation. The department may grant 
requests on a case-by-case basis for quantity limits in excess 
of those specified in (r)(ii)(A) and (B) of this subsection and 


Proposed 


WSR 20-08-048 


(s)(iv) of this subsection, for up to an additional 5000 kg of 
media contaminated with nonacute dangerous waste, 500 kg 
of nonacute dangerous waste, | kg of acute hazardous waste, 
and 2500 kg of media contaminated with acute hazardous 
waste or for up to an additional 10,000 kg of wastes regulated 
only by this chapter and not regulated by 40 C.F.R. Part 261, 
to conduct further treatability study evaluation: 

(A) In response to requests for authorization to ship, 
store and conduct treatability studies on additional quantities 
in advance of commencing treatability studies. Factors to be 
considered in reviewing such requests include the nature of 
the technology, the type of process, (e.g., batch versus contin- 
uous), size of the unit undergoing testing (particularly in rela- 
tion to scale-up considerations), the time/quantity of material 
required to reach steady state operating conditions, or test 
design considerations such as mass balance calculations. 

(B) In response to requests for authorization to ship, 
store, and conduct treatability studies on additional quantities 
after initiation or completion of initial treatability studies, 
when: 

There has been an equipment or mechanical failure 
during the conduct of a treatability study; there is a need to 
verify the results of previously conducted treatability study; 
there is a need to study and analyze alternative techniques 
within a previously evaluated treatment process; or there is a 
need to do further evaluation of an ongoing treatability study 
to determine final specifications for treatment. 

(C) The additional quantities and time frames allowed in 
(r)(ii1)(A) and (B) of this subsection are subject to all the pro- 
visions in (r)(i) and (r)(1i)(C) through (F) of this subsection. 
The generator or sample collector must apply to the depart- 
ment where the sample is collected and provide in writing the 
following information: 

(I) The reason the generator or sample collector requires 
additional time or quantity of sample for the treatability study 
evaluation and the additional time or quantity needed; 

(ID Documentation accounting for all samples of dan- 
gerous waste from the waste stream which have been sent for 
or undergone treatability studies including the date each pre- 
vious sample from the waste stream was shipped, the quantity 
of each previous shipment, the laboratory or testing facility to 
which it was shipped, what treatability study processes were 
conducted on each sample shipped, and the available results 
of each treatability study; 

(IH) A description of the technical modifications or 
change in specifications which will be evaluated and the 
expected results; 

(IV) If such further study is being required due to equip- 
ment or mechanical failure, the applicant must include infor- 
mation regarding the reason for the failure or breakdown and 
also include what procedures or equipment improvements 
have been made to protect against further breakdowns; and 

(V) Such other information that the department consid- 
ers necessary. 

(iv) In order to qualify for the exemption in (r)(i) and (11) 
of this subsection, the mass of a sample that will be exported 
to a foreign laboratory or testing facility, or that will be 
imported to a U.S. laboratory or testing facility from a foreign 
source must additionally not exceed 25 kg. 
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(s) Samples undergoing treatability studies at laborato- 
ries and testing facilities. Samples undergoing treatability 
studies and the laboratory or testing facility conducting such 
treatability studies (to the extent such facilities are not other- 
wise subject to chapter 70.105 RCW) are not subject to the 
requirements of this chapter, except WAC 173-303-050, 173- 
303-145, and 173-303-960 provided that the conditions of 
(s)(i) through (xiii) of this subsection are met. A mobile treat- 
ment unit (MTU) may qualify as a testing facility subject to 
(s)(i) through (xiii) of this subsection. Where a group of 
MTUs are located at the same site, the limitations specified in 
(s)(i) through (xiii) of this subsection apply to the entire 
group of MTUs collectively as if the group were one MTU. 

(i) No less than forty-five days before conducting treat- 
ability studies the laboratory or testing facility notifies the 
department in writing that it intends to conduct treatability 
studies under this subsection. 

(ii) The laboratory or testing facility conducting the 
treatability study has an EPA/state identification number. 

(iii) No more than a total of 10,000 kg of "as received" 
media contaminated with nonacute dangerous waste, 2500 kg 
of media contaminated with acute hazardous waste or 250 kg 
of other "as received" dangerous waste is subject to initiation 
of treatment in all treatability studies in any single day. "As 
received" waste refers to the waste as received in the ship- 
ment from the generator or sample collector. 

(iv) The quantity of "as received" dangerous waste 
stored at the facility for the purpose of evaluation in treatabil- 
ity studies does not exceed 10,000 kg, the total of which can 
include 10,000 kg of media contaminated with nonacute dan- 
gerous waste, 2500 kg of media contaminated with acute haz- 
ardous waste, 1000 kg of nonacute dangerous wastes other 
than contaminated media, and 1 kg of acutely hazardous 
waste. This quantity limitation does not include treatment 
materials (including nondangerous solid waste) added to "as 
received" dangerous waste. 

(v) No more than ninety days have elapsed since the 
treatability study for the sample was completed, or no more 
than one year (two years for treatability studies involving 
bioremediation) has elapsed since the generator or sample 
collector shipped the sample to the laboratory or testing facil- 
ity, whichever date first occurs. Up to 500 kg of treated mate- 
rial from a particular waste stream from treatability studies 
may be archived for future evaluation up to five years from 
the date of initial receipt. Quantities of materials archived are 
counted against the total storage limit for the facility. 

(vi) The treatability study does not involve the placement 
of dangerous waste on the land or open burning of dangerous 
waste. 

(vii) The laboratory or testing facility maintains records 
for three years following completion of each study that show 
compliance with the treatment rate limits and the storage time 
and quantity limits. The following specific information must 
be included for each treatability study conducted: 

(A) The name, address, and EPA/state identification 
number of the generator or sample collector of each waste 
sample; 

(B) The date the shipment was received; 

(C) The quantity of waste accepted; 
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(D) The quantity of "as received" waste in storage each 
day; 

(E) The date the treatment study was initiated and the 
amount of "as received" waste introduced to treatment each 
day; 

(F) The date the treatability study was concluded; 

(G) The date any unused sample or residues generated 
from the treatability study were returned to the generator or 
sample collector or, if sent to a designated TSD facility, the 
name of the TSD facility and its EPA/state identification 
number. 

(viii) The laboratory or testing facility keeps, on-site, a 
copy of the treatability study contract and all shipping papers 
associated with the transport of treatability study samples to 
and from the facility for a period ending three years from the 
completion date of each treatability study. 

(ix) The laboratory or testing facility prepares and sub- 
mits a report to the department by March 15 of each year that 
estimates the number of studies and the amount of waste 
expected to be used in treatability studies during the current 
year, and includes the following information for the previous 
calendar year: 

(A) The name, address, and EPA/state identification 
number of the laboratory or testing facility conducting the 
treatability studies; 

(B) The types (by process) of treatability studies con- 
ducted; 

(C) The names and addresses of persons for whom stud- 
ies have been conducted (including their EPA/state identifi- 
cation numbers); 

(D) The total quantity of waste in storage each day; 

(E) The quantity and types of waste subjected to treat- 
ability studies; 

(F) When each treatability study was conducted; 

(G) The final disposition of residues and unused sample 
from each treatability study. 

(x) The laboratory or testing facility determines whether 
any unused sample or residues generated by the treatability 
study are dangerous waste under WAC 173-303-070 and if 
so, are subject to the requirements of this chapter, unless the 
residues and unused samples are returned to the sample orig- 
inator under the exemption in (r) of this subsection. 

(xi) The laboratory or testing facility notifies the depart- 
ment by letter when it is no longer planning to conduct any 
treatability studies at the site. 

(xii) The date the sample was received, or if the treatabil- 
ity study has been completed, the date of the treatability 
study, is marked and clearly visible for inspection on each 
container. 

(xiii) While being held on site, each container and tank is 
labeled or marked clearly with the words "dangerous waste" 
or "hazardous waste." Each container or tank must also be 
marked with a label or sign which identifies the hazard(s) 
associated with the waste in the container or tank for employ- 
ees, emergency response personnel and the public. 

(t) Petroleum-contaminated media and debris that fail 
the test for the toxicity characteristic of WAC 173-303- 
090(8) (dangerous waste numbers D018 through D043 only) 
and are subject to the corrective action regulations under 40 
C.F.R. Part 280. 
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(u) Special incinerator ash (as defined in WAC 173-303- 
040). 

(v) Wood ash that would designate solely for corrosivity 
by WAC 173-303-090 (6)(a)(111). For the purpose of this 
exclusion, wood ash means ash residue and emission control 
dust generated from the combustion of untreated wood, wood 
treated solely with creosote, and untreated wood fiber materi- 
als including, but not limited to, wood chips, saw dust, tree 
stumps, paper, cardboard, residuals from waste fiber recy- 
cling, deinking rejects, and associated wastewater treatment 
solids. This exclusion allows for the use of auxiliary fuels 
including, but not limited to, oils, gas, coal, and other fossil 
fuels in the combustion process. 

(w)(1) Spent wood preserving solutions that have been 
reclaimed and are reused for their original intended purpose; 
and 

(ii) Wastewaters from the wood preserving process that 
have been reclaimed and are reused to treat wood. 

(iii) Prior to reuse, the wood preserving wastewaters and 
spent wood preserving solutions described in (w)(i) and (ii) 
of this subsection, so long as they meet all of the following 
conditions: 

(A) The wood preserving wastewaters and spent wood 
preserving solutions are reused on-site at water borne plants 
in the production process for their original intended purpose; 

(B) Prior to reuse, the wastewaters and spent wood pre- 
serving solutions are managed to prevent release to either 
land or groundwater or both; 

(C) Any unit used to manage wastewaters and/or spent 
wood preserving solutions prior to reuse can be visually or 
otherwise determined to prevent such releases; 

(D) Any drip pad used to manage the wastewaters and/or 
spent wood preserving solutions prior to reuse complies with 
the standards in Part 265, Subpart W which is incorporated 
by reference at WAC 173-303-400 (3)(a), regardless of 
whether the plant generates a total of less than 220 pounds/ 
month of dangerous waste; and 

(E) Prior to operating pursuant to this exclusion, the 
plant owner or operator submits to the department a one-time 
notification stating that the plant intends to claim the exclu- 
sion, giving the date on which the plant intends to begin oper- 
ating under the exclusion, and containing the following lan- 
guage: "I have read the applicable regulation establishing an 
exclusion for wood preserving wastewaters and spent wood 
preserving solutions and understand it requires me to comply 
at all times with the conditions set out in the regulation." The 
plant must maintain a copy of that document in its on-site 
records for a period of no less than three years from the date 
specified in the notice. The exclusion applies only so long as 
the plant meets all of the conditions. If the plant goes out of 
compliance with any condition, it may apply to the depart- 
ment for reinstatement. The department may reinstate the 
exclusion upon finding that the plant has returned to compli- 
ance with all conditions and that violations are not likely to 
recur. 

(F) Additional reports. 

(I) Upon determination by the department that the stor- 
age of wood preserving wastewaters and spent wood preserv- 
ing solutions in tanks and/or containers poses a threat to pub- 
lic health or the environment, the department may require the 
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owner/operator to provide additional information regarding 
the integrity of structures and equipment used to store wood 
preserving wastewaters and spent wood preserving solutions. 
This authority applies to tanks and secondary containment 
systems used to store wood preserving wastewaters and spent 
wood preserving solutions in tanks and containers. The 
department's determination of a threat to public health or the 
environment may be based upon observations of factors that 
would contribute to spills or releases of wood preserving 
wastewaters and spent wood preserving solutions or the gen- 
eration of hazardous by-products. Such observations may 
include, but are not limited to, leaks, severe corrosion, struc- 
tural defects or deterioration (cracks, gaps, separation of 
joints), inability to completely inspect tanks or structures, or 
concerns about the age or design specification of tanks. 

(ID When required by the department, a qualified, inde- 
pendent professional engineer registered to practice in Wash- 
ington state must perform the assessment of the integrity of 
tanks or secondary containment systems. 

(II) Requirement for facility repairs and improvements. 
If, upon evaluation of information obtained by the depart- 
ment under (w)(ii1)(F)(1) of this subsection, it is determined 
that repairs or structural improvements are necessary in order 
to eliminate threats, the department may require the 
owner/operator to discontinue the use of the tank system or 
container storage unit and remove the wood preserving 
wastewaters and spent wood preserving solutions until such 
repairs or improvements are completed and approved by the 
department. 

(x) Nonwastewater splash condenser dross residue from 
the treatment of K061 in high temperature metals recovery 
units, provided it is shipped in drums (if shipped) and not 
land disposed before recovery. 

(y) Used oil filters that are recycled in accordance with 
WAC 173-303-120, as used oil and scrap metal. 

(z) Used oil re-refining distillation bottoms that are used 
as feedstock to manufacture asphalt products. 

(aa)(i) Wastes that fail the test for the toxicity character- 
istic in WAC 173-303-090 because chromium is present or 
are listed in WAC 173-303-081 or 173-303-082 due to the 
presence of chromium. The waste must not designate for any 
other characteristic under WAC 173-303-090, for any of the 
criteria specified in WAC 173-303-100, and must not be 
listed in WAC 173-303-081 or 173-303-082 due to the pres- 
ence of any constituent from WAC 173-303-9905 other than 
chromium. The waste generator must be able to demonstrate 
that: 

(A) The chromium in the waste is exclusively (or nearly 
exclusively) trivalent chromium; and 

(B) The waste is generated from an industrial process 
that uses trivalent chromium exclusively (or nearly exclu- 
sively) and the process does not generate hexavalent chro- 
mium; and 

(C) The waste is typically and frequently managed in 
nonoxidizing environments. 

(11) Specific wastes which meet the standard in (aa)(i) 
(A), (B), and (C) of this subsection (so long as they do not fail 
the test for the toxicity characteristic for any other constitu- 
ent, and do not exhibit any other characteristic) are: 
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(A) Chrome (blue) trimmings generated by the following 
subcategories of the leather tanning and finishing industry: 
Hair pulp/chrome tan/retan/wet finish; hair save/chrome tan/ 
retan/wet finish; retan/wet finish; no beamhouse; through- 
the-blue; and shearling. 

(B) Chrome (blue) shavings generated by the following 
subcategories of the leather tanning and finishing industry: 
Hair pulp/chrome tan/retan/wet finish; hair save/chrome tan/ 
retan/wet finish; retan/wet finish; no beamhouse; through- 
the-blue; and shearling. 

(C) Buffing dust generated by the following subcatego- 
ries of the leather tanning and finishing industry: Hair pulp/ 
chrome tan/retan/wet finish; hair save/chrome tan/retan/wet 
finish; retan/wet finish; no beamhouse; through-the-blue. 

(D) Sewer screenings generated by the following subcat- 
egories of the leather tanning and finishing industry: Hair 
pulp/chrome tan/retan/wet finish; hair save/chrome tan/retan/ 
wet finish; retan/wet finish; no beamhouse; through-the-blue; 
and shearling. 

(E) Wastewater treatment sludges generated by the fol- 
lowing subcategories of the leather tanning and finishing 
industry: Hair pulp/chrome tan/retan/wet finish; hair 
save/chrome tan/retan/wet finish; retan/wet finish; no beam- 
house; through-the-blue; and shearling. 

(F) Wastewater treatment sludges generated by the fol- 
lowing subcategories of the leather tanning and finishing 
industry: Hair pulp/chrome tan/retan/wet finish; hair 
save/chrome tan/retan/wet finish; and through-the-blue. 

(G) Waste scrap leather from the leather tanning indus- 
try, the shoe manufacturing industry, and other leather prod- 
uct manufacturing industries. 

(H) Wastewater treatment sludges from the production 
of TiO2 pigment using chromium-bearing ores by the chlo- 
ride process. 

(bb)(1) Nonwastewater residues, such as slag, resulting 
from high temperature metals recovery (HTMR) processing 
of K061, K062 or F006 waste, in units identified as rotary 
kilns, flame reactors, electric furnaces, plasma arc furnaces, 
slag reactors, rotary hearth furnace/electric furnace combina- 
tions or industrial furnaces (as defined in WAC 173-303-040 
- blast furnaces, smelting, melting and refining furnaces, and 
other devices the department may add to the list - of the defi- 
nition for "industrial furnace"), that are disposed in subtitle D 
units, provided that these residues meet the generic exclusion 
levels identified in the tables in this paragraph for all constit- 
uents, and exhibit no characteristics of dangerous waste. 
Testing requirements must be incorporated in a facility's 
waste analysis plan or a generator's self-implementing waste 
analysis plan; at a minimum, composite samples of residues 
must be collected and analyzed quarterly and/or when the 
process or operation generating the waste changes. Persons 
claiming this exclusion in an enforcement action will have 
the burden of proving by clear and convincing evidence that 
the material meets all of the exclusion requirements. 


Maximum for any single 
Constituent composite sample-TCLP (mg/l) 
Generic exclusion levels for K061 


and K062 nonwastewater HTMR residues 
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Maximum for any single 


Constituent composite sample-TCLP (mg/l) 
Antimony 0.10 
Arsenic 0.50 
Barium 7.6 
Beryllium 0.010 
Cadmium 0.050 
Chromium (total) 0.33 
(2)Lead 0.15 
Mercury 0.009 
Nickel 1.0 
Selenium 0.16 
Silver 0.30 
Thallium 0.020 
Zinc 70 


Generic exclusion levels for 
F006 nonwastewater HTMR residues 


Antimony 0.10 
Arsenic 0.50 
Barium 7.6 
Beryllium 0.010 
Cadmium 0.050 
Chromium (total) 0.33 
Cyanide (total) (mg/kg) 1.8 
Lead 0.15 
Mercury 0.009 
Nickel 1.0 
Selenium 0.16 
Silver 0.30 
Thallium 0.020 
Zinc 70 


(11) A one-time notification and certification must be 
placed in the facility's files and sent to the department for 
K061, K062 or F006 HTMR residues that meet the generic 
exclusion levels for all constituents and do not exhibit any 
characteristics that are sent to subtitle D units. The notifica- 
tion and certification that is placed in the generator's or 
treater's files must be updated if the process or operation gen- 
erating the waste changes and/or if the subtitle D unit receiv- 
ing the waste changes. However, the generator or treater need 
only notify the department on an annual basis if such changes 
occur. Such notification and certification should be sent to 
the department by the end of the calendar year, but no later 
than December 31. The notification must include the follow- 
ing information: The name and address of the subtitle D unit 
receiving the waste shipments; the dangerous waste num- 
ber(s) and treatability group(s) at the initial point of genera- 
tion; and, the treatment standards applicable to the waste at 
the initial point of generation. The certification must be 
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signed by an authorized representative and must state as fol- 
lows: "I certify under penalty of law that the generic exclu- 
sion levels for all constituents have been met without imper- 
missible dilution and that no characteristic of dangerous 
waste is exhibited. I am aware that there are significant pen- 
alties for submitting a false certification, including the possi- 
bility of fine and imprisonment." These wastes are not 
excluded if they exhibit one or more of the dangerous waste 
characteristics (WAC 173-303-090) or criteria (WAC 173- 
303-100). 


(cc)(i) Oil-bearing hazardous secondary materials (that 
is, sludges, by-products, or spent materials) that are generated 
at a petroleum refinery (NAICS code 324110) and are 
inserted into the petroleum refining process (NAICS code 
324110 - Including, but not limited to, distillation, catalytic 
cracking, fractionation, or thermal cracking units (that is, 
cokers)) unless the material is placed on the land, or specula- 
tively accumulated before being so recycled. Materials 
inserted into thermal cracking units are excluded under this 
paragraph: Provided that the coke product also does not 
exhibit a characteristic of hazardous waste. Oil-bearing haz- 
ardous secondary materials may be inserted into the same 
petroleum refinery where they are generated, or sent directly 
to another petroleum refinery, and still be excluded under this 
provision. Except as provided in (cc)(ii) of this subsection, 
oil-bearing hazardous secondary materials generated else- 
where in the petroleum industry (that is, from sources other 
than petroleum refineries) are not excluded under this sec- 
tion. Residuals generated from processing or recycling mate- 
rials excluded under this paragraph, where such materials as 
generated would have otherwise met a listing under WAC 
173-303-081 and 173-303-082, are designated as F037 listed 
wastes when disposed of or intended for disposal. 


(ii) Recovered oil that is recycled in the same manner 
and with the same conditions as described in (cc)(1) of this 
subsection. Recovered oil is oil that has been reclaimed from 
secondary materials (including wastewater) generated from 
normal petroleum industry practices, including refining, 
exploration and production, bulk storage, and transportation 
incident thereto (NAICS codes 211111, 211112, 213111, 
213112, 541360, 237120, 238910, 324110, 486110, 486910, 
486210, 221210, 488210, 488999, 424710, 454311, 454312, 
424720, 425120). Recovered oil does not include oil-bearing 
hazardous wastes listed in WAC 173-303-081 and 173-303- 
082; however, oil recovered from such wastes may be consid- 
ered recovered oil. Recovered oil does not include used oil as 
defined in WAC 173-303-040. 


(dd) Dangerous waste Nos. K060, K087, K141, K142, 
K143, K144, K145, K147, and K148, and any wastes from 
the coke by-products processes that are dangerous only 
because they exhibit the toxicity characteristic (TC) specified 
in WAC 173-303-090(8) when, subsequent to generation, 
these materials are recycled to coke ovens, to the tar recovery 
process as a feedstock to produce coal tar, or mixed with coal 
tar prior to the tar's sale or refining. This exclusion is condi- 
tioned on there being no land disposal of the wastes from the 
point they are generated to the point they are recycled to coke 
ovens or tar recovery or refining processes, or mixed with 
coal tar. 


Proposed 


WSR 20-08-048 


(ee) Biological treatment sludge from the treatment of 
one of the following wastes listed in WAC 173-303-9904 - 
organic waste (including heavy ends, still bottoms, light ends, 
spent solvents, filtrates, and decantates) from the production 
of carbamates and carbamoyl oximes (Dangerous Waste No. 
K156), and wastewaters from the production of carbamates 
and carbamoyl oximes (Dangerous Waste No. K157) unless 
it exhibits one or more of the characteristics or criteria of dan- 
gerous waste. 

(ff) Excluded scrap metal (processed scrap metal, unpro- 
cessed home scrap metal, and unprocessed prompt scrap 
metal) being recycled. 

(gg) Shredded circuit boards being recycled: Provided, 
That they are: 

(i) Stored in containers sufficient to prevent a release to 
the environment prior to recovery; and 

(ii) Free of mercury switches, mercury relays and nickel- 
cadmium batteries and lithium batteries. 

(hh) Petrochemical recovered oil from an associated 
organic chemical manufacturing facility, where the oil is to 
be inserted into the petroleum refining process (NAICS code 
324110) along with normal petroleum refinery process 
streams, provided: 

(i) The oil is hazardous only because it exhibits the char- 
acteristic of ignitability (as defined in WAC 173-303-090(5) 
and/or toxicity for benzene (WAC 173-303-090(8), waste 
code D018); and 

(ii) The oil generated by the organic chemical manufac- 
turing facility is not placed on the land, or speculatively accu- 
mulated before being recycled into the petroleum refining 
process. 

An "associated organic chemical manufacturing facility" 
is a facility where the primary NAICS code is 325110, 
325120, 325188, 325192, 325193, or 325199, but where 
operations may also include NAICS codes 325211, 325212, 
325110, 325132, 325192; and is physically colocated with a 
petroleum refinery; and where the petroleum refinery to 
which the oil being recycled is returned also provides hydro- 
carbon feedstocks to the organic chemical manufacturing 
facility. "Petrochemical recovered oil" is oil that has been 
reclaimed from secondary materials (that is, sludges, by- 
products, or spent materials, including wastewater) from nor- 
mal organic chemical manufacturing operations, as well as 
oil recovered from organic chemical manufacturing pro- 
cesses. 

(11) Spent caustic solutions from petroleum refining liq- 
uid treating processes used as a feedstock to produce cresylic 
or naphthenic acid unless the material is placed on the land, 
or accumulated speculatively as defined in WAC 173-303- 
016(5). 

(jj) Catalyst inert support media separated from one of 
the following wastes listed in WAC 173-303-9904 Specific 
Sources - Spent hydrotreating catalyst (EPA Hazardous 
Waste No. K171), and Spent hydrorefining catalyst (EPA 
Hazardous Waste No. K172). These wastes are not excluded 
if they exhibit one or more of the dangerous waste character- 
istics or criteria. 

(kk) Leachate or gas condensate collected from landfills 
where certain solid wastes have been disposed: Provided, 
That: 
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(i) The solid wastes disposed would meet one or more of 
the listing descriptions for Hazardous Waste Codes K169, 
K170, K171, K172, K174, K175, K176, K177, K178, and 
K181 if these wastes had been generated after the effective 
date of the listing; 

(11) The solid wastes described in (kk)(i) of this subsec- 
tion were disposed prior to the effective date of the listing; 

(iii) The leachate or gas condensate do not exhibit any 
characteristic or criteria of dangerous waste nor are derived 
from any other listed hazardous waste; 

(iv) Discharge of the leachate or gas condensate, includ- 
ing leachate or gas condensate transferred from the landfill to 
a POTW by truck, rail, or dedicated pipe, is subject to regula- 
tion under sections 307(b) or 402 of the Clean Water Act. 

(v) As of February 13, 2001, leachate or gas condensate 
derived from K169 - K172 is no longer exempt if it is stored 
or managed in a surface impoundment prior to discharge. As 
of November 21, 2003, leachate or gas condensate derived 
from K176, K177, and K178 is no longer exempt if it is 
stored or managed in a surface impoundment prior to dis- 
charge. After February 26, 2007, leachate or gas condensate 
derived from K181 will no longer be exempt if it is stored or 
managed in a surface impoundment prior to discharge. There 
is one exception: If the surface impoundment is used to tem- 
porarily store leachate or gas condensate in response to an 
emergency situation (for example, shutdown of wastewater 
treatment system): Provided, That the impoundment has a 
double liner, and: Provided further, That the leachate or gas 
condensate is removed from the impoundment and continues 
to be managed in compliance with the conditions of this para- 
graph after the emergency ends. 

(11) Dredged material. Dredged material as defined in 40 
C.F.R. 232.2 that is subject to: 

(i) The requirements of a permit that has been issued by 
the U.S. Army Corps of Engineers or an approved state under 
section 404 of the Federal Water Pollution Control Act (33 
U.S.C. 1344); 

(ii) The requirements of a permit that has been issued by 
the U.S. Army Corps of Engineers under section 103 of the 
Marine Protection, Research, and Sanctuaries Act of 1972 
(33 U.S.C. 1413); or 

(iii) In the case of a U.S. Army Corps of Engineers civil 
works project, the administrative equivalent of the permits 
referred to in (IG) and (ii) of this subsection, as provided for 
in U.S. Army Corps of Engineers regulations, including, for 
example, 33 C.F.R. 336.1, 336.2 and 337.3. 

(mm) Condensates derived from the overhead gases 
from kraft mill steam strippers that are used to comply with 
40 C.F.R. 63.446(e). The exemption applies only to combus- 
tion at the mill generating the condensates. 

(nn)((€})) Controlled substances, legend drugs, and 
over-the-counter drugs that are state-only dangerous 
wastes((- 


chapter 69.50 RCW Schedule through Y)- 
(B) Legend -drues-as defimned-and regulated by chapter 
69 4 RCW and 
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44-ContreHed substances, legend drugs, and-overthe- 
counter drugs that) ) and are held in the custody of law 
enforcement agencies ((er-pessessed-by-any Heensee-as 
defined-and regulated by chapter 69.50 RCW of Fitle 18 
RCW and authorized te-pessess_drugs-within the state-of 
5)) within the state of Washington, 
provided the drugs are disposed of by incineration in a con- 
trolled combustion unit with a heat input rate greater than 250 
million British thermal units/hour((;)) and a combustion zone 
temperature greater than 1500 degrees Fahrenheit, or a facil- 
ity permitted to incinerate municipal solid waste. 


((6t) Ferthe purpeses-of this exchision the term drugs" 


means: 


Se a a 


in ROW 48.64.0113) itn oo B 
(disintentionally netinelided inthe definition of drugs for 


(00) Cathode ray tubes (CRTs) and glass removed from 
CRTs: 

(i) Prior to processing: These materials are not solid 
wastes if they are destined for recycling and if they meet the 
following requirements: 

(A) Storage. CRTs must be either: 

(D Stored in a building with a roof, floor, and walls; or 

(ID) Placed in a container (that is, a package or a vehicle) 
that is constructed, filled, and closed to minimize releases to 
the environment of CRT glass (including fine solid materi- 
als). 

(B) Labeling. Each container in which the CRT is con- 
tained must be labeled or marked clearly with one of the fol- 
lowing phrases: "Used cathode ray tube(s) - contains leaded 
glass" or "leaded glass from televisions or computers." It 
must also be labeled: "Do not mix with other glass materials." 

(C) Transportation. CRTs must be transported in a con- 
tainer meeting the requirements of (00)(i)(A)(I) and (B) of 
this subsection. 

(D) Speculative accumulation and use constituting dis- 
posal. CRTs are subject to the limitations on speculative 
accumulation as defined in WAC 173-303-016 (5)(d). If they 
are used in a manner constituting disposal, they must comply 
with the applicable requirements of WAC 173-303-505 
instead of the requirements of this section. 

(E) Exports. In addition to the applicable conditions 
specified in (00)(1)(A) through (D) of this subsection, export- 
ers of CRTs must comply with the requirements in 40 C.F.R. 
261.39(a)(5)(i) through (xi), which are incorporated by refer- 
ence into this chapter 173-303 WAC. 

(11) Requirements for used CRT processing: CRTs 
undergoing CRT processing as defined in WAC 173-303-040 
are not solid wastes if they meet the following requirements: 
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(A) Storage. CRTs undergoing processing are subject to 
the requirement of (00)(i)(D) of this subsection. 

(B) Processing. 

(I) All activities specified in the second and third bullets 
of the definition of "CRT processing" in WAC 173-303-040 
must be performed within a building with a roof, floor, and 
walls; and 

(ID No activities may be performed that use tempera- 
tures high enough to volatilize lead from CRTs. 

(iii) Processed CRT glass sent to CRT glass making or 
lead smelting: Glass from CRTs that is destined for recycling 
at a CRT glass manufacturer or a lead smelter after process- 
ing is not a solid waste unless it is speculatively accumulated 
as defined in WAC 173-303-016 (5)(d). 

(iv) Use constituting disposal: Glass from used CRTs 
that is used in a manner constituting disposal must comply 
with the requirements of WAC 173-303-505. 

(v) Notification and recordkeeping for cathode ray tubes 
(CRTs) exported for reuse. Persons who export CRTs for 
reuse must comply with the requirements in 40 C.F.R. 261. 
41, which are incorporated by reference into this chapter 173- 
303 WAC. 

(pp) Zinc fertilizers made from hazardous wastes pro- 
vided that: 

(i) The fertilizers meet the following contaminant limits: 

(A) For metal contaminants: 


Maximum Allowable Total Concentration Constituent in 
Fertilizer, per Unit (1%) of Zinc (ppm) 


ATSOMIC ii eh ea eed we 0.3 
Cadmium ni boat a ai 1.4 
Chromium, vcs sce la 0.6 
Tea ss, ocd hes, ohh Ha hee he Pee ye eae eee 2.8 
Merca Gases Ce ene ha gS 0.3 


(B) For dioxin contaminants the fertilizer must contain 
no more than eight parts per trillion of dioxin, measured as 
toxic equivalent (TEQ). 

(ii) The manufacturer performs sampling and analysis of 
the fertilizer product to determine compliance with the con- 
taminant limits for metals no less than every six months, and 
for dioxins no less than every twelve months. Testing must 
also be performed whenever changes occur to manufacturing 
processes or ingredients that could significantly affect the 
amounts of contaminants in the fertilizer product. The manu- 
facturer may use any reliable analytical method to demon- 
strate that no constituent of concern is present in the product 
at concentrations above the applicable limits. It is the respon- 
sibility of the manufacturer to ensure that the sampling and 
analysis are unbiased, precise, and representative of the prod- 
uct(s) introduced into commerce. 

(111) The manufacturer maintains for no less than three 
years records of all sampling and analyses performed for pur- 
poses of determining compliance with the requirements of 
(pp)(ii) of this subsection. Such records must at a minimum 
include: 

(A) The dates and times product samples were taken, and 
the dates the samples were analyzed; 
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(B) The names and qualifications of the person(s) taking 
the samples; 

(C) A description of the methods and equipment used to 
take the samples; 

(D) The name and address of the laboratory facility at 
which analyses of the samples were performed; 

(E) A description of the analytical methods used, includ- 
ing any cleanup and sample preparation methods; and 

(F) All laboratory analytical results used to determine 
compliance with the contaminant limits specified in this sub- 
section (3)(pp). 

(qq) Debris. Provided the debris does not exhibit a char- 
acteristic identified in WAC 173-303-090, the following 
materials are not subject to regulation under this chapter: 

(i) Hazardous debris that has been treated using one of 
the required extraction or destruction technologies specified 
in Table 1 of 40 C.F.R. section 268.45, which is incorporated 
by reference at WAC 173-303-140 (2)(a); persons claiming 
this exclusion in an enforcement action will have the burden 
of proving by clear and convincing evidence that the material 
meets all of the exclusion requirements; or 

(ii) Debris that the department, considering the extent of 
contamination, has determined is no longer contaminated 
with hazardous waste. 

(rr) Solvent-contaminated wipes that are sent for clean- 
ing and reuse are not solid wastes from the point of genera- 
tion, provided that: 

(i) The solvent-contaminated wipes, when accumulated, 
stored, and transported, are contained in nonleaking, closed 
containers that are labeled "Excluded Solvent-Contaminated 
Wipes." The containers must be able to contain free liquids, 
should free liquids occur. During accumulation, a container is 
considered closed when there is complete contact between 
the fitted lid and the rim, except when it is necessary to add or 
remove solvent-contaminated wipes. When the container is 
full, or when the solvent-contaminated wipes are no longer 
being accumulated, or when the container is being trans- 
ported, the container must be sealed with all lids properly and 
securely affixed to the container and all openings tightly 
bound or closed sufficiently to prevent leaks and emissions; 

(11) The solvent-contaminated wipes may be accumu- 
lated by the generator for up to one hundred eighty days from 
the accumulation start date for each container prior to being 
sent for cleaning; 

(iii) At the point of being sent for cleaning on site or at 
the point of being transported off site for cleaning, the sol- 
vent-contaminated wipes must contain no free liquids as 
defined in WAC 173-303-040; 

(iv) Free liquids removed from the solvent-contaminated 
wipes or from the container holding the wipes must be man- 
aged according to the applicable regulations found in this 
chapter if the solvent designates as a dangerous waste; 

(v) Generators must maintain at their site for five years 
the following documentation: 

(A) Name and address of the laundry or dry cleaner that 
is receiving the solvent-contaminated wipes; 

(B) Documents proving that the one hundred eighty-day 
accumulation time limit in (rr)(ii) of this subsection is being 
met; 
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(C) Description of the process the generator is using to 
ensure the solvent-contaminated wipes contain no free liq- 
uids at the point of being laundered or dry cleaned on site or 
at the point of being transported off site for laundering or dry 
cleaning; 

(vi) The solvent-contaminated wipes are sent to a laun- 
dry or dry cleaner whose discharge, if any, is regulated under 
sections 301 and 402 or section 307 of the Clean Water Act. 

(ss) Solvent-contaminated wipes, except for wipes that 
are dangerous waste due to the presence of trichloroethylene, 
that are sent for disposal are not dangerous wastes from the 
point of generation, provided that: 

(i) The solvent-contaminated wipes, when accumulated, 
stored, and transported, are contained in nonleaking, closed 
containers that are labeled "Excluded Solvent-Contaminated 
Wipes." The containers must be able to contain free liquids, 
should free liquids occur. During accumulation, a container is 
considered closed when there is complete contact between 
the fitted lid and the rim, except when it is necessary to add or 
remove solvent-contaminated wipes. When the container is 
full, or when the solvent-contaminated wipes are no longer 
being accumulated, or when the container is being trans- 
ported, the container must be sealed with all lids properly and 
securely affixed to the container and all openings tightly 
bound or closed sufficiently to prevent leaks and emissions; 

(11) The solvent-contaminated wipes may be accumu- 
lated by the generator for up to one hundred eighty days from 
the start date of accumulation for each container prior to 
being sent for disposal; 

(iii) At the point of being transported for disposal, the 
solvent-contaminated wipes must contain no free liquids as 
defined in WAC 173-303-040; 

(iv) Free liquids removed from the solvent-contaminated 
wipes or from the container holding the wipes must be man- 
aged according to the applicable regulations found in this 
chapter if the solvent designates as a dangerous waste; 

(v) Generators must maintain at their site for five years 
the following documentation: 

(A) Name and address of the permitted treatment, stor- 
age, and disposal facility that is receiving the solvent-con- 
taminated wipes; 

(B) Documentation that the one hundred eighty-day 
accumulation time limit in (ss)(ii) of this subsection is being 
met; 

(C) Description of the process the generator is using to 
ensure solvent-contaminated wipes contain no free liquids at 
the point of being transported for disposal; 

(vi) The solvent-contaminated wipes are sent for dis- 
posal: 

(A) To a dangerous waste landfill regulated under WAC 
173-303-280 through 173-303-400; or 

(B) To a dangerous waste combustor, boiler, or industrial 
furnace regulated under 40 C.F.R. Parts 264, 265, or 266, 
Subpart H. 

(tt) Airbag waste. 

(i) Airbag waste at the airbag waste handler or during 
transport to an airbag waste collection facility or designated 
facility provided that: 

(A) The airbag waste is accumulated in a quantity of no 
more than two hundred fifty airbag modules or airbag infla- 
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tors and for no longer than one hundred eighty days, which- 
ever comes first; 

(B) The airbag waste is packaged in a container designed 
to_address the hazard posed by the airbag waste and labeled 
"Airbag Waste - Do Not Reuse": 

(C) The airbag waste is sent directly to either: 

(I) An airbag waste collection facility in the United 
States under the control of a vehicle manufacturer or their 
authorized representative, or under the control of an autho- 
rized party administering a remedy program in response to a 
recall under the National Highway Traffic Safety Adminis- 
tration; 

(ID A designated facility as defined in WAC 173-303- 
040; 


(D) The transport of the airbag waste complies with all 
applicable U.S. Department of Transportation regulations in 
49 C.F.R. Part 171 through 180 during transit; 

(E) The airbag waste handler maintains at the handler 
facility for no less than five years records of all off-site ship- 
ments of airbag waste and all confirmations of receipt from 
the receiving facility. For each shipment, these records must, 
at a minimum, contain the name of the transporter and date of 
the shipment; name and address of receiving facility; and the 
type and quantity of airbag waste (1.e., airbag modules or air- 
bag inflators) in the shipment. Confirmations of receipt must 
include the name and address of the receiving facility; the 
types and quantity of the airbag waste (1.e., airbag modules or 
airbag inflators) received; and the date which it was received. 
Shipping records and confirmations of receipt must be made 
available for inspection upon request by an authorized state 
inspector and may be satisfied by routine business records 
(e.g., electronic or paper financial records, bills of lading, 
copies of DOT shipping papers, or electronic confirmations 
of receipt); 

(11) Once the airbag waste arrives at an airbag waste col- 
lection facility or designated facility, it becomes subject to all 
applicable dangerous waste regulations of this chapter, and 
the facility receiving airbag waste is considered the danger- 
ous waste generator for the purposes of the dangerous waste 
regulations and must comply with the requirements of WAC 
173-303-060, 173-303-070, and 173-303-169 through 173- 
303-210; 

(111) Reuse in vehicles of defective airbag modules or 
defective airbag inflators subject to a recall under the 
National Highway Traffic Safety Administration or managed 
under the exclusion is considered sham recycling and prohib- 
ited under WAC 173-303-016(8). 


AMENDATORY SECTION (Amending WSR 15-01-123, 
filed 12/18/14, effective 1/18/15) 


WAC 173-303-073 Conditional exclusion of special 
wastes. (1) Purpose and applicability. Special wastes pose a 
relatively low hazard to human health and the environment. 
The department believes that special wastes can be safely 
managed with a level of protection that is intermediate 
between dangerous and nondangerous solid wastes. This sec- 
tion establishes a conditional exclusion for the management 
of special wastes. The definition for special waste is found in 
WAC 173-303-040. 
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(2) Exclusion. Special wastes are excluded from the 
requirements of chapter 173-303 WAC, except for WAC 
173-303-050; 173-303-060; 173-303-140 (4)(c); 173-303- 
145; 173-303-960; and 173-303-510 excluding subsections 
(4)(a), Noa, (5), (6)(c), and (6)(d). In addition, special 
waste must be treated as dangerous waste for purposes of pol- 
lution prevention planning as required in chapters 173-307 
and 173-305 WAC. Special wastes will not be considered as 
dangerous waste, provided they are managed in accordance 
with the standards in this subsection and provided they are 
disposed, legitimately recycled, or treated on-site consistent 
with the requirements of WAC 173-303-170 ((6)€e))) 
(2)(b)(v). 

(a) Generators may not accumulate special waste on-site 
for more than one hundred eighty days from the date the 
quantity of waste exceeds two thousand two hundred pounds. 
The generator must keep a written record showing the dates 
when accumulation of the wastes began; 

(b) During accumulation, special waste must be stored in 
a manner to prevent releases to the environment. This 
includes, but is not limited to, storing wastes in compatible 
containers, on impermeable surfaces, or in secondary con- 
tainment structures, etc.; 

(c) Facilities that receive special waste for recycling 
must meet the requirements of (b) of this subsection and store 
special wastes for no more than one hundred eighty days. 

(d) All workers handling special wastes must be 
informed of the waste's potential hazard, either through 
worker training, health and safety plans, or notification of 
workers on a case-by-case basis; 

(e) Special wastes must be transported directly from their 
site of generation to any off-site recycling, treatment, or dis- 
posal destination. The wastes must not pass through any 
intermediate solid waste processing facility, such as a transfer 
station, unless: 

(i) The transfer station operator has made specific provi- 
sions for managing special waste by physical segregation, 
packing, or other means to ensure that workers and the public 
are not exposed to the waste stream at the transfer station; 

(ii) The provisions are reflected in the facilities operating 
plans; 

(iii) The plans have been approved by the transfer sta- 
tion's solid waste permitting authority; 

(iv) The transfer station operator has informed workers 
of the wastes' potential hazard according to (d) of this subsec- 
tion; and 

(v) The waste is stored no more than thirty days at the 
transfer station, unless a longer storage time is approved by 
the solid waste permitting authority. 

(f) A document must accompany special waste during 
transit which identifies the type and amount of special waste, 
its place of origin, the identity of the generator, and the facil- 
ity to which it is directed. An example form is provided in 
WAC 173-303-9906. The generator and the receiving facility 
must maintain a record of the facilities receipt of the special 
waste for at least five years; 

(g) If a special waste being offered for transportation 
meets the definition of hazardous materials under 49 C.F.R. 
Parts 171 through 180, then the generator must package, 
label, mark and placard the shipment, and prepare the proper 
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shipping papers in accordance with applicable Department of 
Transportation regulations in 49 C.F.R. Parts 172 through 
180; 

(h) Disposal of special waste must be in landfill units 
which: 

(i) Are permitted in accordance with chapter 173-351 
WAC, provided that an engineered liner with leachate collec- 
tion is used to meet the alternative design requirements of 
WAC 173-351-300, or are permitted under WAC 173-303- 
800 through 173-303-840 or if out-of-state under 40 C.F.R. 
Part 258 or Part 270; and 

(ii) Are not currently undergoing corrective action under 
WAC 173-351-440(7), 40 C.F.R. 258.56, or a similar 
requirement in state regulations approved by the United 
States EPA pursuant to 42 U.S.C. 6945 (c)(1)(B). 

(3) Reserve. 


AMENDATORY SECTION (Amending WSR 09-14-105, 
filed 6/30/09, effective 7/31/09) 


WAC 173-303-081 Discarded chemical products. (1) 
A waste will be designated as a dangerous waste and assigned 
a "P" or "U" code if it is handled in any of the manners 
described in (e) of this subsection, and if it is a residue from 
the management of: 

(a) A commercial chemical product or manufacturing 
chemical intermediate (see definition in WAC 173-303-040) 
which has the generic name listed in the discarded chemical 
products list, WAC 173-303-9903; 

(b) An off-specification commercial chemical product or 
manufacturing chemical intermediate which if it had met 
specifications would have the generic name listed in the dis- 
carded chemical products list, WAC 173-303-9903; 

(c) Any containers, inner liners, or residue remaining in 
a container or in an inner liner removed from a container that 
has held any commercial chemical product or manufacturing 
chemical intermediate that has, or any off-specification com- 
mercial chemical product or manufacturing chemical inter- 
mediate which if it had met specifications would have, the 
generic name listed on the "P" or "U" discarded chemical 
products list of WAC 173-303-9903, unless the containers or 
inner liners are empty as described in WAC 173-303-160(2) 
or 173-303-555(8); 

(d) Any residue or contaminated soil, water, or other 
debris resulting from the cleanup of a spill of a commercial 
chemical product or manufacturing chemical intermediate 
which has, or of an off-specification commercial chemical 
product or manufacturing chemical intermediate which if it 
had met specifications would have, the generic name listed in 
the discarded chemical products list, WAC 173-303-9903; 

(e) The materials or items described in (a), (b), (c), and 
(d) of this subsection are dangerous wastes when they are: 

(i) Discarded or intended to be discarded as described in 
WAC 173-303-016 (3)(b)(i); 

(11) Burned for purposes of energy recovery in lieu of 
their original intended use; 

(111) Used to produce fuels in lieu of their original 
intended use; 

(iv) Applied to the land in lieu of their original intended 
use; or 
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(v) Contained in products that are applied to the land in 
lieu of their original intended use. 


(2) Quantity exclusion limits: 


(a) A person with a waste or wastes (including residues 
from the management of wastes) identified in subsection (1) 
of this section, will be a dangerous waste generator (and may 
not be considered a small quantity generator as ((previded)) 
determined in WAC ((473-303-970€8))) 173-303-169(3)) if 
the amount of his waste exceeds the following quantity 
exclusion limits: 


(i) For chemicals designated on the "P" discarded chem- 
ical products list of WAC 173-303-9903 - 2.2 Ibs. (1.0 kg) per 
month or per batch. Such wastes are designated DW and are 
identified as acute hazardous wastes; 


(ii) For chemicals, and for residues from the cleanup of 
spills involving chemicals, designated on the "U" discarded 
chemical products list of WAC 173-303-9903 - 220 lbs. (100 
kg) per month or per batch. Such wastes are designated DW; 


(iii) For containers or inner liners which held any chem- 
ical designated on the "P" discarded chemical products list of 
WAC 173-303-9903 - 2.2 Ibs. (1.0 kg) of residue remaining 
in the containers or inner liners per month or per batch unless 
the containers or inner liners meet the definition of empty and 
have been triple rinsed as described in WAC 173-303-160(2). 
Such wastes are designated DW and are identified as acute 
hazardous wastes; 


(iv) For residues, contaminated soil, water, or other 
debris resulting from the cleanup of a spill, into or on any 
land or water, of any chemical designated on the "P" dis- 
carded chemical products list of WAC 173-303-9903 - 220 
Ibs. (100 kg) per month or per batch. Such wastes are desig- 
nated DW and are identified as acute hazardous wastes. 


(b) A person's total monthly waste quantity is the sum of 
all their wastes which share a common quantity exclusion 
limit (e.g., the total quantity of all discarded chemical prod- 
ucts with a 2.2 pound QEL, the total quantity of all residues 
contaminated by discarded chemical products with a 2.2 
pound QEL, etc.) which were generated during a month or a 
batch operation at each specific waste generation site. 


(3) Dangerous waste numbers and mixtures. A waste that 
has been designated as a discarded chemical product danger- 
ous waste must be assigned the dangerous waste number or 
numbers listed in WAC 173-303-9903 next to the generic 
chemical or chemicals that caused the waste to be designated. 
A mixture of a solid waste with a waste that would be desig- 
nated as a discarded chemical product under this section must 
be designated. The mixture designation is the same as the 
designation for the discarded chemical product that was 
mixed with the solid waste unless it has been excluded under 
WAC 173-303-070 (2)(c). For example, a mixture containing 
2.2 Ibs. (1 kg) of Aldrin (dangerous waste number P004, DW 
designation, QEL of 2.2 lbs.) and 22 lbs. (10 kg) of a solid 
waste, would be designated DW, and identified as acute haz- 
ardous waste. The mixture would have the dangerous waste 
number P004. 


(4) Reserve. 
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AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-082 Dangerous waste sources. (1) The 
dangerous waste sources list appears in WAC 173-303-9904. 
Any waste that is listed or is a residue from the management 
of a waste listed on the dangerous waste sources list must be 
designated a dangerous waste, and identified as DW. Danger- 
ous waste sources codes include WPCB or codes that begin 
with an "F" or "K." 

(2) Quantity exclusion limit. A person whose waste is 
listed in WAC 173-303-9904 (including residues from the 
management of such wastes) is a dangerous waste generator 
(and may not be considered a small quantity generator as pro- 
vided in WAC ((443303-0708))) 173-303-170(2)) if the 
amount of their waste exceeds the following quantity exclu- 
sion limits: 

(a) 2.2 lbs. (1 kg) per month or per batch for wastes listed 
with the dangerous waste numbers F020, F021, F022, F023, 
F026, or F027. These wastes are designated DW and identi- 
fied as acute hazardous wastes; 

(b) 220 lbs. (100 kg) per month or per batch of any resi- 
due or contaminated soil, water, or other debris resulting 
from the cleanup of a spill, into or on any land or water of a 
waste listed in (a) of this subsection, or of an acute hazardous 
waste listed in WAC 173-303-9904 under specific sources 
("K" wastes). Note: Acute hazardous K listed wastes are fol- 
lowed by an "H." These wastes are designated DW and iden- 
tified as acute hazardous wastes; or 

(c) 220 lbs. (100 kg) per month or per batch for all other 
wastes. 

(3) Care should be taken in the proper designation of 
these wastes and of mixtures of these wastes and solid 
wastes. A mixture of a solid waste with a waste that would be 
designated as a dangerous waste source under this section 
must be designated as a dangerous waste source unless it has 
been excluded under WAC 173-303-070 (2)(c). The mixture 
has the same designation (DW), and the same dangerous 
waste number as the dangerous waste source which was 
mixed with the solid waste. 

(4) 40 C.F.R. Part 261 Appendix VII Basis for Listing 
Hazardous Waste is adopted by reference. 


AMENDATORY SECTION (Amending WSR 15-01-123, 
filed 12/18/14, effective 1/18/15) 


WAC 173-303-090 Dangerous waste characteristics. 
(1) Purpose. The purpose of this section is to set forth charac- 
teristics which a solid waste might exhibit and which would 
cause that waste to be a dangerous waste. 

(2) Representative samples. The department will con- 
sider a sample obtained using any of the applicable sampling 
methods described in WAC 173-303-110(2), sampling and 
testing methods, to be a representative sample. 

(3) Equivalent test methods. The testing methods speci- 
fied in this section are the only acceptable methods, unless 
the department approves an equivalent test method in accor- 
dance with WAC 173-303-910(2). 

(4) Quantity exclusion limit. A solid waste is a danger- 
ous waste if it exhibits one or more of the dangerous waste 
characteristics described in subsections (5), (6), (7), and (8) 
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of this section. If a person's solid waste exhibits one or more 
of these characteristics, then he or she is a dangerous waste 
generator (and may not be considered a small quantity gener- 
ator as provided in WAC ((443-393-0708})) 173-303-170 
(2)) if the quantity of their waste exceeds 220 lbs. (100 kg) 
per month or per batch. 

(5) Characteristic of ignitability. 

(a) A solid waste exhibits the characteristic of ignitabil- 
ity if a representative sample of the waste has any of the fol- 
lowing properties: 

(i) It is a liquid, other than an aqueous solution contain- 
ing less than 24 percent alcohol by volume, and has a flash 
point less than 60 degrees C (140 degrees F), as determined 
by a Pensky-Martens Closed Cup Tester, using the test 
method specified in ASTM Standard D93-06, or a Setaflash 
Closed Cup Tester, using the test method specified in ASTM 
Standard D3278-96 (2004)e1 as incorporated by reference at 
WAC 173-303-110 (3)(h)(v) and (vi); 

(ii) It is not a liquid and is capable, under standard tem- 
perature and pressure, of causing fire through friction, 
absorption of moisture or spontaneous chemical changes and, 
when ignited, burns so vigorously and persistently that it cre- 
ates a hazard; 

(iii) It is an ignitable compressed gas. 

(A) The term "compressed gas" applies to any material 
or mixture having in the container an absolute pressure 
exceeding 40 p.s.i. at 70 degrees F or, regardless of the pres- 
sure at 70 degrees F, having an absolute pressure exceeding 
104 p.s.i. at 130 degrees F; or any liquid flammable material 
having a vapor pressure exceeding 40 p.s.i. absolute at 100 
degrees F as determined by ASTM Test D-323. 

(B) A compressed gas must be characterized as ignitable 
if any one of the following occurs: 

(I) Either a mixture of 13 percent or less (by volume) 
with air forms a flammable mixture or the flammable range 
with air is wider than 12 percent regardless of the lower limit. 
These limits must be determined at atmospheric temperature 
and pressure. The method of sampling and test procedure 
must be acceptable to the Bureau of Explosives and approved 
by the director, Pipeline and Hazardous Materials Technol- 
ogy, U.S. Department of Transportation (see Note 2). 

(ID Using the Bureau of Explosives' Flame Projection 
Apparatus (see Note 1), the flame projects more than 18 
inches beyond the ignition source with valve opened fully, or 
the flame flashes back and burns at the valve with any degree 
of valve opening. 

(IH) Using the Bureau of Explosives' Open Drum Appa- 
ratus (see Note 1), there is any significant propagation of 
flame away from the ignition source. 

(IV) Using the Bureau of Explosives’ Closed Drum 
Apparatus (see Note 1), there is any explosion of the vapor- 
air mixture in the drum; or, 

(iv) It is an oxidizer. An oxidizer for the purpose of this 
subsection is a substance such as a chlorate, permanganate, 
inorganic peroxide, or a nitrate, that yields oxygen readily to 
stimulate the combustion of organic matter (see Note 4). 

An organic compound containing the bivalent -O-O- 
structure and which may be considered a derivative of hydro- 
gen peroxide where one or more of the hydrogen atoms have 
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been replaced by organic radicals must be classed as an 
organic peroxide unless: 

(A) It is a forbidden explosive as defined in 49 C.F.R. 
173.54, or a Class 1 explosive, Division 1.1, Division 1.2, 
Division 1.3, and Division 1.5, as defined in 49 C.F.R. 173. 
50, in which case it must be classed as an explosive; 

(B) The material is forbidden to be offered for transpor- 
tation according to 49 C.F.R. 172.101 and 49 C.F.R. 173.21; 

(C) It is determined that the predominant hazard of the 
material containing an organic peroxide is other than that of 
an organic peroxide; or 

(D) According to data on file with the Pipeline and Haz- 
ardous Materials Safety Administration in the U.S. Depart- 
ment of Transportation (see Note 3), it has been determined 
that the material does not present a hazard in transportation. 


Note 1: A description of the Bureau of Explosives' Flame Projection 
Apparatus, Open Drum Apparatus, Closed Drum Apparatus, 
and method of tests may be procured from the Bureau of 


Explosives. 


Note 2: As part of a U.S. Department of Transportation (DOT) reorga- 
nization, the Office of Hazardous Materials Technology 
(OHMT), which was the office listed in the 1980 publication of 
49 C.F.R. 173.300 for the purposes of approving sampling and 
test procedures for a flammable gas, ceased operations on Feb- 
ruary 20, 2005. OHMT programs have moved to the Pipeline 
and Hazardous Materials Safety Administration (PHMSA) in 


the DOT. 


As part of a U.S. Department of Transportation (DOT) reorga- 
nization, the Research and Special Programs Administration 
(RSPA), which was the office listed in the 1980 publication of 
49 C.F.R. 173.151a for the purposes of determining that a 
material does not present a hazard in transport, ceased opera- 
tions on February 20, 2005. RSPA programs have moved to the 
Pipeline and Hazardous Materials Safety Administration 
(PHMSA) in the DOT. 

The DOT regulatory definition of an oxidizer was contained in 
Sec. 173.151 of 49 C.F.R., and the definition of an organic per- 
oxide was contained in paragraph 173.151a. An organic perox- 
ide is a type of oxidizer. 


Note 3: 


Note 4: 


(b) A solid waste that exhibits the characteristic of ignit- 
ability must be designated DW, and assigned the dangerous 
waste number of D001. 

(6) Characteristic of corrosivity. 

(a) A solid waste exhibits the characteristic of corrosivity 
if a representative sample of the waste has any one or more of 
the following properties: 

(1) It is aqueous and has a pH less than or equal to 2, or 
greater than or equal to 12.5, as determined by a pH meter 
using Method 9040C in "Test Methods for Evaluating Solid 
Waste, Physical/Chemical Methods," EPA Publication SW- 
846, as incorporated by reference in WAC 173-303-110 (3) 
(a); 

(ii) It is liquid and corrodes steel (SAE 1020) at a rate 
greater than 0.250 inch (6.35 mm) per year at a test tempera- 
ture of 55 degrees C (130 degrees F) as determined by the test 
method specified in NACE (National Association of Corro- 
sion Engineers) Standard TM0169-2000 as standardized in 
"Test Methods for Evaluating Solid Waste, Physical/Chemi- 
cal Methods," (Method 1110A) EPA Publication SW-846, as 
incorporated by reference in WAC 173-303-110 (3)(a); or 

(iii) It is solid or semisolid which, upon testing using 
Method 9045D in "Test Methods for Evaluating Solid Waste, 


Proposed 


Washington State Register, Issue 20-08 


Physical/Chemical Methods" (SW 846), results in a pH less 
than or equal to 2, or greater than or equal to 12.5. 

(b) A solid waste that exhibits the characteristic of corro- 
sivity because: 

(i) It has either of the properties described in (a)(i) or (ii) 
of this subsection will be designated DW, and assigned the 
dangerous waste number of D002; 

(11) It only has the property described in (a)(iii) of this 
subsection will be designated DW, and assigned the danger- 
ous waste number of WSC2. 

(7) Characteristic of reactivity. 

(a) A solid waste exhibits the characteristic of reactivity 
if a representative sample of the waste has any of the follow- 
ing properties: 

(i) It is normally unstable and readily undergoes violent 
change without detonating; 

(ii) It reacts violently with water; 

(iii) It forms potentially explosive mixtures with water; 

(iv) When mixed with water, it generates toxic gases, 
vapors or fumes in a quantity sufficient to present a danger to 
human health or the environment; 

(v) It is a cyanide or sulfide bearing waste which, when 
exposed to pH conditions between 2 and 12.5 can generate 
toxic gases, vapors or fumes in a quantity sufficient to present 
a danger to human health or the environment; 

(vi) It is capable of detonation or explosive reaction if it 
is subjected to a strong initiating source or if heated under 
confinement; 

(vii) It is readily capable of detonation or explosive 
decomposition or reaction at standard temperature and pres- 
sure; or 

(viii) It is a forbidden explosive as defined in 49 C.F.R. 
173.54, or a Class 1 explosive, Division 1.1, Division 1.2, 
Division 1.3, and Division 1.5, as defined in 49 C.F.R. 173.50 
and 173.53. 

(b) A solid waste that exhibits the characteristic of reac- 
tivity must be designated DW, and assigned the dangerous 
waste number of D003. 

(8) Toxicity characteristic. 

(a) A solid waste exhibits the characteristic of toxicity if, 
using the Toxicity Characteristic Leaching Procedure 
(TCLP), test Method 1311 in "Test Methods for Evaluating 
Solid Waste, Physical/Chemical Methods," EPA Publication 
SW-846, as incorporated by reference in WAC 173-303-110 
(3)(a), the extract from a representative sample of the waste 
contains any of the contaminants listed in the toxicity charac- 
teristic list in (c) of this subsection, at concentrations equal to 
or greater than the respective value given in the list. When the 
waste contains less than 0.5 percent filterable solids, the 
waste itself, after filtering using the methodology outlined in 
Method 1311, is considered to be the extract for the purpose 
of this subsection. 

(b) A solid waste that exhibits the toxicity characteristic 
has the dangerous waste number specified in the list which 
corresponds to the toxic contaminant causing it to be danger- 
ous. 

(c) Toxicity characteristic list. Any waste that contains 
contaminants which occur at concentrations at or above the 
DW threshold must be designated DW. 
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TOXICITY CHARACTERISTICS LIST: 


Maximum Concentration of Contaminants 
for the Toxicity Characteristic 


Dangerous (Chemical 
Waste Abstracts DW 
Number Contaminant Services #) (mg/L) 
D004 Arsenic (7440-38-2) 5.0 
D005 Barium (7440-39-3) 100.0 
D018 Benzene (71-43-2) 0.5 
D006 Cadmium (7440-43-9) 1.0 
D019 Carbon tetrachloride (56-23-5) 0.5 
D020 Chlordane (57-74-9) 0.03 
D021 Chlorobenzene (108-90-7) 100.0 
D022 Chloroform (67-66-3) 6.0 
D007 Chromium (7440-47-3) 5.0 
D023 o-Cresol (95-48-7) 

11/ 200.0 
D024 m-Cresol (108-39-4) 

/1/ 200.0 
D025 p-Cresol (106-44-5) 

/1/ 200.0 
D026 Cresol /1/ 200.0 
D016 2,4-D (94-75-7) 10.0 
D027 1,4-Dichlorobenzene (106-46-7) 7.5 
D028 1,2-Dichloroethane (107-06-2) 0.5 
D029 1,1-Dichloroethylene (75-35-4) 0.7 
D030 2,4-Dinitrotoluene (121-14-2) 

/2/ 0.13 
D012 Endrin (72-20-8) 0.02 
D031 Heptachlor (and its (76-44-8) 0.008 

epoxide) 

D032 Hexachlorobenzene (118-74-1) 

/2/ 0.13 
D033 Hexachlorobutadiene (87-68-3) 0.5 
D034 Hexachloroethane (67-72-1) 3.0 
D008 Lead (7439-92-1) 5.0 
D013 Lindane (58-89-9) 0.4 
D009 Mercury (7439-97-6) 0.2 
D014 Methoxychlor (72-43-5) 10.0 
D035 Methyl ethyl ketone (78-93-3) 200.0 
D036 Nitrobenzene (98-95-3) 2.0 
D037 Pentachlorophenol (87-86-5) 100.0 
D038 Pyridine (110-86-1) 

/2/ 5.0 
D010 Selenium (7782-49-2) 1.0 
D011 Silver (7440-22-4) 5.0 
D039 Tetrachloroethylene (127-18-4) 0.7 
D015 Toxaphene (8001-35-2) 0.5 
D040 Trichloroethylene (79-01-6) 0.5 
D041 2,4,5-Trichlorophenol (95-95-4) 400.0 
D042 2,4,6-Trichlorophenol (88-06-2) 2.0 
D017 2,4,5-TP (Silvex) (93-72-1) 1.0 
D043 Vinyl chloride (75-01-4) 0.2 


/1/ If0-, m-, and p-Cresol concentrations cannot be differentiated, the 
total cresol (D026) concentration is used. 


/2/ At the time the TC rule was adopted, the quantitation limit was 
greater than the calculated regulatory level. The quantitation limit 
therefore became the regulatory level. 


AMENDATORY SECTION (Amending WSR 15-01-123, 
filed 12/18/14, effective 1/18/15) 


WAC 173-303-100 Dangerous waste criteria. (1) Pur- 
pose. The purpose of this section is to describe methods for 
determining if a solid waste is a dangerous waste by the crite- 
ria set forth in this section. The dangerous waste criteria con- 
sist of: 

(a) Toxic dangerous wastes; and 

(b) Persistent dangerous wastes. 

(2) References. The following toxicity data sources are 
adopted by reference: 

(a) The National Institute for Occupational Safety and 
Health's (NIOSH) Registry of Toxic Effects of Chemical 
Substances (RTECS), Superintendent of Documents, U.S. 
Government Printing Office, Washington, DC 20402. 

(b) The United States Environmental Protection Agency, 
Ecotoxicology Database (ECOTOX), Mid-Continent Ecol- 
ogy Division, 6201 Congdon Boulevard, Duluth, MN 55804. 

(c) The United States National Library of Medicine Tox- 
icology Data Network, Hazardous Substance Database 
(HSDB), 8600 Rockville Pike, Bethesda, MD 20894. 

(3) A person must use data that are available to him or 
her, and, when such data are inadequate for the purposes of 
this section, must refer to the references identified in WAC 
173-303-100(2) to determine: 

(a) Toxicity data or toxic category for each known con- 
stituent in the waste; 

(b) Whether or not each known constituent of the waste 
is a halogenated organic compound or a polycyclic aromatic 
hydrocarbon as defined in WAC 173-303-040. 

(4) Quantity exclusion limit. A solid waste is a danger- 
ous waste if it meets one or more of the dangerous waste cri- 
teria described in subsections (5) and (6) of this section. If a 
person's solid waste meets one or more of these criteria then 
he or she is a dangerous waste generator (and may not be con- 
sidered a small quantity generator as provided in WAC 
((473-303-070€8})) 173-303-170(2)) if the quantity of the 
waste exceeds the following quantity exclusion limits: 

(a) For toxic dangerous wastes designated as EHW 
(WTO1), the quantity exclusion limit is 2.2 lbs. per month. 

(b) For any WTO1 residue or contaminated soil, water, or 
other debris resulting from the clean up of a spill, into or on 
any land or water, the quantity exclusion limit is 220 lbs. per 
month. 

(c) For all other wastes designating under this section the 
quantity exclusion limit is 220 lbs. (100 kg) per month or per 
batch. 

(5) Toxicity criteria. Except as provided in WAC 173- 
303-070 (4) or (5), a person must determine if a solid waste 
meets the toxicity criteria under this section by following 
either the instructions for book designation, when his knowl- 
edge of the waste is sufficient, or by testing the waste using 
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the biological testing methods adopted under WAC 173-303- 
110(3). 

(a) Except as provided in WAC 173-303-070(4), if a per- 
son knows only some of the toxic constituents in the waste or 
only some of the constituent concentrations, and if the waste 
is undesignated for those known constituents or concentra- 
tions, then the waste is not designated for toxicity under this 
subsection. 

(b) Book designation procedure. A person may deter- 
mine if a waste meets the toxicity criteria by following the 
book designation instructions as follows: 

(1) A person must determine the toxic category for each 
known constituent. The toxic category for each constituent 
may be determined from available data, for example, Regis- 
try for Toxic Effects of Chemical Substances (RTECS), Haz- 
ardous Substances Data Bank (HSDB), and Ecotoxicology 
database (ECOTOX). The toxic category should then be 
identified, using the table below. If data are available for 
more than one test endpoint (that is, fish, oral rat, inhalation 
rat, or dermal rabbit), the value with the highest toxicity must 
be used. Similarly, 1f toxicity data do not agree on the same 
toxic category within the same test endpoint, the value with 
the highest toxicity must be used.* Finally, if toxicity data for 
a constituent cannot be found in reasonably available sources 
(for example, RTECS, HSDB or ECOTOX), the toxic cate- 
gory for that constituent need not be determined. 


TOXIC CATEGORY TABLE 
Inhalation Dermal 
Toxic Fish Oral Rat Rat Rabbit 
Category LCso(mg/L)? LDso(mg/kg) LCso(mg/L)*  LDsp(mg/kg) 

X <0.01 <0.5 <0.02 <2 
A 0.01 - <0.1 0.5-<5 0.02 - <0.2 2 -<20 
B 0.1 -<1l 5 -<50 0.2 - <2 20 - <200 
C 1-<10 50 - <500 2 -<20 200 - <2000 
D 10 - 100 500 - 5000 20 - 200 2000 - 20,000 


a These four test endpoints are defined in WAC 173-303-040. 

b Fish LCsq data must be derived from an exposure period greater 
than or equal to twenty-four hours. A hierarchy of species LCs 
data should be used that includes (in decreasing order of prefer- 
ence) salmonids, fathead minnows, and other fish species. 

¢ — Inhalation Rat LCs data must be derived from an exposure 


period greater than or equal to one hour. 


(11) A person whose waste contains one or more toxic 
constituents must determine the equivalent concentration for 
the waste from the following formula: 


Equivalent EX% + YA% + YB% + YC% + YD% 
Concentration (%) = 1 10 100 1000 10,000 


where >'(X,A,B,C, or D)% is the sum of all the concentration 
percentages for a particular toxic category. 


Example 1. A person's waste contains: Aldrin (A Cate- 
gory) - .01%; Endrin (A Category) - 1%; Benzene (D Cate- 
gory) - 4%; Phenol (C Category) - 2%; Dinoseb (B Category) 
- 5%; Water (nontoxic) - 87%. The equivalent concentration 
(E.C.) would be: 
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E.C.(%) = 0% + (0.01%+1.0%) + 5.0% + 2.0% + 4.0% 
1 10 100 1000 10,000 
0% + 0.101% + 0.05% + 0.002% + 0.0004% = 0.1534% 


So the equivalent concentration equals 0.1534%. 


(111) A person whose waste contains toxic constituents 
must determine its designation according to the value of the 
equivalent concentration: 

(A) If the equivalent concentration is less than 0.001%, 
the waste is not a toxic dangerous waste; or 

(B) If the equivalent concentration is equal to or greater 
than 0.001% and less than 1.0%, the person will designate the 
waste as DW and assign the dangerous waste number WT02; 
and 

(C) If the equivalent concentration is equal to or less than 
0.01%, the DW may also be a special waste; or 

(D) If the equivalent concentration is equal to or greater 
than 1.0%, the person will designate the waste as EHW and 
assign the dangerous waste number WTO1. 


Example 1. Continued. The equivalent concentration of 
0.1534% (from Example 1. above) is greater than 0.001% 
and less than 1.0%. The waste is DW and the dangerous 
waste number WT02 must be assigned. 


(1v) Reserve. 

(c) Designation from bioassay data. A person may deter- 
mine if a waste meets the toxicity criteria by following the 
bioassay designation instructions of either: 

(1) The DW bioassay. To determine if a waste is DW, a 
person must establish the toxicity category range of a waste 
by means of the 100 mg/L acute static fish test ((erthe S900 
me/ke-oralb+attest)), as described in the biological testing 
methods (bioassay) adopted in WAC 173-303-110(3). If data 
from the test indicates that the waste is DW, then the person 
will assign the dangerous waste number WT02. Otherwise, 
the waste is not regulated as toxic dangerous waste. No fur- 
ther testing must be done except as provided in WAC 173- 
303-070 (4) and (5), or if the person chooses to determine 
whether the waste is EHW, or in the case of state-only solid 
dangerous waste, if the person chooses to determine whether 
the waste is special waste; or 

(11) The EHW and special waste bioassay. To determine 
if a waste is EHW, a person must establish the toxicity of a 
waste by means of the fish bioassay at 10 mg/L ((er-the+at 
bieassay atS0m8Kg)), as described in the biological testing 
methods (bioassay) adopted in WAC 173-303-110(3). (NOTE: 
A fish bioassay at 1 mg/L corresponds with the definition of 
EHW, which includes toxic categories X-B. However, the 
fish bioassay is not reproducible at these low levels.) If data 
from the test indicates that the waste is EHW, then the person 
will assign the dangerous waste number WTO1. Otherwise, 
the waste will be designated DW, and the person will assign 
the dangerous waste number WT02. A person with state-only 
solid waste may choose to test a waste to determine if it is 
special waste. Testing levels for special waste must be at 10 
mg/L for the fish bioassay ((er500-meKe forthe oral zat bie- 
assay)). No further testing must be done except as provided in 
WAC 173-303-070 (4) and (5), or if the person chooses to 
test the waste in accordance with WAC 173-303-100 (5)(c)(@) 
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to determine if the waste is not regulated as toxic dangerous 
waste. 


(d) If the designation acquired from book designation 
and bioassay data do not agree, then bioassay data will be 
used to designate a waste. If a waste is designated as DW or 
EHW following the book designation procedure, a person 
may test the waste by means of the biological testing methods 
(bioassay) adopted under WAC 173-303-110(3((Gustug 
eitherthe-static-acutetish or the acute oralratmethed,)) to 
demonstrate that the waste is not a dangerous waste or should 
be designated as DW and not EHW. 


(e) A waste designated as DW by toxicity criteria must 
be assigned the dangerous waste number of WT02. A waste 
designated as EHW by toxicity criteria must be assigned the 
dangerous waste number of WTO1. 


(6) Persistence criteria. For the purposes of this section, 
persistent constituents are chemical compounds which are 
either halogenated organic compounds (HOC), or polycyclic 
aromatic hydrocarbons (PAH), as defined under WAC 173- 
303-040. Except as provided in WAC 173-303-070 (4) or (5), 
a person may determine the identity and concentration of per- 
sistent constituents by either applying knowledge of the 
waste or by testing the waste according to WAC 173-303-110 
(3)(c) Chemical Testing Methods for Designating Dangerous 
Waste Publication #97-407. 

(a) Except as provided in WAC 173-303-070(4), if a per- 
son knows only some of the persistent constituents in the 
waste, or only some of the constituent concentrations, and if 
the waste is undesignated for those known constituents or 
concentrations, then the waste is not designated for per- 
sistence under this subsection. 


(b) When a waste contains one or more halogenated 
organic compounds (HOC) for which the concentrations are 
known, the total halogenated organic compound concentra- 
tion must be determined by summing the concentration per- 
centages for all of the halogenated organic compounds for 
which the concentration is known. 


Example 2. A waste contains: Carbon tetrachloride - 
.009%; DDT - .012%; 1,1,1 - trichloroethylene - .020%. The 
total halogenated organic compound concentration would be: 

Total HOC Concentration (%) = .009% + .012% +.020% 
=.041% 

(c) A person whose waste contains polycyclic aromatic 
hydrocarbons (PAH) as defined in WAC 173-303-040, must 
determine the total PAH concentration by summing the con- 
centration percentages of each of the polycyclic aromatic 
hydrocarbons for which they know the concentration. 


Example 3. A person's waste contains: Chrysene - .08%; 
3,4 - benzo(a)pyrene - 1.22%. The total polycyclic aromatic 
hydrocarbon concentration would be: 


Total PAH Concentration (%) = .08% + 1.22% = 1.30% 


(d) A person whose waste contains halogenated organic 
compounds and/or polycyclic aromatic hydrocarbons must 
determine its designation from the persistent dangerous waste 
table. 
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PERSISTENT DANGEROUS WASTE TABLE 


At a total Then your waste's 
If your waste concentration designation, and 
contains... level of... waste # are... 
Halogenated 0.01% to 1.0% DW, WP02 
Organic Compounds greater than 1.0% EHW, WP01 
(HOC) 
Polycyclic Aromatic greater than 1.0% EHW*, WP03 
Hydrocarbons (PAH) 


*No DW concentration level for PAH. 


(7) Reserve. 


AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-110 Sampling, testing methods, and 
analyses. (1) Purpose. This section sets forth the testing 
methods to be used to comply with the requirements of this 
chapter. Quality control procedures specified by the testing 
method or an approved equivalent method must be followed 
for the analytical result to be considered valid for designa- 
tion. All methods and publications listed in this section are 
incorporated by reference. 

(2) Representative samples. 

(a) The methods and equipment used for obtaining repre- 
sentative samples of a waste will vary with the type and form 
of the waste. The department will consider samples collected 
using the sampling methods below or the most recent version 
of such methods for wastes with properties similar to the indi- 
cated materials, to be representative samples of the wastes: 

(1) Crushed or powdered material - ASTM Standard 
D346-04e1; 

(11) Extremely viscous liquid - ASTM Standard D140-01 
(2007); 

(111) Fly ash-like material - ASTM Standard D2234/ 
D2234M-03e1; 

(iv) Soil-like material - ASTM Standard D1452-80 
(2000); 

(v) Soil or rock-like material - ASTM Standard D420-98 
(2003); 

(vi) Containerized liquid wastes - "COLIWASA" 
described in SW-846, as incorporated by reference at WAC 
173-303-110 (3)(a), or the equivalent representative sam- 
pling method described in ASTM D5743-97 (2003). Per this 
method, the selection of an appropriate device must be best 
suited for the characteristics of the waste being sampled; and 

(vii) Liquid waste in pits, ponds, lagoons, and similar 
reservoirs - "Pond Sampler" described in SW-846, as incor- 
porated by reference at WAC 173-303-110 (3)(a). 

(b) Copies of these representative sampling methods are 
available from the department except for the ASTM stan- 
dards which can be obtained by writing to: 


ASTM 
100 Barr Harbor Drive 
West Conshohocken, PA 19428-2959 


(3) Test procedures. Copies of the test procedures listed 
in this subsection can be obtained by writing to the appropri- 
ate address below: 
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For copies of Department of Ecology test methods: 


Attn: Test Procedures 

Hazardous Waste Section 
Department of Ecology 

P.O. Box 47600 

Olympia, Washington 98504-7600 


For copies of SW-846, including updates, and 40 C.F.R. 
Part 261: 


Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 
202-512-1800 


For copies of ASTM methods: 


ASTM 
100 Barr Harbor Drive 
West Conshohocken, PA 19428-2959 


For copies of APTI methods: 


APTI 

National Technical Information Service 
5285 Port Royal Road 

Springfield, VA 22161 


The document titles and included test procedures are as fol- 
lows: 

(a) Test Methods for Evaluating Solid Waste, Physical/ 
Chemical Methods, EPA Publication, SW-846 (Third Edition 
(November 1986) as amended by Updates I (dated July 
1992), II (dated September 1994), ITA (dated August 1993), 
IIB (dated January 1995), III (dated December 1996), IITA 
(dated April 1998), IIIB (dated July 2005), Update IVA and 
IVB (dated February 2007)), and Update V (dated August 
2015) which is incorporated by reference. The Third Edition 
of SW-846, as amended by Final Updates I, II, HA, IB, I, 
MA, IIB, IVA, IVB, ((and)) V, and VI, is available in porta- 
ble document format (PDF) on EPA's Office of Resource 
Conservation and Recovery web page at http://www.epa.gov/ 
hw-sw846; 

(b) Biological Testing Methods for the Designation of 
Dangerous Waste, Department of Ecology Publication #80- 
12, the latest revision, describing procedures for((+ 

4))) the static acute fish toxicity test((;and 

i ES ). 

(c) Chemical Test Methods for Designating Dangerous 
Waste, Department of Ecology Publication #97-407, 
((revised December2014)) the latest revision, describing 
methods for testing: 

(1) Ignitability; 

(11) Corrosivity; 

(111) Reactivity; 

(1v) Toxicity characteristic leaching procedure; 

(v) Halogenated organic compounds; and 

(vi) Polycyclic aromatic hydrocarbons. 

(d) (Reserved); 

(e)(1) The determination of Polychlorinated Biphenyls in 
Transformer Fluids and Waste Oils, EPA-600/4-81-045; and 
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(11) Analysis of Polychlorinated Biphenyls in Mineral 
Insulating Oils by Gas Chromatography, ASTM Standard 
D4059-00 (2005)e1. 

(f) Appropriate analytical procedures to determine 
whether a sample contains a given toxic constituent are spec- 
ified in Chapter Two, "Choosing the Correct Procedure" 
found in Test Methods for Evaluating Solid Waste, Physical/ 
Chemical Methods, EPA Publication SW-846; 

(g) The following publications for air emission standards 
(in addition to (a) of this subsection): 

(i) ASTM Standard Method for Analysis of Reformed 
Gas by Gas Chromatography, ASTM Standard D1946-90 
(2006). 

(11) ASTM Standard Test Method for Heat of Combus- 
tion of Hydrocarbon Fuels by Bomb Calorimeter (High-Pre- 
cision Method), ASTM Standard D4809-06. 

(111) ASTM Standard Practices for General Techniques 
of Ultraviolet-Visible Quantitative Analysis, ASTM Stan- 
dard E169-04. 

(iv) ASTM Standard Practices for General Techniques 
of Infrared Quantitative Analysis, ASTM Standard E168-06. 

(v) ASTM Standard Practice for Packed Column Gas 
Chromatography, ASTM Standard E260-96 (2006). 

(vi) ASTM Standard Test Method for Aromatics in Light 
Naphthas and Aviation Gasolines by Gas Chromatography, 
ASTM Standard D5580-02. 

(vii) ASTM Standard Test Method for Vapor Pressure- 
Temperature Relationship and Initial Decomposition Tem- 
perature of Liquids by Isoteniscope, ASTM Standard D2879- 
97 (2002)e1. 

(vii) "APTI Course 415: Control of Gaseous Emis- 
sions," EPA Publication EPA-450/2-81-005, December 
1981. 

(ix) API Manual of Petroleum Measurement Standards 
(MPMS) chapter 19.2 (API MPMS 19.2), Evaporative Loss 
from External Floating-Roof Tanks (formerly API Publica- 
tions 2517 and 2519), Third Edition, American Petroleum 
Institute, Washington D.C., October 2012. 

(h) The following publications: 

(1) "NFPA 30 Flammable and Combustible Liquids 
Code" (2015), available from the National Fire Protection 
Association, NFPA Headquarters, 1 Batterymarch Park, 
Quincy, MA 02169-7471. 

(11) U.S. EPA, "Screening Procedures for Estimating the 
Air Quality Impact of Stationary Sources, Revised," October 
1992, EPA Publication No. EPA-450/R-92-019, Environ- 
mental Protection Agency, Research Triangle Park, NC. 

(11) "ASTM Standard Test Methods for Preparing 
Refuse-Derived Fuel (RDF) Samples for Analyses of Met- 
als," ASTM Standard E926-94, Test Method C-Bomb, Acid 
Digestion Method, available from American Society for 
Testing Materials, 1916 Race Street, Philadelphia, PA 19103. 

(iv) Method 1664, Revision A, n-Hexane Extractable 
Material (HEM; Oil and Grease) and Silica Gel Treated n- 
Hexane Extractable Material (SGT-HEM; Nonpolar Mate- 
rial) by Extraction and Gravimetry. Available from NTIS, 
PB99-121949, U.S. Department of Commerce, 5285 Port 
Royal Road, Springfield, VA 22161. 

(v) ASTM Standard Test Methods for Flash Point of Liq- 
uids by Setaflash Closed Tester, ASTM Standard D3278-96 
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(2004)e1, available from American Society for Testing and 
Materials. 

(vi) ASTM Standard Test Methods for Flash Point by 
Pensky-Martens Closed Tester, ASTM Standard D93-06. 

(vii) API Manual of Petroleum Measurement Standards 
(MPMS) chapter 19.2 (API MPMS 19.2), Evaporative Loss 
from External Floating-Roof Tanks (formerly API Publica- 
tions 2517 and 2519), Third Edition, American Petroleum 
Institute, Washington D.C., October 2012. 

(4) Substantial changes to the testing methods described 
above will be made only after the department has provided 
adequate opportunity for public review and comment on the 
proposed changes. The department may, at its discretion, 
schedule a public hearing on the proposed changes. 

(5) Equivalent testing methods. Any person may request 
department approval for the use of an equivalent testing 
method by submitting a petition, prepared in accordance with 
WAC 173-303-910(2), to the department. 

(6) Reporting analytical results. Ecology requires that all 
test methods report their analytical results for solid and soil 
samples on a dry weight basis. Reporting on a dry weight 
basis compensates for variability in water content and pro- 
vides a consistent procedure for all analytical results pro- 
vided to ecology for designation purposes. 

(7) "Ground-Water Monitoring List" Appendix IX to 40 
C.F.R. Part 264 is replaced with the version in Appendix 5 of 
Chemical Test Methods for Designating Dangerous Waste, 
Department of Ecology Publication #97-407, revised Decem- 
ber 2014. The Appendix "Ground-Water Monitoring List" in 
Chemical Testing Methods includes the columns "Suggested 
methods" and "PQL." 


AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-140 Land disposal restrictions. (1) 
Purpose. 

(a) The purpose of this section is to encourage the best 
management practices for dangerous wastes according to the 
priorities of RCW 70.105.150 which are, in order of priority: 

(i) Reduction; 

(ii) Recycling; 

(111) Physical, chemical, and biological treatment; 

(1v) Incineration; 

(v) Stabilization and solidification; and 

(vi) Landfill. 

(b) This section identifies dangerous wastes that are 
restricted from land disposal, describes requirements for 
restricted wastes, and defines the circumstances under which 
a prohibited waste may continue to be land disposed. 

(c) For the purposes of this section, the term "landfill," as 
stated in the priorities of RCW 70.105.150, will be the same 
as the term "land disposal." Land disposal will be used in this 
section to identify the lowest waste management priority. 

(2) Applicability. 

The land disposal restrictions of this section apply to any 
person who owns or operates a dangerous waste treatment, 
storage, or disposal facility in Washington state and to any 
person who generates or transports dangerous waste. 


WSR 20-08-048 


(a) Land disposal restrictions for wastes designated in 
accordance with WAC 173-303-070 (3)((@));-44)--and)) 
(d)(1) through (iii) are the restrictions set forth by the Envi- 
ronmental Protection Agency in 40 C.F.R. Part 268 which are 
incorporated by reference into this regulation, as modified in 
(c) through (f) of this subsection, and the restrictions set forth 
in subsections (3) through (7) of this section. The words 
"regional administrator" (in 40 C.F.R.) will mean the "depart- 
ment," except for 40 C.F.R. Parts 268.5 and 268.6; 268 Sub- 
part B; 268.42(b) and 268.44 (a) through (g). The authority 
for implementing these excluded C.F.R. sections remains 
with the U.S. Environmental Protection Agency. The word 
"EPA" (in 40 C.F.R.) means "Ecology" at 40 C.F.R. 268. 
44(m) and 268.45(a). The exemption and exception provi- 
sions of subsections (3) through (7) of this section are not 
applicable to the federal land disposal restrictions. 

Where the federal regulations that have been incorpo- 
rated by reference refer to 40 C.F.R. 260.11, data provided 
under this section must instead meet the requirements of 
WAC 173-303-110. 

(b) Land disposal restrictions for state-only dangerous 
waste are the restrictions set forth in subsections (3) through 
(7) of this section. 

(c) Where 40 C.F.R. 268.7 (a)(1) is incorporated by ref- 
erence, delete the sentence "Alternatively, the generator must 
send the waste to a RCRA-permitted ((dangereus)) hazardous 
waste treatment facility, where the waste treatment facility 
must comply with the requirements of 264.13 of this chapter 
and ((268-7)) paragraph (b) of this section." 

(d) Where 40 C.F.R. 268.7 (a)(2) is incorporated by ref- 
erence: 

(i) Delete the words "or if the generator chooses not to 
make the determination of whether their waste must be 
treated" from the first sentence; and 

(ii) Delete the sentence "(Alternatively, if the generator 
chooses not to make the determination of whether the waste 
must be treated, the notification must include the EPA Haz- 
ardous Waste Numbers and Manifest Number of the first 
shipment and must state 'This hazardous waste may or may 
not be subject to the LDR treatment standards. The treatment 
facility must make the determination'.)" 

(e) Where 40 C.F.R. 268.7 (b)(6) is incorporated by ref- 
erence, replace the words "for the initial shipment of waste, 
prepare a one-time certification described in paragraph (b)(4) 
of this section, and a one-time notice which includes the 
information in paragraph (b)(3) of this section (except the 
manifest number)" with the words "submit a certification 
described in paragraph (b)(4) of this section, and a notice 
which includes the information listed in paragraph (b)(3) of 
this section (except for the manifest number) to the depart- 
ment for each shipment". 

(f) Where 40 C.F.R. 268.9(d) is incorporated by refer- 
ence, replace paragraph (d) with the following: Wastes that 
exhibit a characteristic are also subject to Section 268.7 
requirements, except that once the waste is no longer danger- 
ous, a one-time notification and certification must be placed 
in the generators or treaters files and sent to the department. 
The notification and certification that is placed in the genera- 
tors or treaters files must be updated if the process or opera- 
tion generating the waste changes and/or if the subtitle D 
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facility receiving the waste changes. However, the generator 
or treater need only notify the department on an annual basis 
if such changes occur. Such notification and certification 
should be sent to the department by the end of the calendar 
year, but no later than December 31. 

(i) The notification must include the following informa- 
tion: 

(A) Name and address of the RCRA Subtitle D facility 
receiving the waste shipment; and 

(B) A description of the waste as initially generated, 
including the applicable dangerous waste code(s), treatability 
group(s), and underlying hazardous constituents (as defined 
in Sec. 268.2(1)), unless the waste will be treated and moni- 
tored for all underlying hazardous constituents. If all underly- 
ing hazardous constituents will be treated and monitored, 
there is no requirement to list any of the underlying hazard- 
ous constituents on the notice. 

(ii) The certification must be signed by an authorized 
representative and must state the language found in Section 
268.7 (b)(4). 

If treatment removes the characteristic but does not meet 
standards applicable to underlying hazardous constituents, 
then the certification found in Sec. 268.7 (b)(4)(1v) applies. 

(3) Definitions. 

When used in this section the following terms have the 
meaning provided in this subsection. All other terms have the 
meanings given under WAC 173-303-040. 

(a) "Dangerous waste constituents" means those constit- 
uents listed in WAC 173-303-9905 and any other constitu- 
ents which have caused a waste to be a dangerous waste 
under this chapter. 

(b) "Land disposal" means placement in a facility or on 
the land with the intent of leaving the dangerous waste at clo- 
sure, and includes, but is not limited to, placement for dis- 
posal purposes in a: Landfill; surface impoundment; waste 
pile; injection well; land treatment facility; salt dome or salt 
bed formation; underground cave or mine; concrete vault or 
bunker. 

(c) "Organic/carbonaceous waste" means a dangerous 
waste that contains combined concentrations of greater than 
ten percent organic/carbonaceous constituents in the waste; 
organic/carbonaceous constituents are those substances that 
contain carbon-hydrogen, carbon-halogen, or carbon-carbon 
chemical bonding. 

(d) "Solid acid waste" means a dangerous waste that 
exhibits the characteristic of low pH under the corrosivity test 
of WAC 173-303-090 (6)(a)(ii1). 

(e) "Stabilization" and "solidification" mean a technique 
that limits the solubility and mobility of dangerous waste 
constituents. Solidification immobilizes a waste through 
physical means and stabilization immobilizes the waste by 
bonding or chemically reacting with the stabilizing material. 

(4) Land disposal restrictions and prohibitions. The land 
disposal requirements of this subsection apply to land dis- 
posal in Washington state. 

(a) Disposal of extremely hazardous waste (EHW). No 
person may land dispose of EHW, except as provided in sub- 
section (5) of this section, at any land disposal facility in the 
state. No person may land dispose of EHW at the facility 
established under RCW 70.105.050, except as provided by 
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subsections (5), (6), and (7) of this section. A person is 
encouraged to reclaim, recycle, recover, treat, detoxify, neu- 
tralize, or otherwise process EHW to remove or reduce its 
harmful properties or characteristics, provided that such pro- 
cessing is performed in accordance with the requirements of 
this chapter. 

(b) Disposal of liquid waste. Special requirements for 
bulk and containerized liquids. 

(i) The placement of bulk or noncontainerized liquid 
dangerous waste or dangerous waste containing free liquids 
(whether or not sorbents have been added) in any landfill is 
prohibited. 

(ii) Containers holding free liquids must not be placed in 
a landfill unless: 

(A) All free-standing liquid: 

(I) Has been removed by decanting, or other methods; or 

(ID Has been mixed with sorbent or stabilized (solidi- 
fied) so that free-standing liquid is no longer observed; or 

(IH) Has been otherwise eliminated; or 

(B) The container is very small, such as an ampule; or 

(C) The container is designed to hold free liquids for use 
other than storage, such as a battery or capacitor; or 

(D) The container is a labpack and is disposed of in 
accordance with WAC 173-303-161 and this chapter. 

(111) To demonstrate the absence or presence of free liq- 
uids in either a containerized or a bulk waste, the following 
tests must be used: Method 9095 (Paint Filter Liquids Test) 
as described in "Test Methods for Evaluating Solid Wastes, 
Physical/Chemical Methods" EPA Publication SW-846 as 
incorporated by reference in WAC 173-303-110 (3)(a). 

(iv) Sorbents used to treat free liquids to be disposed of 
in landfills must be nonbiodegradable. Nonbiodegradable 
sorbents are: Materials listed or described in (b)(iv)(A) of this 
subsection; materials that pass one of the tests in (b)(iv)(B) of 
this subsection; or materials that are determined by the 
department to be nonbiodegradable through WAC 173-303- 
910. 

(A) Nonbiodegradable sorbents. 

(I) Inorganic minerals, other inorganic materials, and 
elemental carbon (e.g., aluminosilicates, clays, smectites, 
Fuller's earth, bentonite, calcium bentonite, montmorillonite, 
calcined montmorillonite, kaolinite, micas (illite), vermicu- 
lites, zeolites; calcium carbonate (organic free limestone); 
oxides/hydroxides, alumina, lime, silica (sand), diatoma- 
ceous earth; perlite (volcanic glass); expanded volcanic rock; 
volcanic ash; cement kiln dust; fly ash; rice hull ash; acti- 
vated charcoal/activated carbon); or 

(ID) High molecular weight synthetic polymers (e.g., 
polyethylene, high density polyethylene (HDPE), polypro- 
pylene, polystyrene, polyurethane, polyacrylate, polynor- 
borene, polyisobutylene, ground synthetic rubber, cross- 
linked allylstyrene and tertiary butyl copolymers). This does 
not include polymers derived from biological material or 
polymers specifically designed to be degradable; or 

(IH) Mixtures of these nonbiodegradable materials. 

(B) Tests for nonbiodegradable sorbents. 

(I) The sorbent material is determined to be nonbiode- 
gradable under ASTM Method G21-96 (2002) - Standard 
Practice for Determining Resistance of Synthetic Polymer 
Materials to Fungi; or 
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(ID) The sorbent material is determined to be nonbiode- 
gradable under OECD (Organization for Economic Coopera- 
tion and Development) test 301B: [CO, Evolution (Modified 
Sturm Test)]. 

(v) The placement of any liquid which is not a dangerous 
waste in a landfill is prohibited unless the owner or operator 
of such landfill demonstrates to the department, or the depart- 
ment determines, that: 

(A) The only reasonably available alternative to the 
placement in such landfill is placement in a landfill or unlined 
surface impoundment, whether or not permitted or operating 
under interim status, which contains, or may reasonably be 
anticipated to contain, hazardous waste; and 

(B) Placement in such owner or operator's landfill will 
not present a risk of contamination of any underground 
source of drinking water (as that term is defined in WAC 
173-303-040). 

(c) Disposal of solid acid waste. No person may land dis- 
pose solid acid waste, except as provided in subsection (5), 
(6), or (7) of this section. A person is encouraged to reclaim, 
recycle, recover, treat, detoxify, neutralize, or otherwise pro- 
cess these wastes to remove or reduce their harmful proper- 
ties or characteristics, provided that such processing is per- 
formed in accordance with the requirements of this chapter. 

(d) Disposal of organic/carbonaceous waste. 

(i) No person may land dispose organic/carbonaceous 
waste, except as provided in subsection (5), (6), or (7) of this 
section. A person is encouraged to reclaim, recycle, recover, 
treat, detoxify, or otherwise process these wastes to remove 
or reduce their harmful properties or characteristics, provided 
that such processing is performed in accordance with the 
requirements of this chapter. Organic/carbonaceous wastes 
must be incinerated as a minimum management method 
according to the dangerous waste management priorities as 
defined in subsection (1)(a) of this section. 

(ii) This prohibition against the land disposal of organic/ 
carbonaceous waste does not apply to black mud generated 
from the caustic leach recovery of cryolite at primary alumi- 
num smelting plants. 

(iii) This prohibition against the land disposal of 
organic/carbonaceous waste does not apply to any person 
who certifies to the department that recycling, treatment and 
incineration facilities are not available within a radius of one 
thousand miles from Washington state's borders. Such certi- 
fication must be sent to the department by certified mail or 
other means that establish proof of receipt (including applica- 
ble electronic means) and must include: The name, address 
and telephone number of the person certifying; a brief 
description of the organic/carbonaceous waste covered by the 
certification; a discussion of the efforts undertaken to identify 
available recycling, treatment and incineration facilities; and 
the signature of the person responsible for the certification 
and development of information used to support the certifica- 
tion. Records and information supporting the certification 
must be retained by the certifying person and must be made 
available to the department upon request. 

A certification that has been properly submitted to the 
department will remain valid until the department determines 
that a recycling, treatment or incineration facility is available 
within a radius of one thousand miles from Washington 
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state's borders and the person who submitted the certification 
is unable to demonstrate otherwise. A recycling, treatment or 
incineration facility will be considered by the department to 
be available if such facility: Is operating, and; can safely and 
legally recycle, treat or incinerate the organic/carbonaceous 
waste, and; has sufficient capacity to receive and handle sig- 
nificant amounts of the waste, and; agrees to accept the 
waste. 

(5) Treatment in land disposal facilities. The land dis- 
posal restrictions in subsection (4) of this section do not apply 
to persons treating dangerous wastes in surface impound- 
ments, waste piles, or land treatment facilities provided that 
such treatment is performed in accordance with the require- 
ments of this subsection and this chapter. 

(a) Surface impoundment treatment. 

Liquid waste, extremely hazardous waste (EHW), solid 
acid waste, and organic/carbonaceous waste may be placed in 
surface impoundments for purposes of treatment provided the 
owner/operator can demonstrate that effective treatment of 
the dangerous waste constituents will occur and at closure the 
owner/operator complies with the prohibitions and restric- 
tions of subsection (4) of this section. 

(b) Waste pile treatment. 

Liquid waste, extremely hazardous waste (EHW), solid 
acid waste, and organic/carbonaceous waste may be placed in 
waste piles for purposes of treatment provided the owner/ 
operator can demonstrate that effective treatment of danger- 
ous waste constituents will occur and that at closure the 
owner/operator will be in compliance with the prohibitions 
and restrictions of subsection (4) of this section. 

(c) Land treatment. 

Liquid waste, extremely hazardous waste (EHW), and 
organic/carbonaceous waste may be land treated provided 
that the owner/operator can demonstrate that effective treat- 
ment of dangerous waste constituents will occur, and at the 
end of the post-closure care period the owner/operator will be 
in compliance with subsection (4) of this section. 

(6) Case-by-case exemptions to a land disposal prohibi- 
tion. Any person may petition the department for an exemp- 
tion from a prohibition in subsection (4) of this section for the 
land disposal of a dangerous waste. The procedures to submit 
a petition to the department are specified in WAC 173-303- 
910(6). The department may deny any petition if it deter- 
mines that there is a potential for dangerous waste constitu- 
ents to migrate from the land disposal facility where the 
waste is to be placed. The department will deny any petition 
when exemption would result in a substantial or imminent 
threat to public health or the environment. The department 
will deny any petition when exemption would result in a vio- 
lation of applicable state laws. 

The department may grant an exemption from the prohi- 
bitions and restrictions of subsection (4) of this section based 
on the demonstrations specified in (a), (b) or (c) of this sub- 
section. 

(a) Land disposal exemption for treatment residuals. Any 
person may request an exemption from a land disposal prohi- 
bition in subsection (4) of this section for treatment residuals 
by demonstrating to the department that: 

(i) The person has applied the best achievable manage- 
ment method to the original waste; and 
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(11) Application of additional management methods to 
the treatment residuals would prevent the person from utiliz- 
ing the best achievable management methods for the original 
dangerous waste; and 

(111) The land disposal of the treatment residuals does not 
pose a greater risk to the public health and the environment 
than land disposal of the original dangerous waste would 
pose. 

(b) Economic hardship exemption. Any person may 
request an exemption from a prohibition in subsection (4) of 
this section for the land disposal of a dangerous waste by 
demonstrating to the department that alternative management 
of the dangerous waste will impose an unreasonable eco- 
nomic burden in relation to the threat of harm to public health 
and the environment. It will be solely within the discretion of 
the department to approve or deny the requests for exemp- 
tions based on economic hardship. 

(c) Organic/carbonaceous waste exemption. Any person 
may request an exemption from the requirements in subsec- 
tion (4) of this section by demonstrating to the department 
that: 

(i) Alternative management methods for organic/carbo- 
naceous waste are less protective of public health and the 
environment than stabilization or landfilling; or 

(ii)(A) The organic/carbonaceous waste has a heat con- 
tent less than 3,000 BTU/LB or contains greater than sixty- 
five percent water or other noncombustible moisture; and 

(B) Incineration is the only management method avail- 
able within a radius of one thousand miles from Washington 
state's border (i.e., recycling or treatment are not available). 

(7) Emergency cleanup provision. The department may, 
on a case-by-case basis, grant an exception to the land dis- 
posal restrictions in subsection (4) of this section for an emer- 
gency cleanup where an imminent threat to public health and 
the environment exists. Any exception will require compli- 
ance with applicable state law and will require (consistent 
with the nature of the emergency and imminent threat) appli- 
cation of the waste management priorities of RCW 70.105.- 
150. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


AMENDATORY SECTION (Amending WSR 95-22-008, 
filed 10/19/95, effective 11/19/95) 


WAC 173-303-141 Treatment, storage, or disposal of 
dangerous waste. (1) A person may offer, transport, transfer, 
or deliver a designated dangerous waste only to a TSD facil- 
ity which is operating either: Under a permit issued pursuant 
to the requirements of this chapter; or, if the TSD facility is 
located outside of this state, under interim status or a permit 
issued by United States EPA under 40 C.F.R. Part 270, or 
under interim status or a permit issued by another state which 
has been authorized by United States EPA pursuant to 40 
C.F.R. Part 271. 

(2) A person may offer a state only designated dangerous 
waste (not regulated as a hazardous waste by EPA) to a facil- 
ity which is located outside of this state and which does not 
meet the requirements of subsection (1) of this section if: 
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(a) The facility receiving the waste will legitimately treat 
or recycle the dangerous waste (disposal is an unacceptable 
management practice); 

(b) The generator has on file a letter or copy of a letter 
signed by the regulatory authority in the receiving state that 
the receiving facility may accept the waste; 

(c) The generator uses a transporter with a valid EPA/ 
state identification number; 

(d) The generator complies with all other applicable 
requirements, including manifesting, packaging and labeling, 
with respect to the shipping of the waste((-Heweverthe 
EPA/state identification number forthe reeetinge facthtyis 
netrequired onthe manifest orannualrepert)); and 

(e) The generator receives from the receiving facility a 
signed and dated copy of the manifest. 


AMENDATORY SECTION (Amending WSR 09-14-105, 
filed 6/30/09, effective 7/31/09) 


WAC 173-303-160 Containers. (1) Waste quantity. 
Containers and inner liners will not be considered as a part of 
the waste when measuring or calculating the quantity of a 
dangerous waste. Only the weight of the residues in non- 
empty or nonrinsed containers or inner liners will be consid- 
ered when determining waste quantities. 

(2) A container or inner liner is "empty" when: 

(a) All wastes in it have been taken out that can be 
removed using practices commonly employed to remove 
materials from that type of container or inner liner (for exam- 
ple, pouring, pumping, aspirating, etc.) and: 

(i) No more than one inch of waste remains at the bottom 
of the container or inner liner; or 

(11) No more than 3 percent by weight of the total capac- 
ity of the container remains in the container or inner liner if 
the container is less than or equal to 119 gallons in size; or 

(111) No more than 0.3 percent by weight of the total 
capacity of the container remains in the container or inner 
liner if the container is greater than 119 gallons in size. 

A container that held compressed gas is empty when the 
pressure inside the container equals or nearly equals atmo- 
spheric pressure; and 

(b) If the container or inner liner held acutely hazardous 
waste, as defined in WAC 173-303-040, toxic EHW as 
defined in WAC 173-303-100 or pesticides bearing the dan- 
ger or warning label, the container or inner liner has been 
rinsed at least three times with an appropriate cleaner or sol- 
vent. The volume of cleaner or solvent used for each rinsing 
must be ten percent or more of the container's or inner liner's 
capacity or of sufficient quantity to thoroughly decontami- 
nate the container. In lieu of rinsing for containers that might 
be damaged or made unusable by rinsing with liquids (for 
example, fiber or cardboard containers without inner liners), 
an empty container may be vacuum cleaned, struck, with the 
open end of the container up, three times (for example, on the 
ground, with a hammer or hand) to remove or loosen particles 
from the inner walls and corners, and vacuum cleaned again. 
Equipment used for the vacuum cleaning of residues from 
containers or inner liners must be decontaminated before dis- 
carding, in accordance with procedures approved by the 
department. A container or inner liner is also considered 
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"empty" if the container or inner liner has been cleaned by 
another method that has been shown in the scientific litera- 
ture, or by tests conducted by the generator, to achieve equiv- 
alent removal. 

Any rinsate or vacuumed residue that results from the 
cleaning of containers or inner liners must, whenever possi- 
ble, be reused in a manner consistent with the original 
intended purpose of the substance in the container or inner 
liner. In the case of a farmer, if the rinsate is a pesticide resi- 
due then the rinsate must be managed or reused in a manner 
consistent with the application instructions on the pesticide 
label. On-site disposal or burial of pesticide residues is pro- 
hibited. Otherwise, the rinsate must be checked against the 
designation requirements (WAC 173-303-070 through 173- 
303-100) and, if designated, managed according to the 
requirements of this chapter. 

(c) In the case of a container, the inner liner, that pre- 
vented the container from contact with the commercial chem- 
ical product or manufacturing chemical, has been removed. 

(3)(a) Any residues remaining in containers or inner lin- 
ers that are "empty" as described in subsection (2) of this sec- 
tion will not be subject to the requirements of this chapter, 
and will not be considered as accumulated wastes for the pur- 
poses of calculating waste quantities. 

(b) Any dangerous waste in either: A container that is not 
empty, or an inner liner removed from a container that is not 
empty (as defined in subsection (2) of this section) is subject 
to the requirements of this chapter. 

(4) A person who cannot meet the provisions in (2)(b) of 
this section may petition the department to approve alterna- 
tive container rinsing processes in accordance with WAC 
173-303-910(1). 

(5) Containers of dangerous waste pharmaceuticals are 
subject to WAC 173-303-555(8) for determining when they 
are considered empty, in lieu of this section, except as pro- 
vided by WAC 173-303-555 (8)(c) and (d). 


AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-169 Quantity exclusion limits—Gen- 
erator category determinations. A generator must deter- 
mine its generator category. A generator's category is based 
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on the amount of dangerous waste generated each month and 
may change from month to month. This section sets forth 
procedures to determine whether a generator is a small quan- 
tity generator, a medium quantity generator, or a large quan- 
tity generator for a particular month, as defined in WAC 173- 
303-040. 

(1) Quantity exclusion limits. In each of the designation 
sections describing the lists, characteristics, and criteria, 
quantity exclusion limits (QEL) are identified. The QEL is 
the quantity of dangerous waste generated in a calendar 
month used to distinguish when a dangerous waste is only 
subject to the small quantity generator provisions, the 
medium quantity generator provisions, or when a dangerous 
waste is subject to the large quantity generator provisions. 
Any solid waste (which is not excluded or exempted) that is 
listed, exhibits a characteristic, or meets the criteria of this 
chapter is a dangerous waste. 

(2) Aggregated waste quantities. 

(a) A person may be generating more than one kind of 
dangerous waste. In such cases, they must consider the aggre- 
gate quantity of their wastes when determining whether or 
not their waste amounts exceed the specific quantity exclu- 
sion limits (QEL) for waste generation; 

(b) Waste quantities must be aggregated for all waste 
with common QELs. Example: If a person generates 100 
pounds of an ignitable waste and 130 pounds of a persistent 
waste, then both wastes are regulated because the aggregate 
waste quantity (230 pounds) exceeds the common QEL of 
220 pounds. On the other hand, if a person generates one 
pound of toxic EHW and 218 pounds of a corrosive waste, 
their quantities would not be aggregated because they do not 
share a common QEL (2.2 pounds and 220 pounds, respec- 
tive QELs). 

(3) Generator category determination. 

(a) Determine separately the resulting generator catego- 
ries for the quantities of waste with a 2.2 pound QEL and for 
the quantities of waste with a 220 pound QEL using Table 1 
of this section; and 

(b) Compare the resulting generator categories from (a) 
of this subsection and apply the more stringent generator cat- 
egory to the accumulation and management of dangerous 
waste with a 2.2 pound QEL and with a 220 pound QEL. 


Table 1 


Generator Categories Based on Quantity of Waste Generated in a Calendar Month 


Quantity of dangerous 
waste with a QEL of 2.2 
pounds generated in a 
calendar month 


Quantity of dangerous 
waste with a QEL of 220 
pounds generated in a 
calendar month 


Quantity of residue or con- 
taminated soil, water or other 
debris from a cleanup of a 
spill, into or on any land or 
water of any dangerous waste 
with a QEL of 2.2 pounds gen- 
erated in a calendar month 


Generator category 


> 2.2 pounds Any amount Any amount Large quantity generator. 
Any amount > 2,200 pounds Any amount Large quantity generator. 
Any amount Any amount > 220 pounds Large quantity generator. 
< 2.2 pounds > 220 pounds and < 2,200 < 220 pounds Medium quantity generator. 
pounds 
[47] Proposed 
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Quantity of residue or con- 
taminated soil, water or other 
debris from a cleanup of a 


Quantity of dangerous Quantity of dangerous spill, into or on any land or 
waste with a QEL of 2.2 waste with a QEL of 220 | water of any dangerous waste 
pounds generated in a pounds generated in a with a QEL of 2.2 pounds gen- 
calendar month calendar month erated in a calendar month Generator category 
< 2.2 pounds < 220 pounds < 220 pounds Small quantity generator. 


(4) When making the quantity determinations of this 
subsection and WAC 173-303-170 through 173-303-230, 
generators must include all dangerous wastes they generate, 
except dangerous waste that: 

(a) Is exempt from regulation under WAC 173-303-071; 
or 

(b) Is recycled under WAC 173-303-120 (2)(a), (3)(c)(G 
£e),)) and (h), or (5); or 

(c) Is managed in accordance with WAC 173-303- 
802(5) immediately upon generation only in on-site elemen- 
tary neutralization units, wastewater treatment units, or 
totally enclosed treatment facilities as defined in WAC 173- 
303-040; or 

(d) Is recycled, without prior storage or accumulation, 
only in an on-site process subject to regulation under WAC 
173-303-120 (4)(a); or 

(e) Is spent lead-acid batteries managed under the 
requirements of WAC 173-303-120 (3)(f) and 173-303-520; 
or 

(f) Is universal waste managed under WAC 173-303-077 
and 173-303-573; or 

(g) Is a dangerous waste that is an unused commercial 
chemical product (listed in WAC 173-303-9903 or exhibits 
one or more characteristics or criteria listed in WAC 173- 
303-090 or 173-303-100) that is generated solely as a result 
of a laboratory clean-out conducted at an eligible academic 
entity pursuant to WAC 173-303-235(14). For purposes of 
this provision, the term eligible academic entity shall have 
the meaning as defined in WAC 173-303-235(1). 

(h) (Reserved.) 

(i) Is managed as part of an episodic event in compliance 
with the conditions of WAC 173-303-173. 

(j) Is a dangerous waste pharmaceutical, as defined in 
WAC 173-303-555(1), that is managed in accordance with 
WAC 173-303-555 or is a dangerous waste pharmaceutical 
that is also a Drug Enforcement Administration controlled 
substance and managed under WAC 173-303-555(7). The 
total dangerous waste, including both dangerous waste phar- 
maceuticals and nonpharmaceutical dangerous waste, must 
be counted per WAC 173-303-170(10) for purposes of deter- 
mining if a health care facility is subject to WAC 173-303- 
555. 

(5) In determining the quantity of dangerous waste gen- 
erated, a generator need not include: 

(a) Dangerous waste when it is removed from on-site 
storage; or 

(b) Spent materials that are generated, reclaimed, and 
subsequently reused on site, as long as such spent materials 
have been counted once (note: If after treatment or reclama- 
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tion a residue is generated with a different waste code(s), that 
residue must be counted); or 

(c) The container holding/containing the dangerous 
waste as described under WAC 173-303-160(1). 

(6) Based on the generator category as determined under 
this section, the generator must meet the applicable indepen- 
dent requirements listed in WAC 173-303-170. A generator's 
category also determines which of the provisions of WAC 
173-303-171, 173-303-172, 173-303-174 or 173-303-200 
must be met to obtain an exemption from the storage facility 
permit, interim status, and operating requirements when 
accumulating dangerous waste. 

(a) In a calendar month, if a small quantity generator 
generates more than the amounts specified in the definition of 
"small quantity generator" in WAC 173-303-040, the genera- 
tor becomes subject to full requirements of a medium quan- 
tity generator or large quantity generator of this chapter, 
respectively, and cannot again be a small quantity generator 
until after all dangerous waste on site at the time they became 
fully regulated have been properly treated or disposed at a 
designated facility. 

Example. If a person generates 4 pounds of an acute haz- 
ardous waste discarded chemical product (QEL 2.2 pounds) 
and 200 pounds of an ignitable waste (QEL 220 pounds), 
then both wastes are fully regulated, and the person is not a 
small quantity generator for either waste. "Fully regulated" in 
this example means the regulations applicable to a large 
quantity generator. 

(b) In a calendar month if a medium quantity generator 
generates more than the amounts specified in the definition of 
"medium quantity generator" in WAC 173-303-040 the gen- 
erator becomes subject to full requirements of a large quan- 
tity generator of this chapter, and cannot again be a medium 
quantity generator until after all dangerous waste on site at 
the time they became fully regulated have been properly 
treated or disposed at a designated facility. 


AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-170 Requirements for generators of 
dangerous waste. Any person who generates a solid waste 
must determine if their solid waste designates as DW or 
EHW by the requirements of WAC 173-303-070 through 
173-303-100. A person is a dangerous waste generator if their 
solid waste is designated as such. 

(1) The following definitions apply to this section: 

(a) "Condition for exemption" means any requirement in 
WAC 173-303-171 through 173-303-174, 173-303-200 
through 173-303-201, 173-303-235 and also in WAC 173- 
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303-160 (2)(b) in reference to farmers, that states an event, 
action, or standard that must occur or be met in order to 
obtain an exemption from any applicable requirement in 
WAC 173-303-400, 173-303-600, 173-303-800 and from 
any requirement for notification under WAC 173-303-060. 

(b) "Independent requirement" means a requirement of 
WAC 173-303-170(2) that states an event, action, or standard 
that must occur or be met, and that applies without relation to, 
or irrespective of, the purpose of obtaining a conditional 
exemption. 

(2) The regulations in this section establish standards for 
generators of dangerous waste. 

(a) A person who generates a dangerous waste is subject 
to all the applicable independent requirements in the sections 
and subsections listed below: 

(i) Independent requirements of a small quantity genera- 
tor: 

(A) Designate their waste in accordance with WAC 173- 
303-070; 

(B) Determine generator category in accordance with 
WAC 173-303-169; 

(C) Manage their waste in a way that does not pose a 
potential threat to human health or the environment; and 

(D) Submit an annual report in accordance with WAC 
173-303-220 if they have obtained an EPA/state identifica- 
tion number pursuant to WAC 173-303-060; and 

(E) If a small quantity generator's wastes are mixed with 
used oil, the mixture is subject to WAC 173-303-510 if it is 
destined to be burned for energy recovery. Any material pro- 
duced from such a mixture by processing, blending, or other 
treatment is also subject to WAC 173-303-510 if it is destined 
to be burned for energy recovery; and 

(F) If a small quantity generator's used oil is to be recy- 
cled by being burned for energy recovery or rerefined, the 
used oil is subject to WAC 173-303-515. 

(ii) Independent requirements of a medium quantity gen- 
erator: 

(A) WAC 173-303-070 Designation of dangerous waste. 
The generator is responsible for designating their waste as 
DW or EHW; 

(B) WAC 173-303-169 Quantity exclusion limits—Gen- 
erator category determinations. The generator is responsible 
for determining their generator category; 

(C) WAC 173-303-060 Notification, identification num- 
bers, and annual reports. A dangerous waste generator must 
notify the department and obtain an EPA/state identification 
number as required by WAC 173-303-060; 

(D) WAC 173-303-140. The generator must comply 
with all applicable land disposal restrictions for dangerous 
wastes in WAC 173-303-140; 

(E) WAC 173-303-180 Manifest; 

(F) WAC 173-303-190 Preparing dangerous waste for 
transport; 

(G) WAC 173-303-210 Generator recordkeeping; 

(H) WAC 173-303-220 Generator reporting; 

(I) WAC 173-303-230 Special conditions. 

(iii) Independent requirements of a large quantity gener- 
ator: 
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(A) WAC 173-303-070 Designation of dangerous waste. 
The generator is responsible for designating their waste as 
DW or EHW; 

(B) WAC 173-303-169 Quantity exclusion limits—Gen- 
erator category determinations. The generator is responsible 
for determining their generator category; 

(C) WAC 173-303-060 Notification, identification num- 
bers, and annual reports. A dangerous waste generator must 
notify the department and obtain an EPA/state identification 
number as required by WAC 173-303-060; 

(D) WAC 173-303-140. The generator must comply 
with all applicable land disposal restrictions for dangerous 
wastes in this section; 

(E) WAC 173-303-180 Manifest; 

(F) WAC 173-303-190 Preparing dangerous waste for 
transport; 

(G) WAC 173-303-210 Generator recordkeeping; 

(H) WAC 173-303-220 Generator reporting; 

(I) WAC 173-303-230 Special conditions. 

(b) A generator that accumulates dangerous waste on site 
is a person that stores dangerous waste. Any generator who 
stores, treats, or disposes of dangerous waste on site must 
perform their operations in accordance with the TSD facility 
requirements (as specified by WAC 173-303-600) with the 
following exceptions: 

(i) A small quantity generator that meets the conditions 
for exemption in WAC 173-303-171; or 

(11) A medium quantity generator that meets the condi- 
tions of exemption in WAC 173-303-172 and 173-303-174; 
or 

(iii) A large quantity generator that meets the conditions 
for exemption in WAC 173-303-174, 173-303-200, and 173- 
303-201. 

(iv) In addition to complying with the requirements of 
(b)(ii) of this subsection for medium quantity generators, and 
(b)(iii) of this subsection for large quantity generators, gener- 
ators that treat their dangerous waste on site in accumulation 
tanks, containers and containment buildings must: 

(A) Not treat dangerous waste on drip pads; and 

(B) Maintain a treatment log showing dates and amounts 
of waste treated; and 

(C) Comply with 173-303-283(3). 

(v) A generator who treats special waste on site pro- 
vided: 

(A) The accumulation standards of WAC 173-303-073 
(2)(a) and (b) are met; 

(B) When treated in units other than tanks or containers, 
the unit is designed, constructed, and operated in a manner 
that prevents: 

(D A release of waste and waste constituents to the envi- 
ronment; 

(ID) Endangerment of health of employees or the public; 

(IH) Excessive noise; and 

(IV) Negative aesthetic impact on the use of adjacent 
property. 

(C) The treatment unit must also be inspected routinely 
for deterioration that would lead to a release and repairs must 
be conducted promptly. 

(c) A generator shall not transport, offer its dangerous 
waste for transport, or otherwise cause its dangerous waste to 
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be sent to a facility that is not a designated facility, as defined 
in WAC 173-303-040, or not otherwise authorized to receive 
the generator's dangerous waste. 

(3) Determining generator category. A generator must 
use WAC 173-303-169 to determine which provisions of this 
section are applicable to the generator based on the quantity 
of dangerous waste generated per month. 

(4) Any person who exports or imports dangerous waste 
must comply with WAC 173-303-060 and 173-303-230. 

(5) Violations of independent requirements or conditions 
for exemption: 

(a) Independent requirement violations. A generator's 
violation of an independent requirement is subject to penalty 
((andanj i tef)) under this chapter 173-303 WAC and 
RCW 70.105.080. 

(b) Condition for exemption violations. A generator's 
noncompliance with a condition for exemption in this section 
is not subject to penalty ((er+npanetive+eHef)) under the 
authority of this chapter 173-303 WAC or RCW 70.105.080 
as a violation of a condition of exemption. 

Noncompliance by any generator with an applicable 
condition for exemption from a storage permit and operations 
requirements means that the facility is a storage facility oper- 
ating without an exemption from the permit, interim status, 
and operations requirements in WAC 173-303-400, 173-303- 
600, 173-303-800, 173-303-500 through 173-303-578, 173- 
303-700, and the notification requirements of WAC 173-303- 
060. Without an exemption, any violations of such storage 
requirements are subject to penalty and injunctive relief 
under this chapter 173-303 WAC and RCW 70.105.080. 

(6) Persons responding to an explosives or munitions 
emergency in accordance with WAC 173-303-400 (2)(c) 
(xiii)(A)(IV) or 173-303-600 (3)(p)()(D) or (3)(p)(iv), and 
WAC 173-303-800 (7)(c)(i)(D) or (7)(c)(i)(E) are not 
required to comply with the standards of WAC 173-303-170 
through 173-303-230. 

(7) Any person who exports or imports hazardous waste 
subject to the manifesting requirements of WAC 173-303- 
180, the universal waste management standards of WAC 
173-303-573, or to the export requirements in the spent lead- 
acid battery management standards of WAC 173-303-520, or 
to or from another country for recovery or disposal must 
comply with 40 C.F.R. 262 subpart H. 40 C.F.R. 262 subpart 
H is incorporated by reference at WAC 173-303-230(1). 

(8) The laboratories owned by an eligible academic 
entity that chooses to be subject to the requirements of WAC 
173-303-235 are not subject to (for purposes of this subsec- 
tion, the terms "laboratory" and "eligible academic entity" 
shall have the meaning as defined in WAC 173-303-235(1)): 

(a) The requirements of WAC 173-303-070(3) or the 
regulations in WAC 173-303-174 for large quantity genera- 
tors and medium quantity generators, except as provided in 
WAC 173-303-235; and 

(b) The conditions of WAC 173-303-171, for small 
quantity generators, except as provided in WAC 173-303- 
235. 

(9) All reverse distributors (as defined in WAC 173-303- 
555(1)) are subject to WAC 173-303-555 for the manage- 
ment of dangerous waste pharmaceuticals in lieu of this sec- 
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(10) Each health care facility (as defined in WAC 173- 
303-555(1)) must determine whether it is subject to WAC 
173-303-555 for the management of dangerous waste phar- 
maceuticals, based on the total dangerous waste it generates 
per calendar month (including both dangerous waste pharma- 
ceuticals and nonpharmaceutical dangerous waste). A health 
care facility that generates more than the following quantities 
of dangerous waste per calendar month is subject to WAC 
173-303-555 for the management of dangerous waste phar- 
maceuticals in lieu of this section: 


(a) 220 pounds (100 kg) of dangerous waste; or 

(b) 2.2 pounds (1 kg) of either acute hazardous waste or 
WTO1 extremely hazardous waste or any combination of the 
two; or 

(c) 220 pounds (100 kg) of any residue or contaminated 
soil, water, or other debris, resulting from the clean-up of a 
spill, into or on any land or water, of any acute hazardous 
waste and/or WTO01 extremely hazardous waste. 


(11) A health care facility (as defined in WAC 173-303- 
555(1)) that is a small quantity generator when counting all 
its dangerous waste generated per calendar month, including 
both dangerous waste pharmaceuticals and nondangerous 
pharmaceutical dangerous waste, remains subject to subsec- 
tion (2)(a)(i) of this section and WAC 173-303-171 and is not 
subject to WAC 173-303-555, except for WAC 173-303-555 
(6) and (8) and the optional provisions of WAC 173-303- 
555(5). 

(12) Law enforcement agencies managing dangerous 
waste have the option of complying with WAC 173-303-555 
(7) and (9) with respect to only dangerous waste pharmaceu- 
ticals held in their custody. Law enforcement agencies 
remain subject to all applicable dangerous waste regulations 
with respect to the management of its other dangerous 
wastes. 


AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-171 Conditions for exemption for a 
small quantity generator. (1) Provided that the small quan- 
tity generator meets all the conditions for exemption listed in 
this section, dangerous waste generated by the small quantity 
generator is not subject to regulation under this chapter 
except for WAC 173-303-050, 173-303-070, 173-303-145, 
173-303-169, 173-303-170, 173-303-171 and 173-303-960. 
The conditions for exemption are as follows: 


(a) Ina calendar month the small quantity generator gen- 
erates less than or equal to the amounts specified in the defi- 
nition of "small quantity generator" in WAC 173-303-040; 

(b) The small quantity generator complies with WAC 
173-303-070; 

(c) The quantity accumulated or stored at any time does 
not exceed 2,200 pounds for wastes with a 220 pound QEL 
and 2.2 pounds for waste with a 2.2 pound QEL. (Exception: 
The accumulation limit for the acute hazardous wastes 
described in WAC 173-303-081 (2)(a)(iv) and 173-303-082 
(2)(b) and for extremely hazardous waste WTO1 clean-up 
debris, as defined in WAC 173-303-040 "small quantity gen- 
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(d) If a person accumulates or stores any dangerous 
wastes that exceed the accumulation limits set forth in (c) of 
this subsection, then all dangerous waste accumulated or 
stored by that person is subject to the requirements for the 
conditions for exemption for a large quantity generator in 
WAC 173-303-200. 

(e) A small quantity generator that accumulates danger- 
ous waste in amounts less than or equal to the limits in (c) of 
this subsection must either treat or dispose of their dangerous 
waste in an on-site facility, or ensure delivery to an off-site 
facility, either of which, if located in the United States, is: 

(i) Permitted (including permit-by-rule, interim status, or 
final status) under WAC 173-303-800 through 173-303-840; 

(11) Authorized to manage dangerous waste by another 
state with a hazardous waste program approved under 40 
C.F.R. Part 271, or by EPA under 40 C.F.R. Part 270; 

(111) Permitted to manage moderate risk waste under 
chapter 173-350 WAC (Solid waste handling standards), 
operated in accordance with state and local regulations, and 
consistent with the applicable local hazardous waste plan that 
has been approved by the department; 

(1v) A facility that beneficially uses or reuses, or legiti- 
mately recycles or reclaims the dangerous waste, or that 
treats the waste prior to such recycling activities; 

(v) Permitted, licensed, or registered to manage munici- 
pal solid waste and, if managed in a municipal solid waste 
landfill, is subject to 40 C.F.R. Part 258 or chapter 173-351 
WAC; 

(vi) Permitted, licensed, or registered by a state to man- 
age nonmunicipal nonhazardous waste and, if managed in a 
nonmunicipal nonhazardous waste disposal unit after January 
1, 1998, is subject to the requirements in 40 C.F.R. 257.5 
through 257.30; 

(vii) A publicly owned treatment works (POTW): Pro- 
vided, that small quantity generator(s) comply with the provi- 
sions of the domestic sewage exclusion found in WAC 173- 
303-071 (3)(a); 

(viii) For universal waste managed under WAC 173- 
303-573, a universal waste handler or destination facility sub- 
ject to the requirements of WAC 173-303-573; or 

(ix) A large quantity generator under the control of the 
same person as the small quantity generator, provided the fol- 
lowing conditions are met: 

(A) The small quantity generator and the large quantity 
generator are under the control of the same person as defined 
in WAC 173-303-040 of this chapter. Contractors, consul- 
tants, transporters, etc., who operate generator facilities on 
behalf of a different person as defined in WAC 173-303-040 
of this chapter shall not be deemed to "control" such genera- 
tors. 

(B) The small quantity generator clearly labels or marks 
each container(s) and tank(s) of dangerous waste with the 
words "dangerous waste" or "hazardous waste." Except for 
containers one gallon (or four liters) and under, the lettering 
must be legible from a distance of twenty-five feet or the let- 
tering size is a minimum of one-half inch in height. 

(C) The small quantity generator clearly labels or marks 
each container(s) and tank(s) of dangerous waste with an 
indication of the hazards of the contents (examples include, 
but not limited to, the applicable dangerous waste character- 
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istic(s) and criteria of ignitable, corrosive, reactive and toxic 
and the applicable hazard(s) identified for listed dangerous 
wastes). The label or marking must be: 

(I) Legible and recognizable from a distance of twenty- 
five feet or the lettering size is a minimum of one-half inch in 
height; and 

(ID Include descriptive word(s) and/or pictogram(s) that 
identifies the hazards associated with the contents of the con- 
tainers for the public, emergency response personnel and 
employees; for containers one gallon (or four liters) and 
under the label, marking or lettering can be appropriate for 
the size of the container. 

(x) A reverse distributor, (as defined in WAC 173-303- 
555(1)), if the dangerous waste pharmaceutical is a poten- 
tially creditable dangerous waste pharmaceutical generated 
by a health care facility (as defined in WAC 173-303-555 
a). 

(xi) A health care facility, (as defined in WAC 173-303- 
555(1)), that meets the conditions in WAC 173-303-555 (3 
(a)(i) and (4)(b), as applicable, to accept noncreditable dan- 


gerous waste pharmaceuticals and potentially creditable dan- 
gerous waste pharmaceuticals from an off-site health care 


facility that is a small quantity generator. 

(xii) For airbag waste, an airbag waste collection facility 
or a designated facility subject to the requirements of WAC 
173-303-071 (3)(tt). 

(2) The placement of bulk or noncontainerized liquid 
dangerous waste or dangerous waste containing free liquids 
(whether or not sorbents have been added) in any landfill is 
prohibited. 

(3) A small quantity generator experiencing an episodic 
event may generate and accumulate dangerous waste from 
the episodic event in accordance with WAC 173-303-173 in 
lieu of WAC 173-303-172 and 173-303-200. 


AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-172 Conditions for exemption for a 
medium quantity generator that accumulates dangerous 
waste. A medium quantity generator, not to include trans- 
porters as referenced in WAC 173-303-240(3), may accumu- 
late dangerous waste on site without a permit, interim status, 
and without complying with the requirements of WAC 173- 
303-600 provided that all the following conditions for 
exemption listed in this section are met. The special provi- 
sions of this section do not apply to acutely hazardous wastes 
or toxic EHW (WTO01) that exceed the QEL that are being 
generated or accumulated by the generator. 

(1) Off-site shipments. All dangerous waste is shipped 
off site to a designated facility or placed in an on-site facility 
which is permitted by the department under WAC 173-303- 
800 through 173-303-845 or recycled or treated on site in one 
hundred eighty days or less. A generator who accumulates 
dangerous waste for more than one hundred eighty days is an 
operator of a storage facility and is subject to the facility 
requirements of this chapter and the permit requirements of 
this chapter as a storage facility unless the generator has been 
granted an extension to the one hundred eighty-day period by 
the department as described in subsection (3) of this section. 
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(2) Generation. The generator generates in a calendar 
month no more than the amounts specified in the definition of 
"medium quantity generator" in WAC 173-303-040. 

(3) Accumulation time limit. The generator accumulates 
dangerous waste on site for no more than one hundred eighty 
days unless the department has granted a maximum ninety- 
day extension to this one hundred eighty-day period. The 
department may, on a case-by-case basis, grant a maximum 
ninety-day extension to this one hundred eighty-day period if 
the generator must transport its waste, or offer its waste for 
transportation, over a distance of two hundred miles or more 
for off-site treatment, storage, or disposal and the dangerous 
wastes must remain on site due to unforeseen, temporary, and 
uncontrollable circumstances. For the purposes of this sec- 
tion, the one hundred eighty-day accumulation period begins 
on the date that: 

(a) The generator first generates a dangerous waste; or 

(b) The generator exceeds its satellite accumulation lim- 
its prescribed in WAC 173-303-174(1). 

(4) Accumulation limit. The quantity of dangerous waste 
accumulated on site never exceeds the following limits at any 
one time: 

(a) (2208)) 6.600 Pounds of dangerous waste; or 

(b) 2.2 Pounds of acutely hazardous waste or toxic EHW 
(WTO1) (and) or 

(c) 220 Pounds of residues from a cleanup of acutely 
hazardous waste and/or toxic EHW (WTO1). 

(5) Accumulation of waste in containers. 

(a) Condition of containers. If a container holding dan- 
gerous waste is not in good condition (e.g., severe corroding 
or rusting or flaking or scaling, and/or apparent structural 
defects) or if it begins to leak or is leaking, the generator must 
transfer the dangerous waste to a container that is in good 
condition and does not leak, and continue to manage that con- 
tainer and waste in compliance with the conditions for 
exemption of this section. In addition, the owner or operator 
must address leaks and spills in accordance with the applica- 
ble provisions of WAC 173-303-145 and ((443-393-969)) 
173-303-360. 

(b) Compatibility of waste with container. The generator 
must use a container made of or lined with materials which 
will not react with, and are otherwise compatible with, the 
dangerous waste to be stored, so that the ability of the con- 
tainer to contain the waste is not impaired. 

(c) Management of containers. 

(i) A container holding dangerous waste must be closed 
at all times, except when it is necessary to add or remove 
waste. 

(11) A container holding dangerous waste must not be 
opened, handled, or stored in a manner which may rupture the 
container or cause it to leak. 

(111) A minimum thirty-inch aisle space separation is 
required between rows of containers. A row of containers 
must be no more than two wide and allow for unobstructed 
inspection of each container. 

(d) Inspections. The generator must conduct "weekly 
inspections," as defined in WAC 173-303-040, of each cen- 
tral accumulation area looking for leaking containers and for 
deterioration of containers and the containment system 
caused by corrosion, deterioration, or other factors. The gen- 
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erator must keep a written or electronic inspection log includ- 
ing at least the date and time of the inspection, the printed 
name and the handwritten or electronic signature of the 
inspector, a notation of the observations made and the date 
and nature of any repairs or remedial actions taken. The log 
must be kept at the facility for at least five years from the date 
of inspection. The generator must take remedial action in 
accordance with (a) of this subsection if deterioration or leaks 
are detected. 

(e) Secondary containment. For container accumulation 
the department requires that the central accumulation area(s) 
include secondary containment in accordance with WAC 
173-303-630(7). 

(f) Special requirements for ignitable or reactive waste. 

(i) Containers holding reactive waste exhibiting a char- 
acteristic specified in WAC 173-303-090 (7)(a)(vi), (vii) or 
(viii) must be stored in a manner equivalent to the separation 
distances for storage of explosives in the International Fire 
Code, 2015 edition, or the version adopted by the local fire 
district. 

(ii) The generator must design, operate, and maintain 
ignitable waste and reactive waste (other than a reactive 
waste which must meet ((the-requirements-of)) (f)(i) of this 
subsection) container storage in a manner equivalent with the 
International Fire Code. Where no specific standard or 
requirements are specified in the International Fire Code, or 
in existing state or local fire codes, applicable sections of 
NFPA 30 "Flammable and Combustible Liquids Code," must 
be used. The generator must also comply with the require- 
ments of WAC 173-303-395 (1)(d). 

(g) Special requirements for incompatible wastes. 

(i) Incompatible wastes, or incompatible wastes and 
materials must not be placed in the same container, unless 
WAC 173-303-395 (1)(b) is complied with. 

(ii) Dangerous waste must not be placed in an unwashed 
container that previously held an incompatible waste or mate- 
rial. 

(iii) A storage container holding a dangerous waste that 
is incompatible with any waste or other materials stored 
nearby in other containers, piles, open tanks, or surface 
impoundments must be separated from the other materials or 
protected from them by means of a dike, berm, wall, or other 
device. Containment systems for incompatible wastes must 
be separate. 

(h) Closure. 

(i) At closure, all dangerous waste and dangerous waste 
residues must be removed from the containment system. 
Remaining containers, liners, bases, and soil, containing or 
contaminated with dangerous waste or dangerous waste resi- 
dues must be decontaminated or removed. 

(ii) In addition, such a generator is exempt from all the 
requirements in WAC 173-303-610 and 173-303-620, except 
for WAC 173-303-610 (2) and (5). 

(6) Accumulation of dangerous waste in tanks. 

(a) Operating requirements. Generators must comply 
with the following general operating requirements: 

(i) Treatment or storage of dangerous waste in tanks 
must comply with WAC 173-303-395(1). 

(11) Dangerous wastes or treatment reagents must not be 
placed in a tank if they could cause the tank or its inner liner 
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to rupture, leak, corrode, or otherwise fail before the end of 
its intended life. 

(111) Uncovered tanks must be operated to ensure at least 
sixty centimeters (two feet) of freeboard, unless the tank is 
equipped with a containment structure (e.g., dike or trench), a 
drainage control system, or a diversion structure (e.g., 
standby tank) with a capacity that equals or exceeds the vol- 
ume of the top sixty centimeters (two feet) of the tank. 

(iv) Where dangerous waste is continuously fed into a 
tank, the tank must be equipped with a means to stop this 
inflow (e.g., waste feed cutoff system or bypass system to a 
standby tank). 

Note: These systems are intended to be used in the event of a leak or 
overflow from the tank due to a system failure (e.g., a malfunc- 
tion in the treatment process, a crack in the tank, etc.). 


(b) Inspections. Generators must inspect the following: 

(i) Discharge control equipment (e.g., waste feed cutoff 
systems, bypass systems, and drainage systems) at least once 
each operating day, to ensure that it is in good working order; 

(11) Data gathered from monitoring equipment (e.g., 
pressure and temperature gauges) at least once each operating 
day to ensure that the tank is being operated according to its 
design; 

(iii) The level of waste in the tank at least once each 
operating day to ensure compliance with (a)(111) of this sub- 
section; 

(iv) "Weekly inspections" as defined in WAC 173-303- 
040, must be conducted on the construction materials of the 
tank to detect corrosion or leaking of fixtures or seams; and 

(v) "Weekly inspections," as defined in WAC 173-303- 
040, must be conducted on the construction materials of, and 
the area immediately surrounding, discharge confinement 
structures (e.g., dikes) to detect erosion or obvious signs of 
leakage (e.g., wet spots or dead vegetation). The generator 
must remedy any deterioration or malfunction of equipment 
or structures which the inspection reveals on a schedule 
which ensures that the problem does not lead to an environ- 
mental or human health hazard. Where a hazard is imminent 
or has already occurred, remedial action must be taken imme- 
diately. 

(vi) A generator accumulating dangerous waste in tanks 
or tank systems that have full secondary containment and that 
either use leak detection equipment to alert personnel to 
leaks, or implement established workplace practices to 
ensure leaks are promptly identified, must conduct "weekly 
inspections" as defined in WAC 173-303-040, where applica- 
ble, the areas identified in (b)(i) through (v) of this subsec- 
tion. Use of the alternate inspection schedule must be docu- 
mented in the generator's operating record. This documenta- 
tion must include a description of the established workplace 
practices at the generator. 

(c) Closure. 

(i) Generators accumulating dangerous waste in tanks 
must, upon closure of the facility, remove all dangerous 
waste from tanks, discharge control equipment, and dis- 
charge confinement structures. At closure, as throughout the 
operating period, unless the generator can demonstrate, in 
accordance with WAC 173-303-070 (2)(a) or (b), that any 
solid waste removed from the tank is not a dangerous waste, 
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then it must manage such waste in accordance with all appli- 
cable provisions of this chapter. 

(11) In addition, such a generator is exempt from all the 
requirements in WAC 173-303-610 and 173-303-620, except 
for WAC 173-303-610 (2) and (5). 

(d) Special conditions for ignitable or reactive waste. 
Generators must comply with the following special require- 
ments for ignitable or reactive waste: 

(i) Ignitable or reactive waste must not be placed in a 
tank, unless: 

(A) The waste is treated, rendered, or mixed before or 
immediately after placement in a tank so that: 

(I) The resulting waste, mixture, or dissolution of mate- 
rial no longer meets the definition of ignitable or reactive 
waste under WAC 173-303-090 (5) or (7); and 

(I) WAC 173-303-395(1) is complied with. 

(B) The waste is stored or treated in such a way that it is 
protected from any material or conditions that may cause the 
waste to ignite or react; or 

(C) The tank is used solely for emergencies. 

(ii) A generator who treats or stores ignitable or reactive 
waste in covered tanks must comply with the buffer zone 
requirements for tanks contained in NFPA 30, "Flammable 
and Combustible Liquids Code." 

(e) Special requirements for incompatible waste. Gener- 
ators must comply with the following special requirements 
for incompatible wastes: 

(1) Incompatible wastes, or incompatible wastes and 
materials, (see 40 C.F.R. Part 265, Appendix V for examples) 
must not be placed in the same tank, unless WAC 173-303- 
395(1) is complied with. 

(ii) Dangerous waste must not be placed in an unwashed 
tank which previously held an incompatible waste or mate- 
rial, unless WAC 173-303-395(1) is complied with. 

(7) Accumulation of ((dangereus)) hazardous waste on 
drip pads. If the waste is placed on drip pads, the generator 
must comply with the following: 

(a) WAC 173-303-675; 

(b) Remove all wastes from the drip pad and associated 
collection system at least once every ninety days; 

(c) Waste removed from drips pads and associated col- 
lection systems must be sent immediately to: 

(1) An off-site designated facility; or 

(11) An on-site permitted facility; or 

(iii) An on-site central accumulation area where the 
waste is managed in compliance with the on-site central 
accumulation area regulations in this section for the remain- 
der of the one hundred eighty day accumulation time limit for 
medium quantity generators. (Example: A generator removes 
waste from the drip pad at eighty days, the generator is then 
allowed to further accumulate that waste in its central accu- 
mulation area for up to an additional one hundred days); 

(d) Maintain the following records on site and readily 
available for inspection: 

(i) The original start date the waste was first placed on, 
or began to accumulate on, the drip pad; 

(ii) A description of procedures that will be followed to 
ensure that all wastes are removed from the drip pad and 
associated collection system at least once every ninety days; 
and 
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(iii) Documentation of each waste removal, including the 
quantity of waste removed from the drip pad and the sump or 
collection system and the date and time of removal. 

(8) Accumulation of ((dangereus)) hazardous waste in 
containment buildings. If the waste is placed in containment 
buildings, the generator must comply with the following: 

(a) 40 C.F.R. Part 265, Subpart DD, which is incorpo- 
rated by reference; and 

(b) Labeling. 

(i) The generator must label its containment building 
with the words "Dangerous Waste" or "Hazardous Waste" in 
a conspicuous place easily visible and legible to employees, 
visitors, emergency responders, waste handlers, or other per- 
sons on site. The label must be visible and legible from a dis- 
tance of twenty-five feet or the lettering size is a minimum of 
one-half inch in height; and 

(ii) The generator must also, in a conspicuous place eas- 
ily visible and legible to employees, visitors, emergency 
responders, waste handlers, or other persons on site, provide 
its containment building with an indication of the hazards of 
the contents (examples include, but are not limited to, the 
applicable dangerous waste characteristic(s) and criteria of 
ignitable, corrosive, reactive and toxic and the applicable 
hazard(s) identified for listed dangerous wastes). The indica- 
tion must be: 

(A) Legible and/or recognizable from a distance of 
twenty-five feet or the lettering is a minimum of one-half 
inch in height; and 

(B) Include descriptive word(s) and/or pictogram(s) that 
identifies the hazards associated with the contents. 

(c) Records. The generator must also maintain the fol- 
lowing records at the facility: 

(i) The independent qualified registered professional 
engineer certification that the building complies with the 
design standards specified in 40 C.F.R. 265.1101. This certi- 
fication must be placed in the generator's files no later than 
sixty days after the date of initial operation of the unit. Where 
subpart G and H are referenced in 40 C.F.R. 265.1102, 
replace them with WAC 173-303-610 and 173-303-620. 

(11) A written description of procedures to ensure that 
each waste volume remains in the unit for no more than 
ninety days, a written description of the waste generation and 
management practices for the facility showing that they are 
consistent with respecting the ninety-day limit, and docu- 
mentation that the procedures are complied with; or 

(111) Documentation that the unit is emptied at least once 
every ninety days. 

(1v) Inventory logs or records with the above information 
must be maintained on site and readily available for inspec- 
tion. 

(9) Labeling and marking of containers and tanks in cen- 
tral accumulation areas. 

(a) A generator must clearly mark or label ((#s)) their 
containers as follows: 

(1) With the date upon which each period of accumula- 
tion begins ((+5)) marked and clearly visible for inspection 


(11) With the words "Dangerous Waste" or "Hazardous 
Waste." Except for containers one gallon (or four liters) and 
under, the lettering must be legible from a distance of twenty- 
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five feet or the lettering size is a minimum of one-half inch in 
height. 


(iii) With an indication of the hazards of the contents 
(examples include, but are not limited to, the applicable dan- 
gerous waste characteristic(s) and criteria of ignitable, corro- 
sive, reactive and toxic and the applicable hazard(s) identi- 
fied for listed dangerous wastes). The label or marking must 
be: 


(A) Legible and/or recognizable from a distance of 
twenty-five feet or the lettering size is a minimum one-half 
inch in height; and 

(B) Include descriptive word(s) and/or pictogram(s) that 
identifies the hazards associated with the contents of the con- 
tainers for the public, emergency response personnel, and 
employees; for containers one gallon (or four liters) and 
under the label, marking or lettering can be appropriate for 
the size of the container. 


(iv) Affix labels upon transfer of dangerous wastes from 
one container to another. The owner or operator must destroy 
or otherwise remove labels from the emptied container, 
unless the container will continue to be used for storing dan- 
gerous waste at the facility. 

(v) Ensure that labels are not obscured, removed, or oth- 
erwise unreadable in the course of inspection as required 
under subsection (5)(d) of this section. 

(b) Generators accumulating dangerous waste in tanks 
must do the following: 


(i) Clearly mark or label its tanks with the words "Dan- 
gerous Waste" or "Hazardous Waste" where the label or 
marking is legible from a distance of twenty-five feet or the 
lettering size is a minimum of one-half inch in size. 

(11) Clearly mark or label its tanks with an indication of 
the hazards of the contents (examples include, but are not 
limited to, the applicable dangerous waste characteristic(s) 
and criteria of ignitable, corrosive, reactive and toxic and the 
applicable hazard(s) identified for listed dangerous wastes). 
The label or marking must be: 

(A) Legible and/or recognizable from a distance of 
twenty-five feet or the lettering size is a minimum of one-half 
inch in size; and 

(B) Include descriptive word(s) and/or pictogram(s) that 
identifies the hazard associated with the contents of the tanks 
for the public, emergency response personnel, and employ- 
ees. 

(iii) Use inventory logs, monitoring equipment, or other 
records to demonstrate that dangerous waste has been emp- 
tied within one hundred eighty days of first entering the tank 
if using a batch process, or in the case of a tank with a contin- 
uous flow process, demonstrate that estimated volumes of 
dangerous waste entering the tank daily exit the tank within 
one hundred eighty days of first entering. 

(iv) Keep inventory logs or records with the above infor- 
mation on site and readily available for inspection. 


(c) The department may also require that a sign be posted 
at each entrance to the accumulation area, bearing the legend, 
"danger - unauthorized personnel keep out," or an equivalent 
legend, written in English, and legible from a distance of 
twenty-five feet or more. 
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(10) Land disposal restrictions. The generator complies 
with all the applicable requirements under 40 C.F.R. Part 
268. 

(11) Preparedness and prevention. 

(a) Maintenance and operation of facility. The generator 
must design, construct, maintain, and operate its facility to 
minimize the possibility of fire, explosion, or any unplanned 
sudden or nonsudden release of dangerous waste or danger- 
ous waste constituents to air, soil, surface, or groundwater 
which could threaten public health or the environment. This 
subsection describes preparations and preventive measures 
which help avoid or mitigate such situations. 

(b) Required equipment. All areas where dangerous 
waste is either generated or accumulated must be equipped 
with the following items in (b)(i) through (iv) of this subsec- 
tion, unless it can be demonstrated to the department that 
none of the hazards posed by the waste handled at the facility 
could require a particular kind of equipment specified below 
or the actual waste generation or accumulation area does not 
lend itself for safety reasons to have a particular kind of 
equipment specified below. A medium quantity generator 
may determine the most appropriate locations to locate 
equipment necessary to prepare for and respond to emergen- 
cies: 

(1) An internal communications or alarm system capable 
of providing immediate emergency instructions (voice or sig- 
nal) instruction to facility personnel; 

(ii) A device, such as a telephone (immediately available 
at the scene of operation) or a hand-held, two-way radio, 
capable of summoning emergency assistance from local 
police departments, fire departments, or state or local emer- 
gency response teams; 

(iii) Portable fire extinguishers, fire control equipment 
(including special extinguishing equipment, such as those 
using foam, inert gas, or dry chemicals), spill control equip- 
ment, and decontamination equipment; and 

(iv) Water at adequate volume and pressure to supply 
water hose streams, foam producing equipment, automatic 
sprinklers, or water spray systems. 

(c) Testing and maintenance of equipment. All facility 
communications or alarm systems, fire protection equipment, 
spill control equipment, and decontamination equipment, 
where required, must be tested and maintained as necessary 
to assure its proper operation in time of emergency. 

(d) Access to communications or alarms. Personnel must 
have immediate access to the signaling devices described in 
the situations below: 

(i) Whenever dangerous waste is being poured, mixed, 
spread, or otherwise handled, all personnel involved must 
have immediate access (e.g., direct or unimpeded access) to 
an internal alarm or emergency communication device, either 
directly or through visual or voice contact with another 
employee, unless such a device is not required in (b) of this 
subsection; 

(ii) If there is ever just one employee on the premises 
while the facility is operating, the employee must have imme- 
diate access to a device, such as a telephone or a hand-held, 
two-way radio, capable of summoning external emergency 
assistance, unless such a device is not required in subsection 
(11)(b) of this section. 
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(e) Aisle space. The generator must maintain aisle space 
to allow the unobstructed movement of personnel, fire pro- 
tection equipment, spill control equipment, and decontamina- 
tion equipment to any area of facility operation in an emer- 
gency, unless it can be demonstrated to the department that 
aisle space is not needed for any of these purposes. 

(f) Arrangements with local authorities. 

(i) The generator must attempt to make the following 
arrangements with the local police department, fire depart- 
ment, other emergency response teams, emergency response 
contractors, equipment suppliers and local hospitals, as 
appropriate for the type and quantity of waste handled at its 
facility and the potential need for the services of these orga- 
nizations, unless the hazards posed by wastes handled at the 
facility would not require these arrangements: 

(A) The generator attempting to make arrangements with 
its local fire department must determine the potential need for 
the service of the local police department, other emergency 
response teams, emergency response contractors, equipment 
suppliers, and local hospitals; 

(B) Arrangements to familiarize police, fire departments, 
and emergency response teams with the layout of the facility, 
properties of dangerous waste handled at the facility and 
associated hazards, places where facility personnel would 
normally be working, entrances to, and roads inside the facil- 
ity and possible evacuation routes; 

(C) Arrangements to familiarize local hospitals with the 
properties of dangerous waste handled at the facility and the 
types of injuries or illnesses which could result from fires, 
explosions, or releases at the facility; 

(D) Agreements with state emergency response teams, 
emergency response contractors, and equipment suppliers; 
and 

(E) Where more than one party might respond to an 
emergency, agreements designating primary emergency 
authority and agreements with any others to provide support 
to the primary emergency authority. 

(11) The generator shall maintain records documenting 
the arrangements with the local fire department as well as any 
other organization necessary to respond to an emergency. 
This documentation must include documentation in the oper- 
ating record that either confirms such arrangements actively 
exist or, in cases where no arrangements exist, confirms that 
attempts to make such arrangements were made. 

(iii) A facility possessing twenty-four-hour response 
capabilities may seek a waiver from the authority having 
jurisdiction (AHJ) over the fire code with the facility's local- 
ity as far as needing to make arrangements with the local fire 
department as well as any other organization necessary to 
respond to an emergency, provided that the waiver is docu- 
mented in the generator's operating record. 

(12) Emergency procedures and training. The generator 
must comply with the following conditions for those areas of 
the generator's facility where dangerous waste is generated 
and accumulated: 

(a) At all times there must be at least one employee either 
on the premises or on call (i.e., available to respond to an 
emergency by reaching the facility within a short period of 
time) with the responsibility for coordinating all emergency 
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response measures specified in (d) of this subsection. This 
employee is the emergency coordinator. 

(b) The generator must post the following information 
next to all emergency communication devices (including 
telephones, two-way radios, etc.) or in each area directly 
involved in the generation and accumulation of dangerous 
waste: 

(i) The name and telephone number of the emergency 
coordinator; 

(ii) Location of fire extinguishers and spill control mate- 
rial, and, if present, fire alarm; and 

(iii) The telephone number of the fire department, unless 
the facility has a direct alarm. 

(c) The generator must ensure that all employees are 
thoroughly familiar with proper waste handling and emer- 
gency procedures relevant to their responsibilities during nor- 
mal facility operations and emergencies; 

(d) The emergency coordinator or their designee must 
respond to any emergencies that arise. The applicable 
responses are as follows: 

(i) In the event of a fire, call the fire department or 
attempt to extinguish it using a fire extinguisher; 

(ii) In the event of a spill, contain the flow of dangerous 
waste to the extent possible, and as soon as is practical, clean 
up the dangerous waste and any contaminated materials or 
soil; 

(iii) In the event of a fire, explosion, or other release 
which could threaten human health outside the facility or 
when the generator has knowledge that a spill has reached 
waters of the state, the generator must immediately notify the 
department and the National Response Center (using their 
twenty-four-hour toll free number 1-800-424-8802). The 
report must include the following information: 

(A) The name, address, and EPA/state identification 
number of the generator; 

(B) Date, time, and type of incident (e.g., spill or fire); 

(C) Quantity and type of dangerous waste involved in the 
incident; 

(D) Extent of injuries, if any; and 

(E) Estimated quantity and disposition of recovered 
materials, if any. 

(13) General inspections. 

(a) The generator must inspect the facility to prevent 
malfunctions and deterioration, operator errors, and dis- 
charges which may cause or lead to the release of dangerous 
waste constituents to the environment, or a threat to human 
health. ((€a))) The generator must conduct these inspections 
often enough to identify problems in time to correct them 
before they harm human health or the environment. 

(b) The generator must develop and follow a written 
schedule for inspecting all monitoring equipment, safety and 
emergency equipment, security devices, and operating and 
structural equipment that help prevent, detect, or respond to 
hazards to the public health or the environment. In addition: 

(i) The schedule must be kept at the facility; 

(ii) The schedule must identify the types of problems to 
look for during inspections; 

(111) The generator must keep a written or electronic 
inspection log or summary, including at least the date and 
time of the inspection, the printed name and handwritten or 
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electronic signature of the inspector, a notation of the obser- 
vations made, an account of spills or discharges in accor- 
dance with WAC 173-303-145, and the date and nature of 
any repairs or remedial actions taken. The log or summary 
must be kept at the facility for at least five years from the date 
of inspection. 

(c) The generator must remedy any problems revealed by 
the inspection, on a schedule which prevents hazards to the 
public health and environment. Where a hazard is imminent 
or has already occurred, remedial action must be taken imme- 
diately. 

(14) Rejected load. A generator who sends a shipment of 
dangerous waste to a designated facility with the understand- 
ing that the designated facility can accept and manage the 
waste and later receives that shipment back as a rejected load 
in accordance with the manifest discrepancy provisions of 
WAC 173-303-370(5) may accumulate the returned load on 
site in accordance with all of the conditions for exemption, 
except for subsection (15) of this section. Upon receipt of the 
returned shipment, the generator must sign: 

(a) Item 18c of the manifest, if the transporter returned 
the shipment using the original manifest; or 

(b) Item 20 of the manifest, if the transporter returned the 
shipment using a new manifest. 

(15) Episodic event. A generator experiencing an epi- 
sodic event may accumulate dangerous waste generated from 
the episodic event in accordance with WAC 173-303-173 in 
lieu of this section. 


AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-173 Alternative standards for epi- 
sodic generation. (1) Applicability. This section is applica- 
ble to small quantity generators and medium quantity gener- 
ators as defined in WAC 173-303-040. 

(2) Definitions for this section. The following definitions 
apply to this section: 

(a) Episodic event means an activity or activities, either 
planned or unplanned, that does not normally occur during 
generator operations, resulting in an increase in the genera- 
tion of dangerous wastes that exceeds the calendar month 
quantity exclusion limits for the generator's usual category. 

(b) Planned episodic event means an episodic event that 
the generator planned and prepared for, including tank clea- 
nouts, short-term project, and removal of excess chemical 
inventory. 

(c) Unplanned episodic event means an episodic event 
that the generator did not plan or reasonably did not expect to 
occur, including production process upsets, product recalls, 
accidental spill, or "acts of nature," such as a tornado, hurri- 
cane, earthquake, or flood. 

(3) Conditions for a small quantity generator. A small 
quantity generator may maintain its existing generator cate- 
gory for dangerous waste generated during an episodic event 
provided that the generator complies with all the following 
conditions: 

(a) Number of events. The small quantity generator is 
limited to one episodic event per calendar year, unless a peti- 
tion is granted under subsection (5) of this section. 
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(b) Notification. The small quantity generator must 
notify the Department's Hazardous Waste & Toxics Reduc- 
tion ((Pregram's-applheable regional effeetetaterthan)) 
Program at least thirty calendar days prior to initiating a 
planned episodic event using and completing a Washington 
State Dangerous Waste Site Identification Form, according to 
the directions on that form. 


Note: Ecology recommends that sites notify a minimum of sixty days 
prior to the planned event proposed start date. Additionally. 
incomplete or incorrect application forms that do not comply 
with form directions will be returned. 


In the event of an unplanned episodic event, the generator 
must notify the Department's Hazardous Waste & Toxics 
Reduction Program's appropriate regional office within sev- 
enty-two hours of the unplanned event via email or fax and 
subsequently submit to the department within thirty days of 
the notification a completed Washington State Dangerous 
Waste Site Identification Form, according to the directions on 
that form. The generator shall include the start date and end 
date of the episodic event, the reason(s) for the event, types 
and estimated quantities of dangerous waste expected to be 
generated as a result of the episodic event, and shall identify 
a facility contact and emergency coordinator with twenty- 
four-hour telephone access to discuss the notification submit- 
tal or respond to any emergency in compliance with WAC 
173-303-172 (12)(a) and 173-303-145(3). 

(c) EPA/state identification number. The small quantity 
generator must have an EPA/state identification number or 
obtain an identification number using and completing a 
Washington State Dangerous Waste Site Identification Form. 

(d) Annual report. The small quantity generator must 
submit an annual report in accordance with WAC 173-303- 
220 covering all dangerous waste generated during the epi- 
sodic event. 

(e) Pollution prevention. Dangerous waste generated 
from an episodic event is subject to pollution prevention 
planning and fees as required in chapters 173-307 and 173- 
305 WAC, respectively. 

(f) Accumulation. A small quantity generator is prohib- 
ited from accumulating dangerous waste generated from an 
episodic event on drip pads and in containment buildings. 
The accumulating of dangerous waste generated from an epi- 
sodic event shall only occur in containers or tanks and the 
generator comply with the following: 

(1) Containers. The small quantity generator accumulat- 
ing in containers must mark or label its containers as follows: 

(A) With the date upon which the episodic event began, 
clearly visible for inspection on each container. 

(B) With the words "Episodic Dangerous Waste" or 
"Episodic Hazardous Waste." Except for containers one gal- 
lon (or four liters) and under, the lettering must be legible 
from a distance of twenty-five feet or the lettering size is a 
minimum of one-half inch in height. 

(C) With an indication of the hazards of the contents 
(examples include, but are not limited to, the applicable dan- 
gerous waste characteristic(s) and criteria of ignitable, corro- 
sive, reactive and toxic). The indication label or marking 
must be: 

(I) Legible and recognizable from a distance of twenty- 
five feet or the lettering size is one-half inch in height; and 
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(ID Include descriptive word(s) and/or pictogram(s) that 
identifies the hazards associated with the contents of the con- 
tainers for the public, emergency response personnel, and 
employees; for containers one gallon (or four liters) and 
under the label, marking or lettering can be appropriate for 
the size of the container. 


(11) Tanks. The small quantity generator accumulating 
episodic dangerous waste in tanks must do the following: 


(A) Clearly mark or label the tanks with the words "Epi- 
sodic Dangerous Waste" or "Episodic Hazardous Waste" 
where the label or marking is legible from a distance of 
twenty-five feet or the lettering size is a minimum of one-half 
inch in height. 

(B) Clearly mark or label its tanks with an indication of 
the hazards of the contents (examples include, but are not 
limited to, the applicable dangerous waste characteristic(s) 
and criteria of ignitable, corrosive, reactive and toxic). The 
indication label or marking must be: 


(I) Legible and recognizable from a distance of twenty- 
five feet or the lettering size is a minimum of one-half inch in 
height; and 

(ID Include descriptive word(s) and/or pictogram(s) that 
identifies the hazard associated with the contents of the tank 
for the public, emergency response personnel, and employ- 
ees. 


(C) Use inventory logs, monitoring equipment or other 
records to identify the date upon which each episodic event 
begins. 

(D) Keep inventory logs or records with the above infor- 
mation on site and readily available for inspection upon 
request. 

(111) Dangerous waste must be managed in a manner that 
minimizes the possibility of a fire, explosion, or release of 
dangerous waste or hazardous substance or dangerous waste 
constituent to the air and environment. 


(1v) Containers must be in good condition and compati- 
ble with the dangerous waste being accumulated therein. 


(v) Containers must be kept closed except to add or 
remove waste. 


(vi) Tanks must be in good condition and compatible 
with the dangerous waste accumulated therein. 


(vii) Tanks must have procedures in place to prevent the 
overflow (e.g., be equipped with a means to stop inflow with 
systems such as a waste feed cutoff system or bypass system 
to a standby tank when dangerous waste is continuously fed 
into the tank). 


(viii) Inspections. Tanks must be inspected at least once 
each operating day to ensure all applicable discharge control 
equipment, such as waste feed cutoff systems, bypass sys- 
tems, and drainage systems are in good working order and to 
ensure the tank is operated according to its design by review- 
ing the data gathered from monitoring equipment such as 
pressure and temperature gauges from the inspection. 


(g) Manifest. The small quantity generator must comply 
with the hazardous waste manifest provision of WAC 173- 
303-180 when it sends its dangerous waste generated from 
the episodic event off site to a designated facility as defined 
in WAC 173-303-040. 


Proposed 


WSR 20-08-048 


(h) Treatment. The small quantity generator is prohibited 
from treating dangerous waste generated from an episodic 
event. 

(i) Off-site shipments. The small quantity generator has 
up to sixty calendar days from the start of the episodic event 
to manifest and send its dangerous waste generated from the 
episodic event to a designated facility as defined in WAC 
173-303-040. 

(j) Recordkeeping. Small quantity generators must main- 
tain the following records for five years from the end date of 
the episodic event: 

(1) Beginning and end dates of the episodic event; 

(11) A description of the episodic event; 

(111) A description of the types and quantities of danger- 
ous wastes generated during the event; 

(iv) A description of how the dangerous waste was man- 
aged as well as the name of the designated facility, as defined 
in WAC 173-303-040, that received the dangerous waste; 

(v) Name(s) of dangerous waste transporters; and 

(vi) An approval letter from the department if the gener- 
ator petitioned to conduct one additional episodic event per 
calendar year. 

(4) Conditions for medium quantity generators. A 
medium quantity generator may maintain its existing genera- 
tor category for dangerous waste generated during an epi- 
sodic event provided that the generator complies with all the 
following conditions: 

(a) Number of events. The medium quantity generator is 
limited to one episodic event per calendar year, unless a peti- 
tion is granted under subsection (5) of this section. 

(b) Notification. The medium quantity generator must 
notify the Department's Hazardous Waste & Toxics Reduc- 
tion ((Pregram's-appheable regional effeetetaterthan)) 
Program at least thirty calendar days prior to initiating a 
planned episodic event using and completing a Washington 
State Dangerous Waste Site Identification Form, according to 
the directions on that form. 


Note: Ecology recommends that sites notify a minimum of sixty days 
prior to the planned event proposed start date. Additionally. 
incomplete or incorrect application forms that do not comply 
with form directions will be returned. 


In the event of an unplanned episodic event, the generator 
must notify the Department's Hazardous Waste & Toxics 
Reduction Program's appropriate regional office within sev- 
enty-two hours of the unplanned event via email or fax and 
subsequently submit to the department within thirty days of 
the notification a completed Washington State Dangerous 
Waste Site Identification Form, according to the directions on 
that form. The generator shall include the start date and end 
date of the episodic event, the reason(s) for the event, types 
and estimated quantities of dangerous waste expected to be 
generated as a result of the episodic event, and shall identify 
a facility contact and emergency coordinator with twenty- 
four-hour telephone access to discuss the notification submit- 
tal or respond to any emergency in compliance with WAC 
173-303-172 (12)(a) and 173-303-145(3). 

(c) EPA/state identification number. The medium quan- 
tity generator must have an EPA/state identification number 
or obtain an identification number using and completing a 
Washington State Dangerous Waste Site Identification Form. 
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(d) Annual report. The medium quantity generator must 
submit an annual report in accordance with WAC 173-303- 
220 covering all dangerous waste generated during the calen- 
dar year of the episodic event. 

(e) Pollution prevention. Dangerous waste generated 
from an episodic event is subject to pollution prevention 
planning and fees as required in chapters 173-307 and 173- 
305 WAC, respectively. 

(f) Accumulation. A medium quantity generator is pro- 
hibited from accumulating dangerous waste generated from 
an episodic event on drip pads and in containment buildings. 
The accumulating of dangerous waste generated from an epi- 
sodic event shall only occur in containers or tanks and the 
generator comply with the following; 

(1) Containers. The medium quantity generator accumu- 
lating episodic dangerous waste in containers must meet the 
standards in WAC 173-303-172(5) and must mark or label its 
containers as follows: 

(A) With the date upon which the episodic event began, 
clearly visible for inspection on each container. 

(B) With the words "Episodic Dangerous Waste" or 
"Episodic Hazardous Waste((“+wherethetabel or markine 
ts))." Except for containers one gallon (or four liters) and 
under, the lettering must be legible from a distance of twenty- 
five feet or the lettering size is a minimum of one-half inch in 
height. 

(C) With an indication of the hazards of the contents 
(examples include, but are not limited to, the applicable dan- 
gerous waste characteristic(s) and criteria of ignitable, corro- 
sive, reactive and toxic). The indication label or marking 
must be: 

(I) Legible and recognizable from a distance of twenty- 
five feet or the lettering size is a minimum of one-half inch in 
height; and 

(ID Include descriptive word(s) and/or pictogram(s) that 
identifies the hazards associated with the contents of the con- 
tainers for the public, emergency response personnel, and 
employees; for containers one gallon (or four liters) and 
under the label, marking or lettering can be appropriate for 
the size of the container. 

(ii) Tanks. The medium quantity generator accumulating 
episodic dangerous waste in tanks must meet the standards in 
WAC 173-303-172(6) and must do the following: 

(A) Clearly mark or label its tanks with the words "Epi- 
sodic Dangerous Waste" or "Episodic Hazardous Waste" 
where the label or marking is legible from a distance of 
twenty-five feet or the lettering size is a minimum of one-half 
inch in height. 

(B) Clearly mark or label its tanks with an indication of 
the hazards of the contents (examples include, but are not 
limited to, the applicable dangerous waste characteristic(s) 
and criteria of ignitable, corrosive, reactive and toxic). The 
indication label or marking must be: 

(I) Legible and recognizable from a distance of twenty- 
five feet or the lettering size is a minimum of one-half inch in 
height; and 

(II) Include descriptive word(s) and/or pictogram(s) that 
identifies the hazards associated with the contents of the 
tanks for the public, emergency response personnel, and 
employees. 
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(C) Use inventory logs, monitoring equipment or other 
records to identify the date upon which each period of accu- 
mulation begins and ends. 


(D) Keep inventory logs or records with the above infor- 
mation on site and readily available for inspection upon 
request. 


(g) The medium quantity generator must treat dangerous 
waste generated from an episodic event on site or manifest 
and ship such dangerous waste off site to a designated facility 
(as defined by WAC 173-303-040) within sixty calendar days 
from the start of the episodic event. 


(h) Recordkeeping. The medium quantity generator must 
maintain the following records for five years from the end 
date of the episodic event: 


(i) Beginning and end dates of the episodic event; 
(11) A description of the episodic event; 


(iii) A description of the types and quantities of danger- 
ous wastes generated during the event; 


(iv) A description of how the dangerous waste was man- 
aged as well as the name of the designated facility, as defined 
in WAC 173-303-040, that received the dangerous waste; 


(v) Name(s) of dangerous waste transporters; and 


(vi) An approval letter from the department if the gener- 
ator petitioned to conduct one additional episodic event per 
calendar year. 


(5) Petition to manage one additional episodic event per 
calendar year. 


(a) A generator may petition the department for a second 
episodic event in a calendar year without impacting its gener- 
ator category under the following conditions: 


(i) If a small quantity generator or a medium quantity 
generator has already held a planned episodic event in a cal- 
endar year, the generator may petition the department for an 
additional unplanned episodic event in that calendar year 
within seventy-two hours of the unplanned event. 


(ii) Ifa small quantity generator or medium quantity gen- 
erator has already held an unplanned episodic event in a cal- 
endar year, the generator may petition the department for an 
additional planned episodic event in that calendar year. 


(b) The petition must include the following: 


(i) The reason(s) why an additional episodic event is 
needed and the nature of the episodic event; 


(ii) The estimated amount and type(s) of dangerous 
waste to be managed from the event; 


(iii) How the dangerous waste is to be managed; 


(iv) The estimated length of time needed to complete 
management of the dangerous waste generated from the epi- 
sodic event not to exceed sixty days; and 


(v) Information regarding the previous episodic event 
managed by the generator, including the nature of the event, 
whether it was a planned or unplanned event, and how the 
generator complied with the conditions. 

(c) The petition must be sent to the Department's Hazard- 


ous Waste & Toxics Reduction Program's appropriate 
regional office for review and approval. 
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AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-174 Satellite accumulation area regu- 
lations for medium quantity generators and large quan- 
tity generators. (1) A generator may accumulate as much as 
fifty-five gallons of dangerous waste or either one quart of 
liquid acutely hazardous waste or 2.2 lbs. of solid acutely 
hazardous waste (as defined in WAC 173-303-040) in con- 
tainers at or near any point of generation where waste initially 
accumulates (defined as a satellite accumulation area in 
WAC 173-303-040). The satellite accumulation area must be 
under the control of the operator of the process generating the 
waste or secured at all times to prevent improper additions of 
wastes to a satellite container. A generator may accumulate 
waste without a permit, or without complying with WAC 
173-303-400, 173-303-600, 173-303-692, and 173-303-800, 
provided that all the conditions for exemption in this section 
are met. A generator may comply with the conditions for 
exemption in this section instead of complying with the con- 
ditions for exemption in WAC 173-303-172 and 173-303- 
200, except as required by (h) and (i) of this subsection. The 
conditions for exemption for satellite accumulation are: 

(a) Condition of containers. If a container holding dan- 
gerous waste is not in good condition (e.g., severe corroding 
or rusting or flaking or scaling, and/or apparent structural 
defects) or if it begins to leak, the generator must transfer the 
dangerous waste to a container that is in good condition and 
does not leak, or immediately transfer and manage the waste 
in a central accumulation area operated in compliance with 
WAC 173-303-172 or 173-303-200, as applicable. In addi- 
tion, the ((ewner-er-eperater)) generator must address leaks 
and spills in accordance with the applicable provisions of 
WAC 173-303-145 ((and193-303-360)), 173-303-172, and 
173-303-201. 

(b) Compatibility of waste with containers. The genera- 
tor must use a container made of or lined with materials 
which will not react with, and are otherwise compatible with, 
the dangerous waste to be stored, so that the ability of the 
container to contain the waste is not impaired. 

(c) Management of containers. 

(i) A container holding dangerous waste must be closed 
at all times, except: 

(A) When it is necessary to add or remove waste; or 

(B) When temporary venting of a container is necessary, 
such as: 

(I) For the proper operation of equipment; or 

(ID To prevent dangerous situations, such as build-up of 
extreme pressure. 

(11) A container holding dangerous waste must not be 
opened, handled, or stored in a manner which may rupture the 
container or cause it to leak. 

(d) Special requirements for ((ignitable—er)) reactive 
waste. Containers holding reactive waste exhibiting a charac- 
teristic specified in WAC 173-303-090 (7)(a)(vi) through 
(viii) must be stored in a manner equivalent to the separation 
distances for storage of explosives in the International Fire 
Code, 2015 edition, or the version adopted by the local fire 
district. 

(e) Special requirements for incompatible wastes. 
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(i) Incompatible wastes, or incompatible wastes and 
materials must not be placed in the same container, unless 
WAC 173-303-395 (1)(b) is complied with. 

(11) Dangerous waste must not be placed in an unwashed 
container that previously held an incompatible waste or mate- 
rial. 

(iii) A storage container holding a dangerous waste that 
is incompatible with any waste or other materials stored 
nearby in other containers, piles, open tanks, or surface 
impoundments must be separated from the other materials or 
protected from them by means of a dike, berm, wall, or other 
device. Containment systems for incompatible wastes must 
be separate. 

(f) Container labeling or marking. A generator must 
clearly label or mark each container of dangerous waste with 
the following: 

(i) The words "Dangerous Waste" or "Hazardous 
Waste." Except for containers one gallon (or four liters) and 
under, the lettering must be legible from a distance of twenty- 
five feet or the lettering size is a minimum of one-half inch in 
height. 

(11) An indication of the hazards of the contents (exam- 
ples include, but are not limited to, the applicable dangerous 
waste characteristic(s) and criteria of ignitable, corrosive, 
reactive and toxic and the applicable hazard(s) identified for 
listed dangerous wastes). The label or marking must be: 

(A) Legible and/or recognizable from a distance of 
twenty-five feet or the lettering size is a minimum of one-half 
inch in height; and 

(B) Include descriptive word(s) and/or pictogram(s) that 
identifies the hazards associated with the contents of the con- 
tainers for the public, emergency response personnel, and 
employees; for containers one gallon (or four liters) and 
under the label, marking or lettering can be appropriate for 
the size of the container. 

(g) Accumulation limits. When the accumulation limits 
listed in this subsection are met: 

(i) The container(s) must be marked immediately with 
the accumulation start date; and 

(11) Moved within three consecutive calendar days to a 
permitted on-site designated storage area or an on-site central 
accumulation area or to a permitted off-site designated facil- 
ity; and 

(iii) During the three consecutive calendar day period the 
generator must continue to comply with all the conditions for 
exemption for satellite accumulation in this section. 

(h) All satellite accumulation areas operated by medium 
quantity generators must meet the preparedness and preven- 
tion regulations and the emergency procedures in WAC 173- 
303-172. 

(i) All satellite accumulation areas operated by large 
quantity generators must meet the preparedness, prevention 
and contingency regulations and emergency procedures in 
WAC 173-303-201. 

(2) On a case-by-case basis the department may require 
the satellite accumulation area to be managed in accordance 
with all or some of the requirements under WAC 173-303- 
172 or 173-303-200 and secondary containment require- 
ments of WAC 173-303-630(7), if the nature of the wastes 
being accumulated, a history of spills or releases from accu- 
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mulated containers, or other factors are determined by the 
department to be a threat or potential threat to human health 
or the environment. 


AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-180 Manifest. A generator who trans- 
ports, or offers for transport a dangerous waste for off-site 
treatment, storage, or disposal, or a treatment, storage, ((and)) 
or disposal facility ((whe)) that offers for transport a rejected 
dangerous waste load, must follow all applicable procedures 
described in this section. 

(1) Form and contents of dangerous waste manifests. 40 
C.F.R. Part 262 Appendix - Uniform Hazardous Waste Man- 
ifest and Instructions (EPA Forms 8700-22 and 8700-22A 
and Their Instructions) is incorporated by reference. The 
manifest must be EPA Form 8700-22 and, if necessary, EPA 
Form 8700-22A. The manifest must be prepared in accor- 
dance with the instructions for these forms((as-deseribedan 
the-uniferm- manifest Appendix of 40-C ER Part 262)). 

(a) A generator must designate on the manifest one facil- 
ity that is permitted to handle the waste described on the man- 
ifest. 

(b) A generator may also designate on the manifest one 
alternate facility that is permitted to handle their waste in the 
event an emergency prevents delivery of the waste to a pri- 
mary designated facility. 

(c) If the transporter is unable to deliver the dangerous 
waste to the designated facility or the alternate facility, the 
generator must either designate another facility or instruct the 
transporter to return the waste. 

(2) The manifest must consist of enough copies to pro- 
vide the generator, each transporter, and the designated facil- 
ity owner/operator with a copy for their records, and another 
copy to be returned to the generator. 

(3) Manifest procedures. 

(a) The generator must: 

(i) Sign and date the manifest certification by hand; 

(11) Obtain the handwritten signature of the initial trans- 
porter and date of acceptance on the manifest; and 

(iii) Retain one copy in accordance with WAC 173-303- 
210, Generator recordkeeping. 

(b) The generator must give the remaining manifest cop- 
ies to the transporter. 

(c) For shipments of dangerous waste within the United 
States solely by water (bulk shipments only), the generator 
must send three copies of the manifest dated and signed in 
accordance with this section to the owner or operator of the 
designated facility or the last water (bulk shipment) trans- 
porter to handle the waste in the United States if exported by 
water. Copies of the manifest are not required for each trans- 
porter. 

(d) For rail shipments of dangerous waste within the 
United States which originate at the site of generation, the 
generator must send at least three copies of the manifest dated 
and signed in accordance with this section to: 

(i) The next nonrail transporter, if any; or 

(ii) The designated facility if transported solely by rail; 
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(iii) The last rail transporter to handle the waste in the 
United States if exported by rail. 

(e) For shipments of federally regulated hazardous waste 
to a designated facility in an authorized state which has not 
yet obtained authorization to regulate that particular waste as 
hazardous, the generator must assure that the designated 
facility agrees to sign and return the manifest to the genera- 
tor, and that any out-of-state transporter signs and forwards 
the manifest to the designated facility. 

(f) For rejected shipments of dangerous waste or con- 
tainer residues contained in nonempty containers that are 
returned to the generator by the designated facility (following 
the procedures of WAC 173-303-370 (5)(f)), the generator 
must: 

(i) Sign either: 

(A) Item 20 of the new manifest if a new manifest is used 
for the returned shipment; or 

(B) Item 18c of the original manifest if the original man- 
ifest is used for the returned shipment. 

(ii) Provide the transporter a copy of the manifest; 

(iii) Within thirty days of delivery of the rejected ship- 
ment or container residues contained in nonempty containers, 
send a copy of the manifest to the designated facility that 
returned the shipment to the generator; and 

(iv) Retain at the generator's site a copy of each manifest 
for at least three years from the date of delivery. 

(4) Special requirements for shipments to the Washing- 
ton EHW facility at Hanford. 

(a) All generators planning to ship dangerous waste to 
the EHW facility at Hanford must notify the facility in writ- 
ing and by sending a copy of the prepared manifest prior to 
shipment. 

(b) The generator must not ship any dangerous waste 
without prior approval from the EHW facility. The state oper- 
ator may exempt classes of waste from the requirements of 
WAC 173-303-180 (4)(a) and (b) where small quantities or 
multiple shipments of a previously approved waste are 
involved, or there exists an emergency and potential threat to 
public health and safety. 

(5) The requirements of this section and WAC 173-303- 
190(2) do not apply to the transport of dangerous wastes on a 
public or private right of way within or along the border of 
contiguous property under the control of the same person, 
even if such contiguous property is divided by a public or pri- 
vate right of way: Provided, That ecology has approved an 
alternative paper tracking system that serves the purpose of a 
manifest. Notwithstanding WAC 173-303-240(2), the gener- 
ator or transporter must comply with the requirements for 
transporters set forth in WAC 173-303-270 and 173-303-145 
in the event of a discharge of dangerous waste on a public or 
private right of way. 

(6) Special instructions for state-only dangerous waste 
that designates only by the criteria under WAC 173-303-100 
and is not regulated as a hazardous waste under 40 C.F.R. 
Part 261 or as a hazardous material under the 49 C.F.R. haz- 
ardous material regulations. For purposes of completing the 
uniform hazardous waste manifest, Item 9b, and Item 28 if 
continuation sheet 8700-22A is used, or to describe a state- 
only dangerous waste on a shipping paper, the shipping 
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description must include the following in sequence with no 
additional information interspersed: 

(a) Material Not Regulated by DOT; 

(b) Washington State Dangerous Waste Only followed 
by the appropriate criteria designation of the waste that is 
either toxic, persistent, solid corrosive or a combination of 
these entered in parentheses; 

(c) Shipping description examples: Material Not Regu- 
lated by DOT (Washington State Dangerous Waste Only, 
Toxic); Material Not Regulated by DOT (Washington State 
Dangerous Waste Only, Toxic, Persistent); Material Not 
Regulated by DOT (Washington State Dangerous Waste 
Only, Solid Corrosive). 

(7) Manifest tracking numbers, manifest printing, and 
obtaining manifests. 

(a) 40 C.F.R. 262.21 (a) through (f) and (h) through (m) 
is incorporated by reference. EPA requirements for printing 
manifests for use or distribution are included in this section. 

(b) A generator may use manifests printed by any source 
so long as the source of the printed form has received 
approval from EPA to print the manifest under paragraphs (c) 
and (e) of 40 C.F.R. 262.21. A registered source may be a: 

(i) State agency; 

(11) Commercial printer; 

(111) Dangerous waste generator, transporter or TSDF; or 

(iv) Dangerous waste broker or other preparer who pre- 
pares or arranges shipments of dangerous waste for transpor- 
tation. 

(c) A generator must determine whether the generator 
state or the consignment state for a shipment regulates any 
additional wastes (beyond those regulated federally) as haz- 
ardous wastes under these states' authorized programs. Gen- 
erators also must determine whether the consignment state or 
generator state requires the generator to submit any copies of 
the manifest to these states. In cases where the generator must 
supply copies to either the generator's state or the consign- 
ment state, the generator is responsible for supplying legible 
photocopies of the manifest to these states. 

(8) Waste minimization certification. A generator who 
initiates a shipment of dangerous waste must certify to one of 
the following statements in Item 15 of the uniform hazardous 
waste manifest: 

(a) "Lam a large quantity generator. I have a program in 
place to reduce the volume and toxicity of waste generated to 
the degree I have determined to be economically practicable 
and I have selected the practicable method of treatment, stor- 
age, or disposal currently available to me which minimizes 
the present and future threat to human health and the environ- 
ment"; or 

(b) "I am a medium quantity generator. I have made a 
good faith effort to minimize my waste generation and select 
the best waste management method that is available to me 
and that I can afford." Note that a Washington state medium 
quantity generator regulated under WAC 173-303-172 is the 
type of generator referred to where the manifest states "(b) if 
I am a small quantity generator", due to the different term 
used by EPA. 

(9) Use of electronic manifest. In lieu of using the mani- 
fest form specified in subsection (1) of this section, a person 
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may prepare and use an electronic manifest, provided that the 
person: 

(a) Complies with the requirements of 40 C.F.R. Part 
3.10 for the reporting of electronic documents to EPA; and 

(b) Complies with the requirements in subsections (10) 
and (11) of this section. 

(10) Legal equivalence to paper manifests. 

(a) Electronic manifests that are obtained, completed, 
and transmitted in accordance with subsection (9) of this sec- 
tion and used in accordance with this section are the legal 
equivalent of paper manifest forms bearing handwritten sig- 
natures, and satisfy for all purposes any requirement in this 
section to obtain, complete, sign, provide, use or retain a 
manifest. 

(i) Any requirement in this section to sign a manifest or 
manifest certification by hand, or to obtain a handwritten sig- 
nature, is satisfied by signing with or obtaining a valid and 
enforceable electronic signature within the meaning of sub- 
section (11) of this section. 

(11) Any requirement in this section to give, provide, 
send, forward, or return to another person a copy of the man- 
ifest is satisfied when an electronic manifest is transmitted to 
the other person by submission to the e-Manifest system. 

(111) Any requirement in this section for a generator to 
keep or retain a copy of each manifest is satisfied by retention 
of a signed electronic manifest in the generator's account on 
the national e-Manifest system, provided that such copies are 
readily available for viewing and production upon request. 

(iv) A generator may not be held liable for the inability 
to produce an electronic manifest for inspection under this 
section if the generator can demonstrate that the inability to 
produce the electronic manifest is due exclusively to a tech- 
nical difficulty with the electronic manifest system for which 
the generator bears no responsibility. 

(b) A generator may participate in the electronic mani- 
fest system either by accessing the electronic manifest system 
from its own electronic equipment, or by accessing the elec- 
tronic manifest system from portable equipment brought to 
the generator's site by the transporter who accepts the danger- 
ous waste shipment from the generator for off-site transporta- 
tion. 

(c) Restriction on use of electronic manifests. A gener- 
ator may prepare an electronic manifest for the tracking of 
dangerous waste shipments involving any dangerous waste 
only if it is known at the time the manifest is originated that 
all waste handlers named on the manifest participate in the 
electronic manifest system, except that: 

(ii) A generator may sign by hand and retain a paper 
copy of the manifest signed by hand by the initial transporter, 
in lieu of executing the generator copy electronically, thereby 
enabling the transporter and subsequent waste handlers to 
execute the remainder of the manifest copies electronically. 

(d) Requirement for one printed copy. To the extent the 
hazardous materials regulation on shipping papers for car- 
riage by public highway requires shippers of hazardous mate- 
rial to supply a paper document for compliance with 49 
C.F.R. Part 177.817, a generator originating an electronic 
manifest must also provide the initial transporter with one 
printed copy of the electronic manifest. In addition, the one 
printed copy of the electronic manifest must provide the 
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information required in subsection (6) of this section for 
state-only dangerous waste that designates only by the crite- 
ria under WAC 173-303-100 and as state listed WPCB and 
WSC2. 

(e) Special procedures when electronic manifest is 
unavailable. If a generator has prepared an electronic mani- 
fest for a dangerous waste shipment, but the electronic mani- 
fest system becomes unavailable for any reason prior to the 
time that the initial transporter has signed electronically to 
acknowledge the receipt of the dangerous waste from the 
generator, then the generator must obtain and complete a 
paper manifest (EPA form 8700-22) and if necessary, a con- 
tinuation sheet (EPA form 8700-22A) in accordance with the 
manifest instructions and ((eemply)) use these paper forms 
from this point forward in compliance with subsections (1) 
through (8) of this section from this point forward. 

(f) Special procedures for electronic signature methods 
undergoing tests. If a generator has prepared an electronic 
manifest for a dangerous waste shipment, and signs this man- 
ifest electronically using an electronic signature method 
which is undergoing pilot or demonstration tests aimed at 
demonstrating the practicality or legal dependability of this 
signature method, then the generator shall also sign with an 
ink signature the generator/offeror certification on the printed 
copy of the manifest provided under (d) of this subsection. 

(g) Imposition of user fee. A generator who is a user of 
the electronic manifest may be assessed a user fee by EPA for 
the origination of each electronic manifest. EPA shall main- 
tain and update from time-to-time the current schedule of 
electronic manifest user fees, which shall be determined 
based on current and projected system costs and level of use 
of the electronic manifest system. The current schedule of 
electronic manifest user fees will be published by EPA as an 
appendix to 40 C.F.R. Part 262. 

(h) Post-receipt manifest data corrections. After facilities 
have certified to the receipt of dangerous waste by signing 
Item 20 of the manifest, any post-receipt data corrections 
may be submitted at any time by any interested person (e.g., 
waste handler) named on the manifest. Generators may par- 
ticipate electronically in the post-receipt data corrections pro- 
cess by following the process described in WAC 173-303- 
370 (10)(g), which applies to corrections made to either paper 
or electronic manifest records. 

(11) Electronic manifest signatures. Electronic signature 
methods for the e-Manifest system shall: 

(a) Be a legally valid and enforceable signature applica- 
ble under state, EPA and other federal requirements pertain- 
ing to electronic signatures; and 

(b) Be a method that is designed and implemented in a 
manner that EPA considers to be as cost-effective and practi- 
cal as possible for the users of the manifest. 


AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-200 Conditions for exemption for a 
large quantity generator that accumulates dangerous 
waste. Large quantity generators, not to include transporters 
as referenced in WAC 173-303-240(3), may accumulate dan- 
gerous waste on site without a permit or interim status, and 
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without complying with the requirements of WAC 173-303- 
600 provided that all of the following conditions for exemp- 
tion listed in this section are met. 

(1) Off-site shipments. All dangerous waste is shipped 
off site to a designated facility or placed in an on-site facility 
which is permitted by the department under WAC 173-303- 
800 through 173-303-845 or recycled or treated on site in 
ninety days or less. A generator who accumulates dangerous 
waste for more than ninety days is an operator of a storage 
facility and is subject to the facility requirements of this chap- 
ter and the permit requirements of this chapter as a storage 
facility unless they have been granted an extension to the 
ninety-day period allowed pursuant to subsection (2) of this 
section; 

(2) Accumulation time limit. 

(a) The generator accumulates dangerous waste on site 
for no more than ninety days unless; 

(i) The department has granted a maximum thirty-day 
extension to this ninety-day period. The department may, on 
a case-by-case basis, grant a maximum thirty-day extension 
to this ninety-day period if dangerous waste must remain on 
site due to unforeseen, temporary and uncontrollable circum- 
stances; or 

(11) The F006 accumulation conditions for exemption in 
subsection (13) of this section are met. 

(b) For the purposes of this section, the ninety-day accu- 
mulation period begins on the date that: 

(i) The generator first generates a dangerous waste; or 

(ii) The quantity (or aggregated quantity) of dangerous 
waste being accumulated by a small quantity generator first 
exceeds the accumulation limit for such waste (or wastes); or 

(iii) The generator exceeds its satellite accumulation lim- 
its prescribed in WAC 173-303-174(1). 

(3) Accumulation of waste in containers. 

(a) Condition of containers. If a container holding dan- 
gerous waste is not in good condition (e.g., severe corroding 
or rusting or flaking or scaling, and/or apparent structural 
defects) or if it begins to leak or is leaking, the generator must 
transfer the dangerous waste from this container to a con- 
tainer that is in good condition and does not leak and continue 
to manage that container and waste in compliance with the 
conditions for exemption in this section. In addition, the 
owner or operator must address leaks and spills in accordance 
with the applicable provisions of WAC 173-303-145 and 
((443-393-369)) 173-303-201(13). 

(b) Compatibility of waste with container. The generator 
must use a container made of or lined with materials which 
will not react with, and are otherwise compatible with, the 
dangerous waste to be stored, so that the ability of the con- 
tainer to contain the waste is not impaired. 

(c) Management of containers. 

(i) A container holding dangerous waste must be closed 
at all times, except when it is necessary to add or remove 
waste. 

(11) A container holding dangerous waste must not be 
opened, handled, or stored in a manner which may rupture the 
container or cause it to leak. 

(111) A minimum thirty-inch aisle space separation is 
required between rows of containers. A row of containers 
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must be no more than two wide and allow for unobstructed 
inspection of each container. 

(d) Inspections. The generator must conduct "weekly 
inspections," as defined in WAC 173-303-040, of each cen- 
tral accumulation area looking for leaking containers and for 
deterioration of containers and the containment system 
caused by corrosion, deterioration, or other factors. The gen- 
erator must keep a written or electronic inspection log includ- 
ing at least the date and time of the inspection, the printed 
name and the handwritten or electronic signature of the 
inspector, a notation of the observations made and the date 
and nature of any repairs or remedial actions taken. The log 
must be kept at the facility for at least five years from the date 
of inspection. See subsection (5)(a) of this section for reme- 
dial action required if deterioration or leaks are detected. 

(e) Secondary containment. For container accumulation 
the department requires that the central accumulation area(s) 
must include secondary containment in accordance with 
WAC 173-303-630(7). 

(f) Special requirements for ignitable or reactive waste. 

(i) Containers holding reactive waste exhibiting a char- 
acteristic specified in WAC 173-303-090 (7)(a)(vi), (vii) or 
(viii) must be stored in a manner equivalent to the separation 
distance for storage of explosives in the International Fire 
Code, 2015 edition, or the version adopted by the local fire 
district. 

(ii) The generator must design, operate, and maintain 
ignitable waste and reactive waste (other than a reactive 
waste which must meet (f)(i) of this subsection) container 
storage in a manner equivalent with the International Fire 
Code. Where no specific standard or requirements are speci- 
fied in the International Fire Code, or in existing state or local 
fire codes, applicable sections of NFPA 30 "Flammable and 
Combustible Liquids Code," must be used. The generator 
must also comply with the requirements of WAC 173-303- 
395 (1)(d). 

(iii) The generator must take precautions to prevent acci- 
dental ignition or reaction of ignitable or reactive waste. This 
waste must be separated and protected from sources of igni- 
tion or reaction including, but not limited to, the following: 
Frictional heat, sparks (static, electrical, or mechanical), and 
radiant heat. While ignitable or reactive waste is being han- 
dled, the generator must confine smoking and open flame to 
specially designated locations. "No Smoking" signs must be 
conspicuously place wherever there is a hazard from ignit- 
able or reactive waste. 

(g) Special requirements for incompatible wastes. 

(i) Incompatible waste, or incompatible wastes and 
materials must not be placed in the same container, unless 
WAC 173-303-395 (1)(b) is complied with. 

(ii) Dangerous waste must not be placed in an unwashed 
container that previously held an incompatible waste or mate- 
rial. 

(iii) A storage container holding a dangerous waste that 
is incompatible with any waste or other materials stored 
nearby in other containers, piles, open tanks, or surface 
impoundments must be separated from the other materials or 
protected from them by means of a dike, berm, wall, or other 
device. Containment systems for incompatible wastes must 
be separate. 
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(h) Closure. 

(i) At closure, all dangerous waste and dangerous waste 
residues must be removed from the containment system. 
Remaining containers, liners, base, and soil containing or 
contaminated with dangerous waste or dangerous waste resi- 
dues must be decontaminated or removed. 

(ii) In addition, such a generator is exempt from all the 
requirements in WAC 173-303-610 and 173-303-620, except 
for WAC 173-303-610 (2) and (5). 

(i) Air emission standards. The generator must comply 
with the applicable requirements of 40 C.F.R. Part 265, Sub- 
parts AA, BB, and CC incorporated by reference in WAC 
173-303-400 (3)(a). 

(4) Accumulation of dangerous waste in tanks. The gen- 
erator must comply with: 

(a) Applicable air emission standards of 40 C.F.R. Part 
265, Subparts AA, BB, and CC incorporated by reference in 
WAC 173-303-400 (3)(a); and 

(b) Tank standards of WAC 173-303-640 (2) through 
(10), except WAC 173-303-640 (8)(c) and the second sen- 
tence of WAC 173-303-640 (8)(a). (Note: A generator, 
unless otherwise required to do so, does not have to prepare a 
closure plan, a cost estimate for closure, or provide financial 
responsibility of their tank system to satisfy the requirement 
of this section.) Such a generator is exempt from the require- 
ments of WAC 173-303-620 and 173-303-610, except for 
WAC 173-303-610 (2) and (5). 

(5) Accumulation of ((dangereus)) hazardous waste on 
drip pads. If the waste is placed on drip pads, the generator 
must comply with the following: 

(a) WAC 173-303-675; and 

(b) Remove all wastes from the drip pad and associated 
collection systems at least once every ninety days; and 

(c) Waste removed from drip pads and associated collec- 
tion systems must be sent immediately to: 

(i) An off-site designated facility; or 

(ii) An on-site permitted facility; or 

(iii) To an on-site central accumulation area where the 
waste is managed in compliance with the on-site central 
accumulation area regulations in this section for the remain- 
der of the ninety-day accumulation time limit for large quan- 
tity generators. (Example: A generator removes waste from 
the drip pad at fifty days, and the generator is then allowed to 
further accumulate that waste in its central accumulation area 
for up to an additional forty days.); 

(d) Maintain the following records on site and readily 
available for inspection: 

(i) The original start date waste was first placed on, or 
began to accumulate on, the drip pad; 

(ii) A description of procedures that will be followed to 
ensure that all wastes are removed from the drip pad and 
associated collection systems at least once every ninety days; 
and 

(iii) Documentation of each waste removal, including the 
quantity of waste removed from the drip pad and the sump or 
collection system and the date and time of removal. 

(6) Accumulation of hazardous waste in containment 
buildings. If the waste is placed in containment buildings, the 
generator must comply with the following: 
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(a) 40 C.F.R. Part 265, Subpart DD, which is incorpo- 
rated by reference; and 

(b) Labeling. 

(i) The generator must label its containment building 
with the words "Dangerous Waste" or "Hazardous Waste" in 
a conspicuous place easily visible and legible to employees, 
visitors, emergency responders, waste handlers, or other per- 
sons on site. The label must be visible and legible from a dis- 
tance of twenty-five feet or the lettering size is a minimum of 
one-half inch in height; and 

(ii) The generator must also, in a conspicuous place eas- 
ily visible and legible to employees, visitors, emergency 
responders, waste handlers, or other persons on site, provide 
its containment building with an indication of the hazards of 
the contents (examples include, but are not limited to, the 
applicable dangerous waste characteristic(s) and criteria of 
ignitable, corrosive, reactive and toxic and the applicable 
hazard(s) identified for listed dangerous waste). The indica- 
tion must be: 

(A) Legible and/or recognizable from a distance of 
twenty-five feet or the lettering size is a minimum of one-half 
inch in height; and 

(B) Include descriptive word(s) and/or pictogram(s) that 
identifies the hazards associated with the contents. 

(c) The generator must also maintain the following 
records at the facility: 

(i) The independent qualified registered professional 
engineer certification that the building complies with the 
design standards specified in 40 C.F.R. 265.1101 in the facil- 
ity's operating record no later than sixty days after the date of 
initial operation of the unit. Where Subpart G and H are ref- 
erenced in 40 C.F.R. 265.1102, replace them with WAC 173- 
303-610 and 173-303-620. After February 18, 1993, PE cer- 
tification will be required prior to operation of the unit. 

(11) A written description of procedures to ensure that 
each waste volume remains in the unit for no more than 
ninety days, a written description of the waste generation and 
management practices for the facility showing that they are 
consistent with respecting the ninety-day limit, and docu- 
mentation that the procedures are complied with; or 

(iii) Documentation that the unit is emptied at least once 
every ninety days. 

(iv) Inventory logs or records with the above information 
must be maintained on site and readily available for inspec- 
tion. 

(7) Labeling and marking of containers and tanks. 

(a) A generator must clearly mark or label ((#s)) their 
containers as follows: 

(i) With the date upon which each period of accumula- 
tion begins ((#s)) marked and clearly visible for inspection 


(11) With the words "Dangerous Waste" or "Hazardous 
Waste." Except for containers one gallon (or four liters) and 
under, the lettering must be legible from a distance of twenty- 
five feet or the lettering size is a minimum of one-half inch in 
height. 

(iii) With an indication of the hazards of the contents 
(examples include, but are not limited to, applicable danger- 
ous waste characteristic(s) or criteria of ignitable, corrosive, 
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reactive and toxic and the applicable hazard(s) identified for 
listed dangerous wastes). The label or marking must be: 

(A) Legible and/or recognizable from a distance of 
twenty-five feet or the lettering size is a minimum of one-half 
inch in height; and 

(B) Include descriptive word(s) and/or pictogram(s) that 
identifies the hazards associated with the contents of the con- 
tainers for the public, emergency response personnel, and 
employees; for containers one gallon (or four liters) and 
under the label, marking or lettering can be appropriate for 
the size of the container. 

(iv) Affix labels upon transfer of dangerous wastes from 
one container to another. The owner or operator must destroy 
or otherwise remove labels from the emptied container, 
unless the container will continue to be used for storing dan- 
gerous waste at the facility. 

(v) Ensure that labels are not obscured, removed, or oth- 
erwise unreadable in the course of inspection as required 
under subsection (3)(d) of this section. 

(b) Generators accumulating dangerous waste in tanks 
must do the following: 

(i) Clearly mark or label its tanks with the words "Dan- 
gerous Waste" or "Hazardous Waste" where the label or 
marking is legible from a distance of fifty feet. For under- 
ground tank systems, the marking or labels must either be 
placed on aboveground postings at each underground tank 
system or at each entrance to the active portion (area where 
the underground tank/tank system is located). 

(11) Clearly mark or label its tanks with an indication of 
the hazards of the contents (examples include, but are not 
limited to, the applicable dangerous waste characteristic(s) 
and criteria of ignitable, corrosive, reactive and toxic and the 
applicable hazard(s) identified for listed dangerous wastes). 
For underground tank systems, the hazardous marking or 
labels must either be placed on aboveground postings at each 
underground tank system or at each entrance to the active 
portion (area where the underground tank/tank system is 
located). The label or marking must be: 

(A) Legible and/or recognizable from a distance of at 
least fifty feet. 

(B) Include descriptive word(s) and/or pictogram(s) that 
identifies the hazards associated with the contents of the 
tanks for the public, emergency response personnel, and 
employees. 

(iii) Use inventory logs, monitoring equipment, or other 
records to demonstrate that dangerous waste has been emp- 
tied within ninety days of first entering the tank if using a 
batch process, or in the case of a tank with a continuous flow 
process, demonstrate that estimated volumes of dangerous 
waste entering the tank daily exit the tank within ninety days 
of first entering. 

(iv) Keep inventory logs or records with the above infor- 
mation on site and readily available for inspection. 

(c) The department may also require that a sign be posted 
at each entrance to the accumulation area, bearing the legend, 
"danger - unauthorized personnel keep out," or an equivalent 
legend, written in English, and legible from a distance 
twenty-five feet or more. 

(8) Emergency procedures. The generator complies with 
the standards of WAC 173-303-201. 
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(9) Personnel training. 

(a) Training program. The generator must provide a pro- 
gram of classroom instruction or on-the-job training for facil- 
ity personnel. This program must teach personnel to perform 
their duties in a way that ensures the facility's compliance 
with this chapter, must teach facility personnel dangerous 
waste management procedures (including contingency plan 
implementation) relevant to the positions in which they are 
employed, must ensure that facility personnel are able to 
respond effectively to emergencies, and must include those 
elements set forth in the training plan required in (b) of this 
subsection. In addition: 

(i) The training program must be directed by a person 
knowledgeable in dangerous waste management procedures, 
and must include training relevant to the positions in which 
the facility personnel are employed; 

(11) Facility personnel must participate in an annual 
review of the training provided in the training program; 

(iii) This program must be successfully completed by the 
facility personnel: 

(A) Within six months after these regulations become 
effective; or 

(B) Within six months after their employment at or 
assignment to the facility, or to a new position at the facility, 
whichever is later. 

(iv) Employees hired after the effective date of these reg- 
ulations must be supervised until they complete the training 
program; and 

(v) At a minimum, the training program must familiarize 
facility personnel with emergency equipment and systems, 
and emergency procedures. The program must include other 
parameters as set forth by the department, but at a minimum 
must include, where applicable: 

(A) Procedures for using, inspecting, repairing, and 
replacing facility emergency and monitoring equipment; 

(B) Key parameters for automatic waste feed cut-off sys- 
tems; 

(C) Communications or alarm systems; 

(D) Response to fires or explosions; 

(E) Response to ground-water contamination incidents; 
and 

(F) Shutdown of operations. 

(b) Written training plan. The generator must develop a 
written training plan which must be kept at the facility and 
which must include the following documents and records: 

(i) For each position related to dangerous waste manage- 
ment at the facility, the job title, the job description, and the 
name of the employee filling each job. The job description 
must include the requisite skills, education, other qualifica- 
tions, and duties for each position; 

(ii) A written description of the type and amount of both 
introductory and continuing training required for each posi- 
tion; and 

(111) Records documenting that facility personnel have 
received and completed the training required by this section. 
The department may require, on a case-by-case basis, that 
training records include employee initials or signature to ver- 
ify that training was received. 

(c) Training records. Training records on current person- 
nel must be kept until closure of the facility. Training records 


Proposed 


WSR 20-08-048 


on former employees must be kept for at least three years 
from the date the employee last worked at the facility. Per- 
sonnel training records may accompany personnel trans- 
ferred within the same company. 

(10) General inspections. 

(a) The generator must inspect the facility to prevent 
malfunctions and deterioration, operator errors, and dis- 
charges which may cause or lead to the release of dangerous 
waste constituents to the environment, or a threat to human 
health. The generator must conduct these inspections often 
enough to identify problems in time to correct them before 
they harm human health or the environment. 

(b) The generator must develop and follow a written 
schedule for inspecting all monitoring equipment, safety and 
emergency equipment, security devices, and operating and 
structural equipment that help prevent, detect, or respond to 
hazards to the public health or the environment. In addition: 

(i) The schedule must be kept at the facility; 

(11) The schedule must identify the types of problems 
which are to be looked for during inspections; 

(111) The generator must keep a written or electronic 
inspection log or summary, including at least the date and 
time of the inspection, the printed name and the handwritten 
or electronic signature of the inspector, a notation of the 
observations made, an account of spills or discharges in 
accordance with WAC 173-303-145, and the date and nature 
of any repairs or remedial actions taken. The log or summary 
must be kept at the facility for at least five years from the date 
of inspection. 

(c) The generator must remedy any problems revealed by 
the inspection, on a schedule which prevents hazards to the 
public health and environment. Where a hazard is imminent 
or has already occurred, remedial action must be taken imme- 
diately. 

(11) Land disposal restrictions. The generator complies 
with all applicable requirements under 40 C.F.R. 268. 

(12) Closure. A generator accumulating dangerous waste 
in containers, tanks, drip pads and containment buildings, 
prior to closing a unit at the facility, or prior to closing the 
facility, must meet the following conditions: 

(a) Notification for closure of a waste accumulation unit. 
The generator must perform one of the following when clos- 
ing a waste accumulation unit: 

(1) Place a notice in the operating record within thirty 
days after closure identifying the location of the unit within 
the facility; or 

(11) Meet the closure performance standards of (c) of this 
subsection for container, tank, and containment building 
waste accumulation units or (d) of this subsection for drip 
pads and notify the department following the procedures of 
(b)(ii) of this subsection for the waste accumulation unit. If 
the waste accumulation unit is subsequently reopened, the 
generator may remove the notice from the operating record. 

(b) Notification of closure of the facility. 

(i) Notify the department using the Washington State 
Dangerous Waste Site Identification Form no later than thirty 
days prior to closing the facility. 

(ii) Notify the department using the Washington State 
Dangerous Waste Site Identification Form within ninety days 
after closing the facility that it has complied with the closure 
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performance standards of (c) or (d) of this subsection, respec- 
tively. If the facility cannot meet the closure performance 
standards of (c) or (d) of this subsection, notify the depart- 
ment using the Washington State Dangerous Waste Site Iden- 
tification Form that it will close as a landfill under WAC 173- 
303-665 in the case of a container, tank or containment build- 
ing unit(s), or for a facility with drip pads, notify using the 
Washington State Dangerous Waste Site Identification Form 
that it will close under the drip pad standards of WAC 173- 
303-675. 

(iii) A generator may request additional time to clean at 
closure (1.e., to meet the closure performance standards of (c) 
or (d) of this subsection, respectively), but it must notify the 
department using the Washington State Dangerous Waste 
Site Identification Form within seventy-five days after the 
date provided in (b)(i) of this subsection to request an exten- 
sion and provide an explanation as to why the additional time 
is required. 

(c) Closure performance standard for container, tank sys- 
tems and containment building waste accumulation units. At 
closure the generator must close the accumulation unit or 
facility in a manner that: 

(i)(A) Minimizes the need for further maintenance; 

(B) Controls, minimizes or eliminates to the extent nec- 
essary to protect human health and the environment, post-clo- 
sure escape of dangerous waste, dangerous waste constitu- 
ents, leachate, contaminated runoff, or dangerous waste 
decomposition products to the ground, surface water, ground- 
water, or the atmosphere; and 

(C) Returns the land to the appearance and use of sur- 
rounding land areas to the degree possible given the nature of 
the previous dangerous waste activity. 

(11) Remove or decontaminate all contaminated equip- 
ment, bases, structures and soil and any remaining dangerous 
waste residues from waste accumulation units including con- 
tainment system components (pads, liners, etc.), contami- 
nated soils and subsoils, bases, and structures and equipment. 
Such removal or decontamination must assure that the levels 
of dangerous waste or dangerous waste constituents or resi- 
dues do not exceed: 

(A) For soils, groundwater, surface water, and air, the 
numeric cleanup levels calculated using unrestricted use 
exposure assumptions according to the Model Toxics Control 
Act regulations, chapter 173-340 WAC as of the effective 
date or hereafter amended. Primarily, these will be numeric 
cleanup levels calculated according to MTCA Method B, 
although MTCA Method A may be used as appropriate, see 
WAC 173-340-700 through 173-340-760, excluding WAC 
173-340-745; and 

(B) For all structures, equipment, bases, liners, etc., 
clean closure standards will be set by the department on a 
case-by-case basis in accordance with the closure perfor- 
mance standards of (c) of this subsection and in a manner that 
minimizes or eliminates post-closure escape of dangerous 
waste constituents. 

(111) Any dangerous waste and all contaminated equip- 
ment, structures and soils generated in the process of closing 
either the generator's facility or unit(s) accumulating danger- 
ous waste must be managed in accordance with all applicable 
standards of this chapter, including removing any dangerous 
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waste contained in these units within ninety days of generat- 
ing it and managing these wastes in a permitted designated 
facility. 

(iv) If the generator demonstrates that any contaminated 
soils, equipment, structures, and wastes cannot be practicably 
removed or decontaminated as required in (c)(ii) of this sub- 
section, then the waste accumulation unit is considered to be 
a landfill and the generator must close the waste accumula- 
tion unit and perform post-closure care in accordance with 
the closure and post-closure care requirements that apply to 
landfills (WAC 173-303-665). In addition, for the purposes 
of closure, post-closure, and financial responsibility, such a 
waste accumulation unit is then considered to be a landfill, 
and the generator must meet all of the requirements for land- 
fills specified in WAC 173-303-665. 

(d) Closure performance standards for drip pad waste 
accumulation units. At closure, the generator must comply 
with the closure requirements of (b), (c)(i) and (iii) of this 
subsection, and WAC 173-303-675. 

(e) The closure requirements of this subsection do not 
apply to satellite accumulation areas. 

(13) Accumulation of F006. 

(a) A large quantity generator who also generates waste- 
water treatment sludges from electroplating operations that 
meet the listing description for the dangerous waste code 
F006, may accumulate F006 waste on site for more than 
ninety days, but not more than one hundred eighty days with- 
out a permit or without having interim status provided that: 

(i) The generator has implemented pollution prevention 
practices that reduce the amount of any dangerous sub- 
stances, pollutants or contaminants entering F006 or other- 
wise released to the environment prior to its recycling; 

(ii) The F006 waste is legitimately recycled through met- 
als recovery; 

(iii) No more than 44,000 pounds of F006 waste is accu- 
mulated on site at any one time; and 

(iv) The F006 waste is managed in accordance with the 
following: 

(A) The F006 waste is placed: 

(I) In containers and the generator complies with the 
applicable requirements of WAC 173-303-200(3), 173-303- 
690 through 173-303-692; and/or 

(ID) In tanks and the generator complies with the applica- 
ble requirements of WAC 173-303-690 through 173-303-692 
and 173-303-200(4); and/or 

(II) In containment buildings and the generator com- 
plies with Subpart DD of 40 C.F.R. Part 265 which is incor- 
porated by reference at WAC 173-303-400(3), and has placed 
its independent qualified registered professional engineer 
certification that the building complies with the design stan- 
dards specified in 40 C.F.R. 265.1101 in the facility's operat- 
ing record prior to operation of the unit. The owner or opera- 
tor must maintain the following records at the facility: 

e A written description of procedures to ensure that the 
F006 waste remains in the unit for no more than one hundred 
eighty days, a written description of the waste generation and 
management practices for the facility showing that they are 
consistent with the one hundred eighty-day limit, and docu- 
mentation that the generator is complying with the proce- 
dures; or 
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e Documentation that the unit is emptied at least once 
every one hundred eighty days. 

(B) In addition, such a generator is exempt from all the 
requirements in Subparts G and H of 40 C.F.R. Part 265, 
except for 265.111 and 265.114 which are incorporated by 
reference in WAC 173-303-400(3). 

(C) Labeling and marking of containers and tanks. While 
being accumulated on site, each container and tank is clearly 
labeled or marked with: 

(I) The date upon which each period of accumulation 
begins is clearly marked and visible for inspection on each 
container; 

(ID While being accumulated on site, each container and 
tank is labeled or marked clearly with the words "Dangerous 
Waste" or "Hazardous Waste." For containers the label or 
marking is legible from a distance of twenty-five feet or the 
lettering size is a minimum of one-half inch in height. For 
tanks the label or markings is legible from fifty feet. For 
underground tank systems, the label or markings, must either 
be placed on aboveground postings at each underground tank 
system or at each entrance to the active portion (area where 
the underground tank/tank system is located); and 

(IM) With an indication of the hazards of the contents 
(examples include, but are not limited to, applicable danger- 
ous waste characteristic(s) or criteria of ignitable, corrosive, 
reactive and toxic). The label or marking must be: 

e For containers, legible and/or recognizable from a dis- 
tance of twenty-five feet or the lettering size is a minimum of 
one-half inch in height; and 

e For tanks, legible and/or recognizable from fifty feet. 

e A descriptive word(s) and/or pictogram(s) that identi- 
fies the hazards associated with the contents of the containers 
or tanks for the public, emergency response personnel, and 
employees. 

(D) The generator complies with the requirements for 
owners or operators in WAC 173-303-200(9), 173-303-201 
and with 40 C.F.R. 268.7(a)(5) which is incorporated by ref- 
erence in WAC 173-303-140 (2)(a). 

(b) F006 transportation over two hundred miles. A gen- 
erator who generates 2,200 pounds or greater of dangerous 
waste per calendar month who also generates wastewater 
treatment sludges from electroplating operations that meet 
the listing description for the dangerous waste code F006, 
and who must transport this waste, or offer this waste for 
transportation, over a distance of two hundred miles or more 
for off-site metals recovery, may accumulate F006 waste on 
site for more than ninety days, but not more than two hundred 
seventy days without a permit or without having interim sta- 
tus if the generator complies with the requirements of (a)(i) 
through (iv) of this subsection. 

(c) F006 accumulation time extension. A generator accu- 
mulating F006 in accordance with (a) and (b) of this subsec- 
tion who accumulates F006 waste on site for more than one 
hundred eighty days (or for more than two hundred seventy 
days if the generator must transport this waste, or offer this 
waste for transportation, over a distance of two hundred miles 
or more), or who accumulates more than 44,000 pounds of 
F006 waste on site is an operator of a storage facility and is 
subject to the facility and permit requirements of this chapter 
unless the generator has been granted an extension to the one 
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hundred eighty-day (or two hundred seventy-day, if applica- 
ble) period or an exception to the 44,000 pound accumulation 
limit. Such extensions and exceptions may be granted by the 
department if F006 waste must remain on site for longer than 
one hundred eighty days (or two hundred seventy days, if 
applicable) or if more than 44,000 pounds of F006 waste 
must remain on site due to unforeseen, temporary, and 
uncontrollable circumstances. An extension of up to thirty 
days or an exception to the accumulation limit may be 
granted at the discretion of the department on a case-by-case 
basis. 

(14) Rejected load. A generator who sends a shipment of 
dangerous waste to a designated facility with the understand- 
ing that the designated facility can accept and manage the 
waste and later receives that shipment back as a rejected load 
or residue in accordance with the manifest discrepancy provi- 
sions of WAC 173-303-370(5) may accumulate the returned 
waste on site in accordance with subsections (1) through (12) 
of this section. Upon receipt of the returned shipment, the 
generator must: 

(a) Sign Item 18c of the manifest, if the transporter 
returned the shipment using the original manifest; or 

(b) Sign Item 20 of the manifest, if the transporter 
returned the shipment using a new manifest. 

(15) Consolidation of dangerous waste received from 
small quantity generators. Large quantity generators may 
accumulate on-site dangerous waste received from small 
quantity generators under the control of the same person (as 
defined in WAC 173-303-040), without a storage permit or 
interim status and without complying with the final facility 
standards of WAC 173-303-600, provided that they comply 
with the following conditions: 

(a) Definitions. The definition of "control" as it applies 
to this section is found in WAC 173-303-040. 

(b)(i) The large quantity generator must notify the 
department using Washington State Notification of Danger- 
ous Waste ((fdentification)) Activity Form according to the 
instructions on the form at least thirty days prior to receiving 
the first shipment from a small quantity generator(s); and 

(11) Identifies on the form the name(s) and site 
address(es) for the small quantity generator(s) as well as the 
name and business telephone number for a contact person for 
the small quantity generator(s); and 

(111) Submits an updated Washington State Notification 
of Dangerous Waste ((identifieation)) Activity Form accord- 
ing to the instructions on the form within thirty days after a 
change in the name or site address for the small quantity gen- 
erator. 

(c) The large quantity generator maintains records of 
shipments for five years from the date the dangerous waste 
was received from the small quantity generator. These 
records must identify the name, site address, and contact 
information for the small quantity generator and include a 
description of the dangerous waste received, including the 
quantity and the date the waste was received. 

(d) The large quantity generator complies with the inde- 
pendent requirements identified in WAC 173-303-170 
(Gi) and the conditions for exemption in this section. 

(e) For the purpose of complying with the labeling and 
marking regulations in subsection (7) of this section, the large 
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quantity generator must label the container or unit with the 
date accumulation started (1.e., the date the dangerous waste 
was received from the small quantity generator). If the large 
quantity generator consolidates incoming dangerous waste 
from a small quantity generator with either its own dangerous 
waste or with dangerous waste from other small quantity gen- 
erators, the large quantity generator must label each container 
or unit with the earliest date any dangerous waste in the con- 
tainer was accumulated on site. 


AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-201 Preparedness, prevention, emer- 
gency procedures and contingency plans for large quan- 
tity generators. (1) Applicability. The regulations of this 
section apply to those areas of a large quantity generator's 
facility where dangerous waste is generated or accumulated 
on site. 

(2) A large quantity generator facility must be designed, 
constructed, maintained and operated to minimize the possi- 
bility of fire, explosion, or any unplanned sudden or nonsud- 
den release of dangerous waste, hazardous substance or dan- 
gerous waste constituents to air, soil, or surface or groundwa- 
ter which could threaten the public health or the environment. 
This section describes preparations and preventive measures 
which help avoid or mitigate such situations. 

(3) Required equipment. All areas deemed applicable by 
subsection (1) of this section must be equipped with the fol- 
lowing, unless it can be demonstrated to the department that 
none of the hazards posed by waste or hazardous substance 
handled at the facility could require a particular kind of 
equipment specified below. A large quantity generator may 
determine the most appropriate locations within its facility to 
locate equipment necessary to prepare for and respond to 
emergencies: 

(a) An internal communications or alarm system capable 
of providing immediate emergency instruction (voice or sig- 
nal) to facility personnel; 

(b) A device, such as a telephone (immediately available 
at the scene of operations) or a hand-held, two-way radio, 
capable of summoning emergency assistance from local 
police departments, fire departments, or state or local emer- 
gency response teams; 

(c) Portable fire extinguishers, fire control equipment 
(including special extinguishing equipment, such as those 
using foam, inert gas, or dry chemicals), spill control equip- 
ment, and decontamination equipment; and 

(d) Water at adequate volume and pressure to supply 
water hose streams, foam producing equipment, automatic 
sprinklers, or water spray systems. 

(4) Testing and maintenance of equipment. All facility 
communications or alarm systems, fire protection equipment, 
spill control equipment, and decontamination equipment, 
where required, must be tested and maintained as necessary 
to assure its proper operation in time of emergency. 

(5) Access to communications or alarms. Personnel must 
have immediate access to the signaling devices described in 
the situations below: 
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(a) Whenever dangerous waste is being poured, mixed, 
spread, or otherwise handled, all personnel involved must 
have immediate access (e.g., direct or unimpeded access) to 
an internal alarm or emergency communication device, either 
directly or through visual or voice contact with another 
employee, unless such a device is not required in subsection 
(3) of this section; 

(b) If there is ever just one employee on the premises 
while the facility is operating, they must have immediate 
access (e.g., direct or unimpeded access) to a device, such as 
a telephone (immediately available at the scene of operation) 
or a hand-held, two-way radio, capable of summoning exter- 
nal emergency assistance, unless such a device is not required 
in subsection (3) of this section. 

(6) Aisle space. The generator must maintain aisle space 
to allow the unobstructed movement of personnel, fire pro- 
tection equipment, spill control equipment, and decontamina- 
tion equipment to any area of facility operation in an emer- 
gency, unless it can be demonstrated to the department that 
aisle space is not needed for any of these purposes. 

(7) Arrangements with local authorities. The large quan- 
tity generator must attempt to make the following arrange- 
ments, as appropriate for the type of waste handled at its 
facility and the potential need for the services of these orga- 
nizations, unless the hazards posed by wastes handled at the 
facility would not require these arrangements: 

(a) Arrangements to familiarize police, fire departments, 
and emergency response teams with the layout of the facility, 
properties of dangerous waste handled at the facility and 
associated hazards, places where facility personnel would 
normally be working, entrances to and roads inside the facil- 
ity, and possible evacuation routes; 

(b) Arrangements to familiarize local hospitals with the 
properties of dangerous waste handled at the facility and the 
types of injuries or illnesses which could result from fires, 
explosions, or releases at the facility; 

(c) Agreements with state emergency response teams, 
emergency response contractors, and equipment suppliers; 

(d) Where more than one party might respond to an 
emergency, agreements designating primary emergency 
authority and agreements with any others to provide support 
to the primary emergency authority; 

(e) Where state or local authorities decline to enter into 
such arrangements, the owner or operator must document the 
refusal in the operating record; and 

(f) A facility possessing twenty-four-hour response 
capabilities may seek a waiver from the authority having 
jurisdiction (AHJ) over the fire code with the facility's local- 
ity as far as needing to make arrangements with the local fire 
department as well as any other organization necessary to 
respond to an emergency, provided that the waiver is docu- 
mented in the generator's operating record. 

(8) Contingency plan purpose and implementation. 

(a) The large quantity generator must have a contingency 
plan for the facility. The purpose of a contingency plan and 
emergency procedures is to lessen the potential impact on the 
public health and the environment due to any emergency 
event such as, but not limited to, a fire, natural disaster, 
explosion, or any unplanned sudden or nonsudden release of 
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dangerous waste, hazardous substance or dangerous waste 
constituents to air, soil, surface water, or groundwater. 

(b) A contingency plan must be developed to lessen the 
potential impacts of such emergency events, and the plan 
must be implemented immediately when such emergency 
events occur. 

(9) Contents of a contingency plan. 

(a) Each large quantity generator must have a contin- 
gency plan at their facility for use in emergencies or any sud- 
den or nonsudden releases which threaten human health and 
the environment. If the generator has already prepared a spill 
prevention control and countermeasures (SPCC) plan in 
accordance with 40 C.F.R. Part 112, or some other emer- 
gency or contingency plan, they need only amend that plan to 
incorporate dangerous waste management provisions that are 
sufficient to comply with the requirements of this section. 
The large quantity generator may develop one contingency 
plan that meets all regulatory requirements. Ecology recom- 
mends that the plan be based on the National Response 
Team's Integrated Contingency Plan Guidance ("One Plan"). 

(b) The contingency plan must contain the following: 

(i) A description of the actions which facility personnel 
must take to comply with subsections (8) through (14) of this 
section and WAC 173-303-145; 

(ii) A description of the actions which will be taken in 
the event that a dangerous waste shipment, which is damaged 
or otherwise presents a hazard to the public health and the 
environment, arrives at the facility, and is not acceptable to 
the large quantity generator, but cannot be transported, pursu- 
ant to the requirements of WAC 173-303-370(6), manifest 
system, reasons for not accepting dangerous waste ship- 
ments; 

(iii) A description of the arrangements agreed to by local 
police departments, fire departments, hospitals, contractors, 
and state and local emergency response teams to coordinate 
emergency services as required in subsection (7) of this sec- 
tion; 

(iv) A current list of names and emergency telephone 
numbers of all persons qualified to act as the emergency 
coordinator required in this section and this list must be kept 
up to date. Where more than one person is listed, one must be 
named as primary emergency coordinator, and others must be 
listed in the order in which they will assume responsibility as 
alternates. In situations where the large quantity generator 
facility has an emergency coordinator continuously on duty 
because it operates twenty-four hours per day, every day of 
the year, the plan may list the staffed position (e.g., opera- 
tions manager, shift coordinator, shift operations supervisor) 
as well as an emergency telephone number that can be guar- 
anteed to be answered at all times; 

(v) A list of all emergency equipment at the facility (such 
as fire extinguishing systems, spill control equipment, com- 
munications and alarm systems, and decontamination equip- 
ment), where this equipment is required. This list must be 
kept up to date. In addition, the plan must include the location 
and a physical description of each item on the list, and a brief 
outline of its capabilities; and 

(vi) An evacuation plan for facility personnel where 
there is a possibility that evacuation could be necessary. This 
plan must describe the signal(s) to be used to begin evacua- 
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tion, evacuation routes, and alternate evacuation routes (in 
cases where the primary routes could be blocked by releases 
of materials or fires). 

(10) Copies of contingency plan. A copy of the contin- 
gency plan and all revisions to the plan must be: 

(a) Maintained at the large quantity generator's facility; 
and 

(b) Submitted by the large quantity generator to all local 
emergency responders (i.e., police departments, fire depart- 
ments, hospitals, and state and local emergency response 
teams) that may be called upon to provide emergency ser- 
vices. 

(11) Quick reference guide. 

(a) A large quantity generator who first becomes subject 
to these provisions and any current large quantity generator 
who is amending its contingency plan must at that time sub- 
mit a quick reference guide of the contingency plan to the 
local emergency responders identified in subsection (10) of 
this section. 

(b) Contents of the quick reference guide. This quick ref- 
erence guide must include the following elements: 

(i) The types and names of dangerous waste in layman's 
terms and the associated hazards associated with each dan- 
gerous waste present at any one time (e.g., toxic paint waste, 
spent ignitable solvent, corrosive acid); 

(ii) The estimated maximum amount of each dangerous 
waste that may be present at any one time; 

(iii) The identification of any dangerous waste where 
exposure would require unique or special treatment by medi- 
cal or hospital staff; 

(iv) A map of the facility showing where dangerous 
wastes are generated, accumulated, recycled and treated and 
routes for accessing these wastes; 

(v) A street map of the facility in relation to surrounding 
businesses, schools and residential areas to understand how 
best to get to the facility and also evacuate citizens and work- 
ers; 

(vi) The locations of water supply (e.g., fire hydrant and 
its flow rate); 

(vii) The identification of on-site notification systems 
(e.g., a fire alarm that rings off site, smoke alarms); and 

(viii) The name of the emergency coordinator(s) and 
seven days/twenty-four-hours emergency telephone num- 
ber(s) or, in the case of a facility where an emergency coordi- 
nator is continuously on duty, the emergency telephone num- 
ber for the emergency coordinator. 

(c) Generators must update, if necessary, their quick ref- 
erence guides, whenever the contingency plan is amended 
and submit these documents to the local emergency respond- 
ers identified in this section. 

(12) Amendments of a contingency plan. The large 
quantity generator must review and immediately amend the 
contingency plan, if necessary, whenever: 

(a) Applicable regulations are revised; 

(b) The plan fails in an emergency; 

(c) The generator's facility changes (in its design, con- 
struction, operation, maintenance, or other circumstances) in 
a way that materially increases the potential for fires, explo- 
sions, or releases of dangerous waste or dangerous waste con- 
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stituents, or in a way that changes the response necessary in 
an emergency; 

(d) The list of emergency coordinators changes; or 

(e) The list of emergency equipment changes. 

(13) Emergency coordinator. At all times, there must be 
at least one employee either on the facility premises or on call 
(that is, available to respond to an emergency by reaching the 
facility within a short period of time) with the responsibility 
for coordinating all emergency response measures. This 
emergency coordinator must be thoroughly familiar with all 
aspects of the facility's contingency plan, required by subsec- 
tion (9) of this section, all operations and activities at the 
facility, the location and properties of all wastes handled, the 
location of all records within the facility, and the facility lay- 
out. In addition, this person must have the authority to com- 
mit the resources needed to carry out the contingency plan 
and to implement the necessary emergency procedures out- 
lined in subsection (14) of this section. 

(14) Emergency procedures. The following procedures 
must be implemented in the event of an emergency: 

(a) Whenever there is an imminent or actual emergency 
situation, the emergency coordinator (or designee when the 
emergency coordinator is on call) must immediately: 

(i) Activate internal facility alarms or communication 
systems, where applicable, to notify all facility personnel; 
and 

(ii) Notify appropriate state or local agencies with desig- 
nated response roles if their help is needed. 

(b) Whenever there is a release, fire, or explosion, the 
emergency coordinator must immediately identify the char- 
acter, exact source, amount, and areal extent of any released 
materials. 

(c) Concurrently, the emergency coordinator must assess 
possible hazards to human health and the environment (con- 
sidering direct, indirect, immediate, and long-term effects) 
that may result from the release, fire, or explosion. 

(d) If the emergency coordinator determines that the 
facility has had a release, fire, or explosion which could 
threaten human health or the environment, they must report 
their findings as follows: 

(i) If their assessment indicates that evacuation of local 
areas may be advisable, they must immediately notify appro- 
priate local authorities. They must be available to help appro- 
priate officials decide whether local areas should be evacu- 
ated; and 

(11) They must immediately notify the department and 
either the government official designated as the on-scene 
coordinator, or the National Response Center (using their 
twenty-four-hour toll free number 1-800-424-8802). 

(e) Their assessment report must include: 

(i) Name and telephone number of reporter; 

(ii) Name and address of facility; 

(iii) Time and type of incident (e.g., release, fire); 

(iv) Name and quantity of material(s) involved, to the 
extent known; 

(v) The extent of injuries, if any; and 

(vi) The possible hazards to human health or the environ- 
ment outside the facility. 

(f) During an emergency, the emergency coordinator 
must take all reasonable measures necessary to ensure that 
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fires, explosions, and releases do not occur, recur, or spread 
to other dangerous waste at the facility. These measures must 
include, where applicable, stopping processes and operations, 
collecting and containing released waste, and removing or 
isolating containers. 

(g) If the facility stops operations in response to a fire, 
explosion, or release, the emergency coordinator must moni- 
tor for leaks, pressure buildup, gas generation, or ruptures in 
valves, pipes, or other equipment, wherever this is appropri- 
ate. 

(h) Immediately after an emergency, the emergency 
coordinator must provide for treating, storing, or disposing of 
recovered waste, contaminated soil or surface water, or any 
other material that results from a release, fire, or explosion at 
the facility. 

(i) The emergency coordinator must ensure that, in the 
affected area(s) of the facility: 

(i) No waste that may be incompatible with the released 
material is treated, stored, or disposed of until cleanup proce- 
dures are completed; and 

(ii) All emergency equipment listed in the contingency 
plan is cleaned and fit for its intended use before operations 
are resumed. 

(j) The large quantity generator must notify the depart- 
ment, and appropriate local authorities, that the facility is in 
compliance with this subsection (14)(1) of this section before 
operations are resumed in the affected area(s) of the facility. 

(k) The large quantity generator must note in the operat- 
ing record the time, date, and details of any incident that 
requires implementing the contingency plan. Within fifteen 
days after the incident, they must submit a written report on 
the incident to the department. The report must include: 

(i) Name, address, and telephone number of the owner or 
operator; 

(ii) Name, address, and telephone number of the facility; 

(iii) Date, time, and type of incident (e.g., fire, explo- 
sion); 

(iv) Name and quantity of material(s) involved; 

(v) The extent of injuries, if any; 

(vi) An assessment of actual or potential hazards to 
human health or the environment, where this is applicable; 

(vii) Estimated quantity and disposition of recovered 
material that resulted from the incident; 

(viii) Cause of incident; and 

(ix) Description of corrective action taken to prevent 
reoccurrence of the incident. 


AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-220 Generator reporting. The genera- 
tor must submit the following reports to the department by 
the specified due date for each report, or within the time 
period allowed for each report. 

(1) Annual reports. 

(a) A generator or any person who has obtained an 
EPA/state identification number pursuant to WAC 173-303- 
060 must submit an annual report to the department if the 
number has been active any time during the reporting year, 
on the Dangerous Waste Annual Report according to the 
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instructions on the form (copies are available from the 
department), no later than March 1 for the preceding calendar 
year. 

(b) Any generator who is a large quantity generator or a 
medium quantity generator for at least one month of the cal- 
endar year who ships any dangerous waste off site to a treat- 
ment, storage, disposal or recycling facility must comply 
with the annual reporting requirements of WAC 173-303-060 
covering those wastes and generator activities for that report- 
ing year. 

(c) Any generator who is a large quantity generator or a 
medium quantity generator for at least one month of the cal- 
endar year who stores, treats, recycles or disposes of danger- 
ous waste on-site must comply with the annual reporting 
requirements of WAC 173-303-390 Facility reporting, cover- 
ing those wastes and activities for that reporting year. 

(d) Any large quantity generator that receives dangerous 
waste from small quantity generators pursuant to WAC 173- 
303-200(15) must comply with the annual reporting require- 
ments of WAC 173-303-390 Facility reporting. 

(e) Reporting for exports of hazardous waste is required 
on the annual report form. In addition, a separate annual 
report requirement is set forth at 40 C.F.R. 262.83(g), which 
is incorporated by reference at WAC 173-303-230(1). 

(2) Exception reports. 

(a) A generator who does not receive a copy of the man- 
ifest with the handwritten signature of the owner/operator of 
the designated facility within thirty-five days of the date the 
waste was accepted by the initial transporter must contact the 
transporter(s) and/or facility to determine the status of the 
dangerous waste shipment. 

(b) A generator must submit an exception report to the 
department if they have not received a copy of the manifest 
with the handwritten signature of the owner/operator of the 
designated facility within forty-five days of the date the 
waste was accepted by the initial transporter. 

(c) The exception report must include: 

(i) A legible copy of the manifest for which the generator 
does not have confirmation of delivery; and 

(ii) A cover letter signed by the generator or their repre- 
sentative explaining the efforts taken to locate the waste and 
the results of those efforts. 

(d) The department may require a generator to submit 
exception reports in less than forty-five days if it finds that 
the generator frequently or persistently endangers public 
health or the environment through improper waste shipment 
practices. 

(e) For rejected shipments of dangerous waste or con- 
tainer residues contained in nonempty containers that are for- 
warded to an alternate facility by a designated facility using a 
new manifest (following the procedures of WAC 173-303- 
370 (5)(e)), the generator must comply with the requirements 
of (a) through (d) of this subsection, as applicable, for the 
shipment forwarding the material from the designated facility 
to the alternate facility instead of for the shipment from the 
generator to the designated facility. For purposes of (a) 
through (d) of this subsection for a shipment forwarding such 
waste to an alternate facility by a designated facility: 

(i) The copy of the manifest received by the generator 
must have the handwritten signature of the owner or operator 
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of the alternate facility in place of the signature of the owner 
or operator of the designated facility; and 

(11) The thirty-five and forty-five day time frames begin 
the date the waste was accepted by the initial transporter for- 
warding the dangerous waste shipment from the designated 
facility to the alternate facility. 
Note: The submission to the department need only be a handwritten 


or typed note on the manifest itself, or on an attached sheet of 
paper, stating that the return copy was not received. 


(3) Additional reports. The ((direeterasthey)) depart- 
ment, as it deems necessary under chapter 70.105 RCW, may 


require a generator to furnish additional reports (including, 
but not limited to, engineering reports, nonengineering 
reports, plans, and specifications) concerning the quantities 
and disposition of the generator's dangerous waste and the 
generator's compliance with this chapter. 


AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-250 Dangerous waste acceptance, 
transport, and delivery. (1)(a) A transporter may not accept 
dangerous waste from a generator unless the transporter is 
also provided with a manifest signed in accordance with 
WAC 173-303-180(3) (Manifest procedures) or is provided 
with an electronic manifest that is obtained, completed, and 
transmitted in accordance with WAC 173-303-180(9) and 
signed with a valid and enforceable electronic signature as 
described in WAC 173-303-180(11). 

(b) Exports. For exports of dangerous waste subject to 40 
C.F.R. 262 Subpart H (which is incorporated by reference at 
WAC 173-303-230(1)), a transporter may not accept such 
waste without a manifest signed by the generator in accor- 
dance with this section, as appropriate, and for exports occur- 
ring under the terms of a consent issued by EPA on or after 
December 31, 2016, a movement document that includes all 
information required by 40 C.F.R. Part 262.83(d). 

(2) Before transporting a dangerous waste shipment, the 
transporter must sign and date the manifest, acknowledging 
acceptance of the dangerous waste. The transporter must 
return a signed copy to the generator before commencing 
transport. 

(3) The transporter must insure that the manifest accom- 
panies the dangerous waste shipment. In the case of exports 
occurring under the terms of a consent issued by EPA to the 
exporter on or after December 31, 2016, the transporter must 
ensure that a movement document that includes all informa- 
tion required by 40 C.F.R. Part 262.83(d) also accompanies 
the dangerous waste. In the case of imports occurring under 
the terms of a consent issued by EPA to the country of export 
or the importer on or after December 31, 2016, the transporter 
must ensure that a movement document that includes all 
information required by 40 C.F.R. Part 262.84(d) also 
accompanies the dangerous waste. 

(4) A transporter who delivers a dangerous waste to 
another transporter, or to the designated facility must: 

(a) Obtain the date of delivery and the handwritten signa- 
ture of that transporter or designated facility owner/operator 
on the manifest; 
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(b) Retain one copy of the manifest in accordance with 
WAC 173-303-260, Transporter recordkeeping; and 

(c) Give the remaining copies of the manifest to the 
accepting transporter or designated facility. 

(5) Except as provided in subsection (6) of this section, 
the transporter must deliver the entire quantity of dangerous 
waste which they have accepted from a generator or a trans- 
porter to: 

(a) The designated facility listed on the manifest; or 

(b) The alternate designated facility, if the dangerous 
waste cannot be delivered to the designated facility because 
an emergency prevents delivery; or 

(c) The next designated transporter; or 


(d) The place outside the United States designated by the 
generator. 


(6)(a) Emergency condition. If the dangerous waste can- 
not be delivered in accordance with subsection (5)(a), (b) and 
(d) of this section because of an emergency condition other 
than rejection of the waste by the designated facility, or alter- 
nate designated facility, then the transporter must contact the 
generator for further directions and must revise the manifest 
according to the generator's instructions. 


(b) Transporters without generator authority. If the dan- 
gerous waste is not delivered to the next designated trans- 
porter in accordance with subsection (5)(c) of this section, 
and the current transporter is without contractual authoriza- 
tion from the generator to act as the generator's agent with 
respect to transporter additions or substitutions, then the cur- 
rent transporter must contact the generator for further instruc- 
tions prior to making any revisions to the transporter designa- 
tions on the manifest. The current transporter may thereafter 
make such revisions if: 


(1) The dangerous waste is not delivered in accordance 
with subsection (5)(c) of this section because of an emer- 
gency condition; or 


(11) The current transporter proposes to change the trans- 
porter(s) designated on the manifest by the generator, or to 
add a new transporter during transportation, to respond to an 
emergency, or for purposes of transportation efficiency, con- 
venience, or safety; and 

(111) The generator authorizes the revision. 


(c) Transporters with generator authorization. If the dan- 
gerous waste is not delivered to the next designated trans- 
porter in accordance with subsection (5)(c) of this section, 
and the current transporter has authorization from the gener- 
ator to act as the generator's agent, then the current trans- 
porter may change the transporters(s) designated on the man- 
ifest, or add a new transporter, during transportation without 
the generator's prior, explicit approval, provided that: 


(i) The current transporter is authorized by a contractual 
provision that provides explicit agency authority for the 
transporter to make such transporter changes on behalf of the 
generator; 

(ii) The transporter enters in Item 14 of each manifest for 
which such a change is made, the following statement of its 
agency authority: "Contract retained by generator confers 
agency authority on initial transporter to add or substitute 
additional transporters on generator's behalf"; and 
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(iii) The change in designated transporters is necessary 
to respond to an emergency, or for purposes of transportation 
efficiency, convenience, or safety. 


(d) Generator liability. The grant by the generator of 
authority to a transporter to act as the agent of the generator 
with respect to changes to transporter designations under (c) 
of this subsection does not affect the generator's liability or 
responsibility for complying with any applicable requirement 
under this chapter, or grant any additional authority to the 
transporter to act on behalf of the generator. 

(e) Rejected loads. If dangerous waste is rejected by the 
designated facility while the transporter is on the facility's 
premises, then the transporter must obtain the following: 


(i) For a partial load rejection or for regulated quantities 
of container residues, a copy of the original manifest that 
includes the facility's date and signature, and the manifest 
tracking number of the new manifest that will accompany the 
shipment, and a description of the partial rejection or con- 
tainer residue in the discrepancy block of the original mani- 
fest. The transporter must retain a copy of this manifest in 
accordance with WAC 173-303-260, and give the remaining 
copies of the original manifest to the rejecting designated 
facility. If the transporter is forwarding the rejected part of 
the shipment or a regulated container residue to an alternate 
facility or returning it to the generator, the transporter must 
obtain a new manifest to accompany the shipment, and the 
new manifest must include all of the information required in 
WAC 173-303-370 (5)(e)(i) through (vi) or 173-303-370 (5) 
(f)(i) through (vi). 

(ii) For a full load rejection that will be taken back by the 
transporter, a copy of the original manifest that includes the 
rejecting facility's signature and date attesting to the rejec- 
tion, the description of the rejection in the discrepancy block 
of the manifest, and the name, address, phone number, and 
identification number for the alternate facility or generator to 
whom the shipment must be delivered. The transporter must 
retain a copy of the manifest in accordance with WAC 173- 
303-260, and give a copy of the manifest containing this 
information to the rejecting designated facility. If the original 
manifest is not used, then the transporter must obtain a new 
manifest for the shipment and comply with WAC 173-303- 
370 (5)(e)(i) through (vi). 

(7) The requirements of subsections (3), (4), and (8) of 
this section do not apply to water (bulk shipment) transport- 
ers if: 


(a) The dangerous waste is delivered by water (bulk 
shipment) to the designated facility; and 

(b) A shipping paper containing all the information 
required on the manifest (excluding the EPA/state identifica- 
tion numbers, generator certification, and signatures) and, for 
exports or imports occurring under the terms of a consent 
issued by EPA on or after December 31, 2016, a movement 
document that includes all information required by 40 C.F.R. 
part 262.83(d) or 262.84(d) accompanies the dangerous 
waste; and 


(c) The delivering transporter obtains the date of delivery 
and handwritten signature of the owner or operator of the des- 
ignated facility on either the manifest or the shipping paper; 
and 
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(d) The person delivering the dangerous waste to the ini- 
tial water (bulk shipment) transporter obtains the date of 
delivery and signature of the water (bulk shipment) trans- 
porter on the manifest and forwards it to the designated facil- 
ity; and 

(e) A copy of the shipping paper or manifest is retained 
by each water (bulk shipment) transporter in accordance with 
WAC 173-303-260(2). 

(8) For shipments involving rail transportation, the 
requirements of subsections (3), (4), and (7) of this section do 
not apply and the following requirements do apply. 

(a) When accepting dangerous waste from a nonrail 
transporter, the initial rail transporter must: 

(i) Sign and date the manifest acknowledging acceptance 
of the dangerous waste; 

(ii) Return a signed copy of the manifest to the nonrail 
transporter; 

(iii) Forward at least three copies of the manifest to: 

(A) The next nonrail transporter, if any; or 

(B) The designated facility, if the shipment is delivered 
to that facility by rail; or 

(C) The last rail transporter designated to handle the 
waste in the United States; 

(iv) Retain one copy of the manifest and rail shipping 
paper in accordance with WAC 173-303-260(2). 

(b) Rail transporters must ensure that a shipping paper 
containing all the information required on the manifest 
(excluding the EPA/state identification numbers, generator 
certification, and signatures) and, for exports or imports 
occurring under the terms of a consent issued by EPA on or 
after December 31, 2016, a movement document that 
includes all information required by 40 C.F.R. Part 262.83(d) 
or 262.84(d) accompanies the dangerous waste at all times. 
(Note: Intermediate rail transporters are not required to sign 
the manifest, movement document, or shipping paper.) 

(c) When delivering dangerous waste to the designated 
facility, a rail transporter must: 

(i) Obtain the date of delivery and handwritten signature 
of the owner or operator of the designated facility on the 
manifest or the shipping paper (if the manifest has not been 
received by the facility); and 

(11) Retain a copy of the manifest or signed shipping 
paper in accordance with WAC 173-303-260(2). 

(d) When delivering dangerous waste to a nonrail trans- 
porter a rail transporter must: 

(i) Obtain the date of delivery and the handwritten signa- 
ture of the next nonrail transporter on the manifest; and 

(11) Retain a copy of the manifest in accordance with 
WAC 173-303-260(2). 

(e) Before accepting dangerous waste from a rail trans- 
porter, a nonrail transporter must sign and date the manifest 
and provide a copy to the rail transporter. 

(9) Transporters who transport dangerous waste out of 
the United States must: 

(a) Sign and date the manifest in the international ship- 
ments block to indicate the date that the shipment left the 
United States; 

(b) Retain one copy in accordance with WAC 173-303- 
260(3), Transporter recordkeeping; 
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(c) Return a signed copy of the manifest to the generator; 
and 

(d) For paper manifest only: 

(i) Send a copy of the manifest to the e-Manifest system 
in accordance with the allowable methods specified in WAC 
173-303-370 (2)(e); and 

(ii) For shipments initiated prior to the automated export 
system (AES) filing compliance date, when instructed by the 
exporter to do so, give a copy of the manifest to a U.S. Cus- 
toms official at the point of departure from the United States. 

(10) Use of electronic manifest. 

(a) Legal equivalence to paper forms for participating 
transporters. Electronic manifests that are obtained, com- 
pleted, and transmitted in accordance with WAC 173-303- 
180(9) and used in accordance with this section are the legal 
equivalent of paper manifest forms bearing handwritten sig- 
natures, and satisfy for all purposes any requirement in this 
section to obtain, complete, sign, provide, give, use or retain 
a manifest. 

(i) Any requirement in this section to sign a manifest or 
manifest certification by hand, or to obtain a handwritten sig- 
nature, is satisfied by signing with or obtaining a valid and 
enforceable electronic signature within the meaning of WAC 
173-303-180(11). 

(11) Any requirement in this section to give, provide, 
send, forward, or return to another person a copy of the man- 
ifest is satisfied when an electronic manifest is transmitted to 
the other person by submission to the e-Manifest system. 

(111) Any requirement in this section for a manifest to 
accompany a dangerous waste shipment is satisfied when a 
copy of an electronic manifest is accessible during transpor- 
tation and forwarded to the person or persons who are sched- 
uled to receive delivery of the waste shipment, except that to 
the extent that the hazardous materials regulation on shipping 
papers for carriage by public highway requires transporters of 
hazardous materials to carry a paper document to comply 
with 40 C.F.R. Part 177.817, a dangerous waste transporter 
must carry one printed copy of the electronic manifest on the 
transport vehicle. In addition, the one printed copy of the 
electronic manifest must provide the information required in 
WAC 173-303-180(6) for state-only dangerous waste that 
designates only by the criteria under WAC 173-303-100. 


(1v) Any requirement in this section for a transporter to 
keep or retain a copy of each manifest is satisfied by retention 
of a signed electronic manifest in the transporter's account on 
the national e-Manifest system, provided that such copies are 
readily available for viewing and production upon request. 

(v) A transporter may not be held liable for the inability 
to produce an electronic manifest for inspection under this 
section if the transporter can demonstrate that the inability to 
produce the electronic manifest is due exclusively to a tech- 
nical difficulty with the EPA's electronic manifest system for 
which the transporter bears no responsibility. 

(b) A transporter may participate in the electronic mani- 
fest system either by accessing the electronic manifest system 
from the transporter's own electronic equipment, or by 
accessing the electronic manifest system from the equipment 
provided by a participating generator, by another transporter, 
or by a designated facility. 
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(c) Special procedures when electronic manifest is not 
available. If after a manifest has been originated electroni- 
cally and signed electronically by the initial transporter, and 
the electronic manifest system should become unavailable for 
any reason, then: 

(1) The transporter in possession of the dangerous waste 
when the electronic manifest becomes unavailable shall 
reproduce sufficient copies of the printed manifest that is car- 
ried on the transport vehicle pursuant to (a)(iii) of this subsec- 
tion, or obtain and complete another paper manifest for this 
purpose. The transporter shall reproduce sufficient copies to 
provide the transporter and all subsequent waste handlers 
with a copy for their files, plus two additional copies that will 
be delivered to the designated facility with the dangerous 
waste. 

(11) On each printed copy, the transporter shall include a 
notation in the special handling and additional description 
space (Item 14) that the paper manifest is a replacement man- 
ifest for the manifest originated in the electronic manifest 
system, shall include (if not preprinted on the replacement 
manifest) the manifest tracking number of the electronic 
manifest that is replaced by the paper manifest, and shall also 
include a brief explanation why the electronic manifest was 
not available for completing the tracking of the shipment 
electronically. 

(111) A transporter signing a replacement manifest to 
acknowledge receipt of the dangerous waste must ensure that 
each paper copy is individually signed and that a legible 
handwritten ink signature appears on each copy. 

(iv) From the point at which the electronic manifest is no 
longer available for tracking the waste shipment, the paper 
replacement manifest copies shall be carried, signed, retained 
as records, and given to a subsequent transporter or to the 
designated facility, following the instructions, procedures, 
and requirements that apply to the use of all other paper man- 
ifests. 

(d) Special procedures for electronic signature methods 
undergoing tests. If a transporter using an electronic manifest 
signs this manifest electronically using an electronic signa- 
ture method which is undergoing pilot or demonstration tests 
aimed at demonstrating the practicality or legal dependability 
of this signature method, then the transporter shall sign the 
electronic manifest electronically and also sign with an ink 
signature the transporter acknowledgment of receipt of mate- 
rials on the printed copy of the manifest that is carried on the 
vehicle in accordance with (a)(111) of this subsection. This 
printed copy bearing the generator's and transporter's ink sig- 
natures shall also be presented by the transporter to the desig- 
nated facility to sign in ink to indicate the receipt of the waste 
materials or to indicate discrepancies. After the owner/opera- 
tor of the designated facility has signed this printed manifest 
copy with its ink signature, the printed manifest copy shall be 
delivered to the designated facility with the waste materials. 

(e) Imposition of user fee. A transporter who is a user of 
the electronic manifest may be assessed a user fee by EPA for 
the origination or processing of each electronic manifest. 
EPA shall maintain and update from time-to-time the current 
schedule of electronic manifest user fees, which shall be 
determined based on current and projected system costs and 
level of use of the electronic manifest system. The current 
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schedule of electronic manifest user fees will be published as 
an appendix to 40 C.F.R. Part 262, by EPA. 

(f) Post-receipt manifest data corrections. After facilities 
have certified to the receipt of dangerous waste by signing 
Item 20 of the manifest, any post-receipt data corrections 
may be submitted at any time by any interested person (e.g., 
waste handler) named on the manifest. Transporters may par- 
ticipate electronically in the post-receipt data corrections pro- 
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Submissions of copies to the e-Manifest system shall be 
made and the mailing address or electronic mail/submission 
address specified at the e-Manifest program website's direc- 
tory of services. Beginning on June 30, 2021, EPA will not 
accept mailed paper manifests from facilities for processing 
in e-Manifest. 

(i1) Options for compliance on June 30, 2021. Beginning 
on June 30, 2021, the requirement to send the top copy (page 


cess by following the process described in WAC 173-303- 


1) of the paper manifest and any paper continuation sheet to 


370 (10)(g), which applies to corrections made to either paper 


the e-Manifest system for purposes of data entry and process- 


or electronic manifest records. 


AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-370 Manifest system. (1) Applicability. 
The requirements of this section apply to owners and opera- 
tors of permitted treatment, storage, and disposal facilities 
and of dangerous waste recycling facilities operating under 
the requirements of this chapter who receive dangerous waste 
from off-site sources or who initiates a shipment of danger- 
ous waste off-site. If a facility receives dangerous waste 
accompanied by a manifest, the owner, operator, or their 
agent must sign and date the manifest as indicated in subsec- 
tion (2) of this section to certify that the dangerous waste cov- 
ered by the manifest was received, that the dangerous waste 
was received except as noted in the discrepancy space of the 
manifest, or that the dangerous waste was rejected as noted in 
the manifest discrepancy space. 

(2) If a facility receives dangerous waste shipment 
accompanied by a manifest, the owner, operator, or their 
agent, must: 

(a) Sign and date, by hand, each copy of the manifest; 

(b) Note any discrepancies (as defined in subsection 
(5)(a) of this section) on each copy of the manifest; 

(c) Immediately give the transporter at least one copy of 
the manifest; 

(d) Within thirty days of delivery, send a copy of the 
manifest to the generator; 


system;-and)) Paper manifest submission requirements are: 

(i) Options for compliance on June 30, 2018. Beginning 
on June 30, 2018, send the top copy (page 1) of any paper 
manifest and any paper continuation sheet to the e-Manifest 


system for purposes of data entry and processing, or in lieu of 
submitting the paper copy to EPA, the owner or operator may 


transmit to the EPA system an image file on page 1 of the 
manifest and any continuation sheet, or both a data file and 
image file corresponding to page 1 of the manifest and any 
continuation sheet, within thirty days of the date of delivery. 


ing, may be met by the owner or operator only by transmit- 
ting to the EPA system an image file of page 1 of the manifest 
and any continuation sheet, or by transmitting to the EPA 
system both a data file and image file corresponding to page 
1 of the manifest and any continuation sheet, within thirty 
days of the date of delivery. Submissions of copies to the e- 
Manifest system shall be made and the mailing address or 
electronic mail/submission address specified at the e-Mani- 
fest program website's directory of services; and 

(f) Retain at the facility a copy of each manifest for at 
least three years from the date of delivery. 

(3) The owner or operator of a facility receiving danger- 
ous waste subject to 40 C.F.R. Part 262, Subpart H (as incor- 
porated by reference at WAC 173-303-230(1)) from a foreign 
source must: 

(a) Additionally list the relevant consent number from 
consent documentation supplied by EPA to the facility for 
each waste listed on the manifest, matched to the relevant list 
number for the waste from block 9b. If additional space is 
needed, the owner or operator should use a Continuation 
Sheet(s) (EPA Form 8700-22A); and 

(b) Send a copy of the manifest within thirty days of 
delivery to EPA using the addresses listed in 40 C.F.R. 262. 
82(e) until the facility can submit such a copy to the e-Mani- 
fest system per subsection (2)(e) of this section. 

(4) If a facility receives, from a rail or water (bulk ship- 
ment) transporter, dangerous waste which is accompanied by 
a manifest or shipping paper containing all the information 
required on the manifest (excluding the EPA/state identifica- 
tion numbers, generator's certification, and signatures), the 
owner or operator, or their agent, must: 

(a) Sign and date each copy of the manifest or shipping 
paper to certify that the dangerous waste covered by the man- 
ifest or shipping paper was received; 

(b) Note any significant discrepancies in the manifest or 
shipping paper, as described in subsection (5) of this section, 
on each copy of the manifest or shipping paper; 

(c) Immediately give the rail or water (bulk shipment) 
transporter at least one copy of the manifest or shipping 
paper; 

(d) Within thirty days after the delivery, send a copy of 
the signed and dated manifest or a signed and dated copy of 
the shipping paper (if the manifest has not been received 
within thirty days after delivery) to the generator; and 

(e) Retain at the facility a copy of each manifest and 
shipping paper ((andmanifest)) (if signed in lieu of the man- 
ifest at the time of delivery) for at least three years from the 
date of delivery. 

(5) Manifest discrepancies. 

(a) Manifest discrepancies are: 
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(i) Significant differences (as defined in (b) of this sub- 
section) between the quantity or type of dangerous waste des- 
ignated on the manifest or shipping paper, and the quantity 
and type of dangerous waste a facility actually receives; 

(ii) Rejected wastes, which may be a full or partial ship- 
ment of dangerous waste that the TSDF cannot accept; or 

(iii) Container residues, which are residues that exceed 
the quantity limits for "empty" containers set forth in WAC 
173-303-160(2). 

(b) Significant differences in quantity are: For bulk 
waste, variations greater than ten percent in weight (for 
example, tanker trucks, railroad tank cars, etc.); for batch 
waste, any variations in piece count, such as a discrepancy of 
one drum in a truckload. Significant differences in type are 
obvious differences which can be discovered by inspection or 
waste analysis such as waste solvent substituted for waste 
acid, or toxic constituents not reported on the manifest or 
shipping paper. 

(c) Upon discovering a significant difference in quantity 
or type, the owner or operator must attempt to reconcile the 
discrepancy with the waste generator or transporter. If the 
discrepancy is not resolved within fifteen days after receiving 
the waste, the owner or operator must immediately submit to 
the department a letter describing the discrepancy and 
attempts to reconcile it, and a copy of the manifest or ship- 
ping paper at issue. 

(d)(i) Upon rejecting waste or identifying a container 
residue that exceeds the quantity limits for "empty" contain- 
ers set forth in WAC 173-303-160(2), the facility must con- 
sult with the generator prior to forwarding the waste to 
another facility that can manage the waste. If it is impossible 
to locate an alternative facility that can receive the waste, the 
facility may return the rejected waste or residue to the gener- 
ator. The facility must send the waste to the alternative facil- 
ity or to the generator within sixty days of the rejection or the 
container residue identification. 

(11) While the facility is making arrangements for for- 
warding rejected wastes or residues to another facility under 
this section, it must ensure that either the delivering trans- 
porter retains custody of the waste, or the facility must pro- 
vide for secure, temporary custody of the waste, pending 
delivery of the waste to the first transporter designated on the 
manifest prepared under (e) or (f) of this subsection. 

(e) Except as provided in (e)(vii) of this subsection, for 
full or partial load rejections and residues that are to be sent 
off-site to an alternate facility, the facility is required to pre- 
pare a new manifest in accordance with WAC 173-303-180 
and the following instructions: 

(1) Write the generator's EPA/state ID# in Item 1 of the 
new manifest. Write the generator's name and mailing 
address in Item 5 of the new manifest. If the mailing address 
is different from the generator's site address, then write the 
generator's site address in the designated space for Item 5. 

(ii) Write the name of the alternate designated facility 
and the facility's EPA/state ID# in the designated facility 
block (Item 8) of the new manifest. 

(iii) Copy the manifest tracking number found in Item 4 
of the old manifest to the special handling and additional 
information block of the new manifest, and indicate that the 
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shipment is a residue or rejected waste from the previous 
shipment. 

(iv) Copy the manifest tracking number found in Item 4 
of the new manifest to the manifest reference number line in 
the discrepancy block of the old manifest (Item 18a). 

(v) Write the DOT description for the rejected load or the 
residue in Item 9 (U.S. DOT Description) of the new manifest 
and write the container types, quantity, and volume(s) of 
waste. 

(vi) Sign the generator's/offeror's certification to certify, 
as the offeror of the shipment, that the waste has been prop- 
erly packaged, marked and labeled and is in proper condition 
for transportation and mail a signed copy of the manifest to 
the generator identified in Item 5 of the new manifest. 

(vii) For full load rejections that are made while the 
transporter remains present at the facility, the facility may 
forward the rejected shipment to the alternate facility by 
completing Item 18b of the original manifest and supplying 
the information on the next destination facility in the alter- 
nate facility space. The facility must retain a copy of this 
manifest for its records, and then give the remaining copies of 
the manifest to the transporter to accompany the shipment. If 
the original manifest is not used, then the facility must use a 
new manifest and comply with (e)(i), (ii), (iii), (iv), (v), and 
(vi) of this subsection. 

(f) Except as provided in (f)(vii) of this subsection, for 
rejected wastes and residues that must be sent back to the 
generator, the facility is required to prepare a new manifest in 
accordance with WAC 173-303-180 and the following 
instructions: 

(i) Write the facility's EPA/state ID# in Item 1 of the new 
manifest. Write the facility's name and mailing address in 
Item 5 of the new manifest. If the mailing address is different 
from the facility's site address, then write the facility's site 
address in the designated space for Item 5 of the new mani- 
fest. 

(ii) Write the name of the initial generator and the gener- 
ator's EPA/state ID# in the designated facility block (Item 8) 
of the new manifest. 

(iii) Copy the manifest tracking number found in Item 4 
of the old manifest to the special handling and additional 
information block of the new manifest, and indicate that the 
shipment is a residue or rejected waste from the previous 
shipment. 

(iv) Copy the manifest tracking number found in Item 4 
of the new manifest to the manifest reference number line in 
the discrepancy block of the old manifest (Item 18a). 

(v) Write the DOT description for the rejected load or the 
residue in Item 9 (U.S. DOT Description) of the new manifest 
and write the container types, quantity, and volume(s) of 
waste. 

(vi) Sign the generator's/offeror's certification to certify, 
as offeror of the shipment, that the waste has been properly 
packaged, marked and labeled and is in proper condition for 
transportation. 

(vii) For full load rejections that are made while the 
transporter remains at the facility, the facility may return the 
shipment to the generator with the original manifest by com- 
pleting Item 18a and 18b of the manifest and supplying the 
generator's information in the alternate facility space. The 
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facility must retain a copy for its records and then give the 
remaining copies of the manifest to the transporter to accom- 
pany the shipment. If the original manifest is not used, then 
the facility must use a new manifest and comply with (f)(i), 
(11), (iii), (iv), (v), (vi), and (viii) of this subsection. 

(viii) For full or partial load rejections and container res- 
idues contained in nonempty containers that are returned to 
the generator, the facility must also comply with the excep- 
tion reporting requirements in WAC 173-303-220(2). 

(g) If a facility rejects a waste or identifies a container 
residue that exceeds the quantity limits for "empty" contain- 
ers set forth in WAC 173-303-160(2) after it has signed, 
dated, and returned a copy of the manifest to the delivering 
transporter or to the generator, the facility must amend its 
copy of the manifest to indicate the rejected wastes or resi- 
dues in the discrepancy space of the amended manifest. The 
facility must also copy the manifest tracking number from 
Item 4 of the new manifest to the discrepancy space of the 
amended manifest, and must re-sign and date the manifest to 
certify to the information as amended. The facility must 
retain the amended manifest for at least three years from the 
date of amendment, and must within thirty days, send a copy 
of the amended manifest to the transporter and generator that 
received copies prior to their being amended. 

(6) Reasons for not accepting dangerous waste ship- 
ments. The owner or operator may decide that a dangerous 
shipment should not be accepted by their facility. 

(a) The following are acceptable reasons for denying 
receipt of a dangerous waste shipment: 

(i) The facility is not capable of properly managing the 
type(s) of dangerous waste in the shipment; 

(ii) There is a significant discrepancy (as described in 
subsection (5) of this section) between the shipment and the 
wastes listed on the manifest or shipping paper; or 

(iii) The shipment has arrived in a condition which the 
owner or operator believes would present an unreasonable 
hazard to facility operations, or to facility personnel handling 
the dangerous waste(s) (including, but not limited to, leaking 
or damaged containers, and improperly labeled containers). 

(b) The owner or operator may send the shipment on to 
the alternate facility designated on the manifest or shipping 
paper, or contact the generator to identify another facility 
capable of handling the waste and provide for its delivery to 
that other facility, unless, the containers are damaged to such 
an extent, or the dangerous waste is in such a condition as to 
present a hazard to the public health or the environment in the 
process of further transportation. 

(c) If the dangerous waste shipment cannot leave the 
facility for the reasons described in (b) of this subsection, 
then the owner or operator must take those actions described 
in the contingency plan, WAC 173-303-350 (3)(b). 

(7) Within three working days of the receipt of a ship- 
ment subject to 40 C.F.R. Part 262, Subpart H (which is 
incorporated by reference at WAC 173-303-230(1)), the 
owner or operator of the facility must provide a copy of the 
movement document bearing all required signatures to the 
foreign exporter; to the competent authorities of the countries 
of export and transit that control the shipment as an export 
and transit of dangerous waste respectively; and on or after 
the electronic import-export reporting compliance date, to 
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EPA electronically using EPA's Waste Import Export Track- 
ing System (WIETS), or its successor system. The original 
copy of the movement document must be maintained at the 
facility for at least three years from the date of signature. The 
owner or operator of a facility may satisfy this recordkeeping 
requirement by retaining electronically submitted documents 
in the facility's account on EPA's WIETS, or its successor 
system, provided that copies are readily available for viewing 
and production if requested by any EPA or authorized state 
inspector. No owner or operator of a facility may be held lia- 
ble for the inability to produce the documents for inspection 
under this section if the owner or operator of a facility can 
demonstrate that the inability to produce the document is due 
exclusively to technical difficulty with EPA's WIETS, or its 
successor system, for which the owner or operator of a facil- 
ity bears no responsibility. 

(8) A facility must determine whether the consignment 
state for a shipment regulates any additional wastes (beyond 
those regulated federally) as hazardous wastes under its state 
hazardous waste program. Facilities must also determine 
whether the consignment state or generator state requires the 
facility to submit any copies of the manifest to these states. 

(9) Whenever a shipment of dangerous waste is initiated 
from a facility, the owner or operator of that facility must 
comply with the requirements of this chapter. The provisions 
of WAC 173-303-172, 173-303-174, and 173-303-200 
through 173-303-201 of this chapter are applicable to the on- 
site accumulation of dangerous waste by generators. There- 
fore, the provisions of WAC 173-303-170, 173-303-172, 
173-303-174, and 173-303-200 through 173-303-201 of this 
chapter only apply to owners or operators who are shipping 
dangerous waste which they generated at that facility or oper- 
ating as a large quantity generator consolidating dangerous 
waste from small quantity generators under WAC 173-303- 
200(15). 

(10) Use of electronic manifest. 

(a) Legal equivalence to paper manifests. Electronic 
manifests that are obtained, completed, and transmitted in 
accordance with WAC 173-303-180(9) and used in accor- 
dance with this section in lieu of the paper manifest form are 
the legal equivalent of paper manifest forms bearing hand- 
written signatures, and satisfy for all purposes any require- 
ment in this section to obtain, complete, sign, provide, use or 
retain a manifest. 

(1) Any requirement in this section for the owner or oper- 
ator of a facility to sign a manifest or manifest certification by 
hand, or to obtain a handwritten signature, is satisfied by 
signing with or obtaining a valid and enforceable electronic 
signature within the meaning of WAC 173-303-180(11). 

(11) Any requirement in this section to give, provide, 
send, forward, or return to another person a copy of the man- 
ifest is satisfied when an electronic manifest is transmitted to 
the other person by submission to the e-Manifest system. 

(111) Any requirement in this section for a manifest to 
accompany a dangerous waste shipment is satisfied when a 
copy of an electronic manifest is accessible during transpor- 
tation and forwarded to the person or persons who are sched- 
uled to receive delivery of the dangerous waste shipment. 

(iv) Any requirement in this section for an owner or 
operator of a facility to keep or retain a copy of each manifest 
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is satisfied by retention of the facility's electronic manifest 
copies in its account on the national e-Manifest system, pro- 
vided that such copies are readily available for viewing and 
production upon request. 

(v) An owner or operator of a facility may not be held 
liable for the inability to produce an electronic manifest for 
inspection under this section if the owner or operator can 
demonstrate that the inability to produce the electronic mani- 
fest is due exclusively to a technical difficulty with the EPA's 
electronic manifest system for which the owner or operator 
bears no responsibility. 

(b) An owner or operator may participate in the elec- 
tronic manifest system either by accessing the electronic 
manifest system from the owner's or operator's electronic 
equipment, or by accessing the electronic manifest system 
from portable equipment brought to the owner's or operator's 
site by the transporter who delivers the waste shipment to the 
facility. 

(c) Special procedures applicable to replacement mani- 
fests. If a facility receives dangerous waste that is accompa- 
nied by a paper replacement manifest for a manifest that was 
originated electronically, the following procedures apply to 
the delivery of the dangerous waste by the final transporter: 

(i) Upon delivery of the dangerous waste to the desig- 
nated facility, the owner or operator must sign and date each 
copy of the paper replacement manifest by hand in Item 20 
(Designated Facility Certification or Receipt) and note any 
discrepancies in Item 18 (Discrepancy Indication Space) of 
the replacement manifest; 

(ii) The owner or operator of the facility must give back 
to the final transporter one copy of the paper replacement 
manifest; 

(iii) Within thirty days of delivery of the dangerous 
waste to the designated facility, the owner or operator of the 
facility must send one signed and dated copy of the paper 
replacement manifest to the generator, and send an additional 
signed and dated copy of the paper replacement manifest to 
the EPA e-Manifest system; and 

(iv) The owner or operator of the facility must retain at 
the facility one copy of the paper replacement manifest for at 
least five years from the date of delivery. 

(d) Special procedures for electronic signature methods 
undergoing tests. If an owner or operator using an electronic 
manifest signs this manifest electronically using an electronic 
signature method which is undergoing pilot or demonstration 
tests aimed at demonstrating the practicality or legal depend- 
ability of this signature method, then the owner or operator 
shall also sign with an ink signature the facility's certification 
of receipt or discrepancies on the printed copy of the manifest 
provided by the transporter. Upon executing its ink signature 
on this printed copy, the owner or operator shall retain this 
original copy for at least five years from the date of delivery 
of the waste. 


(e) Imposition of user fee. ((An-ewner-oreperatorwheis 


manifest_An-owner-or-operator-may-also-be-assessed-a-user 
ceo by EPA fort Het i à i 


fest copies that ewners-oroperaters_ must submit_te the elee- 
trentemanifest system operator under subsection 2}(e} of 
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this-section EPA -shaH maintain-and update from timeto- 
whieh-shal be-determined-based_on-current-and projected 
system-cests-and level ofuse_of the electronic manifest sys- 
tem.The-current schedule-_of electronic _manifestuser_fees 
will be-published_as-an-appendixte40-C ER Part 262, by 
EPA.) 

(i) As prescribed in 40 C.F.R. Part 264.1311, and deter- 
mined in Part 264.1312, an owner or operator who is a user of 
the electronic manifest system shall be assessed a user fee by 
EPA for the submission and processing of each electronic 
and paper manifest. EPA shall update the schedule of user 
fees and publish them to the user community, as provided in 
40 C.F.R. Part 264.1313. 

(ii) An owner or operator subject to user fees under this 
section shall make user fee payments in accordance with the 
requirements of 40 C.F.R. Part 264.1314, subject to the infor- 
mal fee dispute resolution process of 40 C.F.R. Part 264. 
1316, and subject to the sanctions for delinquent payments 
under 40 C.F.R. Part 264.1315. 

(f) Electronic manifest signatures. Electronic manifest 
signatures shall meet the criteria described in WAC 173-303- 
180(11). 

(g) Post-receipt manifest data corrections. After facilities 
have certified to the receipt of dangerous wastes by signing 
Item 20 of the manifest, any post-receipt data corrections 
may be submitted at any time by any interested person (e.g., 
waste handler) shown on the manifest. 

(1) Interested persons must make all corrections to mani- 
fest data by electronic submission, either by directly entering 
corrected data to the web based service provided in e-Mani- 
fest for such corrections, or by an upload of a data file con- 
taining data corrections relating to one or more previously 
submitted manifests. 

(11) Each correction submission must include the follow- 
ing information: 

(A) The manifest tracking number and date of receipt by 
the facility of the original manifest(s) for which data are 
being corrected; 

(B) The item number(s) of the original manifest that is 
the subject of the submitted correction(s); and 


(C) For each item number with corrected data, the data 


previously entered and the corresponding data as corrected 
by the correction submission. 


(111) Each correction submission shall include a state- 
ment that the person submitting the corrections certifies that 
to the best of his or her knowledge or belief, the corrections 
that are included in the submission will cause the information 
reported about the previously received dangerous wastes to 
be true, accurate, and complete: 

(A) The certification statement must be executed with a 
valid electronic signature; and 

(B) A batch upload of data corrections may be submitted 
under one certification statement. 


(iv) Upon receipt by the system of any correction sub- 


mission, other interested persons shown on the manifest will 
be provided electronic notice of the submitter's corrections. 


(v) Other interested persons shown on the manifest may 
respond to the submitter's corrections with comments to the 
submitter, or by submitting another correction to the system 
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certified by the respondent as specified in (e)(iii) of this sub- 
section, and with notice of the corrections to other interested 
persons shown on the manifest. 


(11) Fees for the electronic Hazardous Waste Manifest 
program. The fee requirements for the electronic Hazardous 
Waste Manifest System at 40 C.F.R. Part, 264 Subpart FF are 
incorporated by references. 


AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-380 Facility recordkeeping. (1) Oper- 
ating record. The owner or operator of a facility must keep a 
written operating record at their facility. The following infor- 
mation must be recorded, as it becomes available, and main- 
tained in the operating record until closure of the facility: 


(a) A description of and the quantity of each dangerous 
waste received or managed on-site, and the method(s) and 
date(s) of its treatment, storage, or disposal at the facility as 
required by subsection (2) of this section, recordkeeping 
instructions; 

(b) The location of each dangerous waste within the 
facility and the quantity at each location. For disposal facili- 
ties, the location and quantity of each dangerous waste must 
be recorded on a map or diagram of each cell or disposal area. 
For all facilities, this information must include cross-refer- 
ences to specific manifest document numbers, if the waste 
was accompanied by a manifest; 


(c) Records and results of waste analyses, waste determi- 
nations (as required by 40 C.F.R. Parts 264 and 265, Subpart 
CC), and trial tests required by WAC 173-303-300, General 
waste analysis, and by 40 C.F.R. sections 264.1034, 264. 
1063, 264.1083, 265.1034, 265.1063, 265.1084, 268.4(a), 
and 268.7. Note that data from laboratory analyses for 40 
C.F.R. 268.4(a) and 268.7 must meet the requirements of 
WAC 173-303-110; 


(d) Summary reports and details of all incidents that 
require implementing the contingency plan, as specified in 
WAC 173-303-360 (2)(k); 

(e) Records and results of inspections as required by 
WAC 173-303-320 (2)(d), General inspection (except such 
information need be kept only for five years); 

(f) Monitoring, testing, or analytical data, and corrective 
action where required by 40 C.F.R. Part 265, Subparts F 
through R and sections 265.1034 (c) through (f), 265.1035, 
265.1063 (d) through (i), 265.1064, and 265.1083 through 
265.1090 for interim status facilities (incorporated by refer- 
ence at WAC 173-303-400(3)), and by WAC 173-303-630 
through 173-303-695 and 40 C.F.R. sections 264.1034 (c) 
through (f), 264.1035, 264.1063 (d) through (i), 264.1064, 
and 264.1082 through 264.1090 for final status facilities 
(incorporated by reference at WAC 173-303-690, 173-303- 
691, and 173-303-692). Note that data provided from labora- 
tory analyses for WAC 173-303-400(3) which incorporates 
by reference 40 C.F.R. Part 265, Subparts F through R, WAC 
173-303-140 (4)(b), 173-303-395(1), 173-303-630 through 
173-303-680, 173-303-693 and 173-303-695, 40 C.F.R. 
268.4(a) and 268.7 must meet the requirements of WAC 173- 
303-110; 
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(g) All closure and post-closure cost estimates required 
for the facility; 

(h) For off-site facilities, copies of notices to generators 
informing them that the facility has all appropriate permits, as 
required by WAC 173-303-290, Required notices; 

(i) Records of the quantities (and date of placement) for 
each shipment of hazardous waste placed in land disposal 
units under an extension to the effective date of any land dis- 
posal restriction granted pursuant to 40 C.F.R. 268.5, a peti- 
tion pursuant to 40 C.F.R. 268.6, and the applicable notice 
required by a generator under 40 C.F.R. 268.7(a); 

(j) For an off-site treatment facility, a copy of the notice, 
and the certification and demonstration, if applicable, 
required by the generator or the owner or operator under 40 
C.F.R. 268.7; 

(k) For an on-site treatment facility, the information con- 
tained in the notice (except the manifest number), and the 
certification and demonstration if applicable, required by the 
generator or the owner or operator under 40 C.F.R. 268.7; 

(1) For an off-site land disposal facility, a copy of the 
notice, and the certification and demonstration if applicable, 
required by the generator or the owner or operator of a treat- 
ment facility under 40 C.F.R. 268.7; 

(m) For an on-site land disposal facility, the information 
contained in the notice required by the generator or owner or 
operator of a treatment facility under 40 C.F.R. 268.7, except 
for the manifest number; 

(n) For an off-site storage facility, a copy of the notice, 
and the certification and demonstration if applicable, 
required by the generator or the owner or operator under 40 
C.F.R. 268.7; 

(o) For an on-site storage facility, the information con- 
tained in the notice (except the manifest number), and the 
certification and demonstration if applicable, required by the 
generator or the owner or operator under 40 C.F.R. 268.7; 

(p) Any records required under WAC 173-303-280(6); 

(q) A certification by the permittee no less often than 
annually, that the permittee has a program in place to reduce 
the volume and toxicity of hazardous waste that they generate 
to the degree determined by the permittee to be economically 
practicable; and the proposed method of treatment, storage or 
disposal is that practicable method currently available to the 
permittee which minimizes the present and future threat to 
human health and the environment; and 

(r) Certifications of major repairs to tank systems as 
required by WAC 173-303-640 (7)(f). 

(2) Recordkeeping instructions. This subsection pro- 
vides instructions for recording the portions of the operating 
record which are related to describing the types, quantities, 
and management of dangerous wastes at the facility. This 
information must be recorded, as it becomes available, and 
maintained in the operating record until closure of the facil- 
ity, as follows: 

(a) Each dangerous waste received, treated, stored, or 
disposed of at the facility must be described by its common 
name and by its dangerous waste number(s) from WAC 173- 
303-080 through 173-303-104. Each listed, characteristic, 
and criteria waste has its own four-digit dangerous waste 
number. Where a dangerous waste contains more than one 
process waste or waste constituent the waste description must 
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include all applicable dangerous waste numbers. If the dan- 
gerous waste number is not listed in WAC 173-303-9903 or 
173-303-9904, the waste description must include the pro- 
cess which generated the waste; 

(b) The waste description must include the waste's phys- 
ical form (1.e., liquid, solid, sludge, or contained gas); 

(c) The estimated or manifest-reported weight, or vol- 
ume and density, where applicable, of the dangerous waste 
must be recorded, using one of the units of measure specified 
in Table 1, below; and 


Table 1 
Unit of Measure Code! 
Gallons mos edi neil A G 
Gallons per Hour ................0005. 
Gallons per Day ...............02-005- 
Liters sedre die Hak dg E E 


Liters per Hour ................--0005 
Liters per Day euskal Sig edn tión 
Short tons (2000 Ibs) .................. 
Short Tons per Hour .................. 
Metric Tons per Hour ................. 
Short Tons per Day .............-0.-05- 
Metric Tons per Day .................. 
Pounds’. 2.25.0. do Ba aS 
Pounds per Hour ................0-05. 
Kilogram: oy. i) 6 ed ee e 
Kilograms per Hour ................... 
Cübic yards ei gon ant paler te 


Cubic-meters soseen ee ee aE ER 


Btus per Hour senri renr erario teg dets 
Tons (((2099bs)) 1000 Kg)............. 


ZemoOrFPWDIAK A AH VHAAAHOHA<S Tereauw 


Footnote: 'Single-digit symbols are used here for data processing pur- 
poses. 


(d) The method(s) (by handling code(s)) of management 
for each dangerous waste received or managed, and the 
date(s) of treatment, recycling, storage, or disposal must be 
recorded, using the handling code(s) specified in Table 2, 
below. 


Table 2 
Handling Codes for Treatment, Storage, and Disposal Meth- 
ods 


Enter the handling code(s) listed below that most closely represents the tech- 
nique(s) used at the facility to treat, store, or dispose of each quantity of dan- 
gerous waste received. 


1. Storage 


Proposed 


Washington State Register, Issue 20-08 


S01 Container (barrel, drum, etc.) 
S02 Tank 

S03 Waste pile 

S04 Surface impoundment 

S05 Drip Pad 


S06 Containment Building (Storage) 


S99 Other storage (specify) 


2. Treatment 
(a) Thermal Treatment 


T06 Liquid injection incinerator 
T07 Rotary kiln incinerator 

TO8 Fluidized bed incinerator 
T09 Multiple hearth incinerator 
T10 Infrared furnace incinerator 
T11 Molten salt destructor 

T12 Pyrolysis 

T13 Wet air oxidation 

T14 Calcination 

T15 Microwave discharge 

T18 Other (specify) 


(b) Chemical treatment 


T19 Absorption mound 
T20 Absorption field 
T21 Chemical fixation 
T22 Chemical oxidation 
T23 Chemical precipitation 
T24 Chemical reduction 
T25 Chlorination 

T26 Chlorinolysis 

T27 Cyanide destruction 
T28 Degradation 

T29 Detoxification 

T30 Ion exchange 

T31 Neutralization 

T32 Ozonation 

T33 Photolysis 

T34 Other (specify) 


(c) Physical treatment 
(1) Separation of components 


T35 Centrifugation 
T36 Clarification 
T37 Coagulation 
T38 Decanting 
T39 Encapsulation 
T40 Filtration 

T41 Flocculation 
T42 Flotation 

T43 Foaming 

T44 Sedimentation 
T45 Thickening 
T46 Ultrafiltration 
T47 Other (specify) 


(11) Removal of specific components 


T48 Absorption-molecular sieve 
T49 Activated carbon 

T50 Blending 

T51 Catalysis 

T52 Crystallization 

T53 Dialysis 

T54 Distillation 
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T55 Electrodialysis 

T56 Electrolysis 

T57 Evaporation 

T58 High gradient magnetic separation 
T59 Leaching 

T60 Liquid ion exchange 
T61 Liquid-liquid extraction 
T62 Reverse osmosis 

T63 Solvent recovery 

T64 Stripping 

T65 Sand filter 

T66 Other (specify) 


(d) Biological treatment 


T67 Activated sludge 
T68 Aerobic lagoon 
T69 Aerobic tank 
T70 Anaerobic tank 
T71 Composting 

T72 Septic tank 

T73 Spray irrigation 
T74 Thickening filter 
T75 Trickling filter 
T76 Waste stabilization pond 
T77 Other (specify) 
T78-79 (Reserved) 


(e) Boilers and industrial furnaces 


T80 Boiler 

T81 Cement kiln 

T82 Lime kiln 

T83 Aggregate kiln 

T84 Phosphate kiln 

T85 Coke oven 

T86 Blast furnace 

T87 Smelting, melting, or refining furnace 

T88 Titanium dioxide chloride process oxidation 
reactor 

T89 Methane reforming furnace 

T90 Pulping liquor recovery furnace 

T91 Combustion device used in the recovery of 
sulfur values from spent sulfuric acid 

T92 Halogen acid furnaces 

T93 Other industrial furnaces listed in WAC 
173-303-040 (specify) 


(f) Other treatment 


T94 Containment building (treatment) 


3. Disposal 


D79 Underground injection 

D80 Landfill 

D81 Land treatment 

D82 Ocean disposal 

D83 Surface impoundment 
(to be closed as a landfill) 

D99 Other disposal (specify) 


4. Miscellaneous (Subpart X) 


X01 Open burning/open detonation 
X02 Mechanical processing 

X03 Thermal unit 

X04 Geologic repository 

X99 Other Subpart X (specify) 
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(3) Availability, retention and disposition of records. 

(a) All facility records, including plans, required by this 
chapter must be furnished upon request, and made available 
at all reasonable times for inspection, by any officer, 
employee, or representative of the department who is desig- 
nated by the director. 

(b) The retention period for all facility records required 
under this chapter is extended automatically during the 
course of any unresolved enforcement action regarding the 
facility or as requested by the director. 

(c) A copy of records of waste disposal locations and 
quantities under this section must be submitted to the United 
States EPA regional administrator, the department, and the 
local land use and planning authority upon closure of the 
facility. 


AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-505 Special requirements for recycla- 
ble materials used in a manner constituting disposal. (1) 
Applicability. (Also, see WAC 173-303-120(3).) 

(a) This section applies to recyclable materials that are 
applied to or placed on the land: 

(i) Without mixing with any other substance(s); or 

(11) After mixing or combining with any other sub- 
stance(s). These materials will be referred to as "materials 
used in a manner that constitutes disposal." 

(b)(i) Products produced for the general public's use that 
are used in a manner that constitutes disposal and that contain 
recyclable materials are not presently subject to regulation if 
the recyclable materials have undergone a chemical reaction 
in the course of producing the products so as to become 
inseparable by physical means and if such products meet the 
applicable treatment standards in 40 C.F.R. Part 268, Subpart 
D (or applicable prohibition levels in 268.32 or RCRA sec- 
tion 3004(d), where no treatment standards have been estab- 
lished) for each recyclable material (i.e., hazardous waste) 
that they contain, and the recycler complies with 40 C.F.R. 
268.7 (b)(6) as modified in WAC 173-303-140 (2)(e). 

(ii) Antiskid/deicing uses of slags, which are generated 
from high temperature metals recovery (HTMR) processing 
of dangerous waste K061, K062, and F006, in a manner con- 
stituting disposal are not covered by the exemption in (b)(i) 
of this subsection and remain subject to regulation. 

(iii) Fertilizers that contain recyclable materials are not 
subject to regulation provided that: 

(A) They are zinc fertilizers excluded according to WAC 
173-303-071 (3)(pp); or 

(B) They meet the applicable treatment standards in sub- 
part D of Part 268, which is incorporated by reference at 
WAC 173-303-140 (2)((€a)})) (b), for each hazardous waste 
that they contain. 

(Note: Fertilizers that contain recyclable material 
derived from state-only waste must also meet the treatment 
standards in WAC 173-303-140 (2)(a) that apply to the char- 
acteristics of dangerous waste that the state-only waste exhib- 
its.) 

(iv) The department may recommend registration under 
chapter 15.54 RCW for a waste-derived fertilizer (including 
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fertilizers that contain recyclable material) or micronutrient 
fertilizer: Provided, That the registrant submits the informa- 
tion described in (b)(iv)(A) or (B) of this subsection. How- 
ever, the information requirements in (b)(iv)(A) of this sub- 
section may not be required if: The registrant provides docu- 
mentation that the fertilizer has been previously registered in 
Washington state two or more times using the information in 
(b)(iv)(A) of this subsection, and the source materials used to 
manufacture the product have not changed. 

(A) Initial criteria. 

(I) The applicable Land Disposal Restriction (LDR) Cer- 
tification as described in 40 C.F.R. Part 268, or toxicity char- 
acteristic leaching procedure (TCLP) data that indicate the 
product contains less than the maximum concentrations for 
TCLP metals described in WAC 173-303-090(8); and 

(ID Total Halogenated Organic Compounds (HOC) test 
data that indicate the product contains less than 1% total 
HOC. 

(B) Secondary criteria. 

(I) A complete description of the fertilizer manufactur- 
ing process, including the location of the manufacturing facil- 
ity; and 

(ID A complete list of all ingredients used in manufactur- 
ing the fertilizer and a complete description of the sources of 
those ingredients, including a description of the original pro- 
cess and location for each of those ingredients; and 

(IH) Evidence that any waste(s) used in manufacturing 
the product does not designate as dangerous waste according 
to procedures described in WAC 173-303-070; and 

(IV) Other information as required by the department. 

(2) Recyclable materials used in a manner that consti- 
tutes disposal are dangerous wastes and are subject to the fol- 
lowing requirements: 

(a) For generators, WAC 173-303-170 through 173-303- 
230; 

(b) For transporters, WAC 173-303-240 through 173- 
303-270; and 

(c) For facilities that store or use dangerous wastes in a 
manner constituting disposal, the applicable requirements of 
40 C.F.R. Part 268 (incorporated by reference in WAC 173- 
303-140 (2)(a)) and 173-303-280 through 173-303-840 
(except that users of such products are not subject to these 
standards if the products meet the requirements of subsection 
(1)(b) of this section). 

(d) The use of waste oil, used oil, or other material that is 
contaminated with dioxin or any other dangerous waste for 
dust suppression or road treatment is prohibited. 


NEW SECTION 


WAC 173-303-555 Special requirements for manage- 
ment of dangerous waste pharmaceuticals. (1) Defini- 
tions. The following definitions apply to this section: 

"Dangerous waste pharmaceutical" means a pharmaceu- 
tical that is a solid waste, as defined in WAC 173-303-016, 
and that exhibits a dangerous waste characteristic, criteria, or 
is listed as dangerous waste under WAC 173-303-070. A 
pharmaceutical is not a solid waste, as defined in 173-303- 
016, if it is legitimately used/reused (e.g., lawfully donated 
for its intended purpose) or reclaimed. An over-the-counter 


Proposed 


Washington State Register, Issue 20-08 


pharmaceutical, dietary supplement, or homeopathic drug is 
not a solid waste, as defined in WAC 173-303-016, if it has a 
reasonable expectation of being legitimately used/reused 
(e.g., lawfully redistributed for its intended purpose) or 
reclaimed. 


"Evaluated dangerous waste pharmaceutical" means a 
prescription dangerous waste pharmaceutical that has been 
evaluated by a reverse distributor in accordance with subsec- 
tion (12)(c) of this section and will not be sent to another 
reverse distributor for further evaluation or verification of 
manufacture credit. 


"Health care facility" means any person that is lawfully 
authorized to: 


e Provide preventative, diagnostic, therapeutic, rehabili- 
tative, maintenance or palliative care, and counseling, ser- 
vice, assessment or procedure with respect to the physical or 
mental condition, or functional status, of a human or animal 
or that affects the structure or function of the human or ani- 
mal body; or 


e Distribute, sell, or dispense pharmaceuticals, including 
over-the-counter pharmaceuticals, dietary supplements, 
homeopathic drugs, or prescription pharmaceuticals. This 
definition includes, but is not limited to, wholesale distribu- 
tors, third-party logistics providers that serve as forward dis- 
tributors, military medical logistics facilities, hospitals, psy- 
chiatric hospitals, ambulatory surgical centers, health clinics, 
physicians' offices, optical and dental providers, chiroprac- 
tors, long-term care facilities, ambulance services, pharma- 
cies, long-term care pharmacies, mail-order pharmacies, 
retailers of pharmaceuticals, veterinary clinics, and veteri- 
nary hospitals. This definition does not include pharmaceuti- 
cal manufacturers, reverse distributors, or reverse logistic 
centers. 


"Household waste pharmaceutical" means a pharmaceu- 
tical that is a solid waste, as defined in WAC 173-303-016, 
but is excluded from being a dangerous waste under WAC 
173-303-071 (3)(c). 

"Long-term care facility" means a licensed entity that 
provides assistance with activities of daily living, including 
managing and administering pharmaceuticals to one or more 
individuals at the facility. This definition includes, but is not 
limited to, hospice facilities, nursing facilities, skilled nurs- 
ing facilities, and the nursing and skilled nursing care por- 
tions of continuing care retirement communities. Not 
included within the scope of this definition are group homes, 
independent living communities, assisted living facilities, 
and the independent and assisted living portions of continu- 
ing care retirement communities. 


"Noncreditable dangerous waste pharmaceutical" means 
a prescription dangerous waste pharmaceutical that does not 
have a reasonable expectation to be eligible for manufacturer 
credit or a nonprescription dangerous waste pharmaceutical 
that does not have a reasonable expectation to be legitimately 
used/reused or reclaimed. This includes, but is not limited to, 
investigational drugs, free samples of pharmaceuticals 
received by health care facilities, and residue of pharmaceu- 
ticals remaining in empty containers, pharmaceutical con- 
taminated personal protection equipment, floor sweepings, 
and clean-up materials from the spills of pharmaceuticals. 
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"Nondangerous waste pharmaceutical" means a solid 
waste pharmaceutical that does not meet the definition of 
"dangerous waste pharmaceutical" in this section. 

"Nonpharmaceutical dangerous waste" means a solid 
waste that is a dangerous waste as defined by this chapter, but 
is not a pharmaceutical as defined in this section. 

"Pharmaceutical" means any drug or dietary supplement 
for use by humans or animals; any electronic nicotine deliv- 
ery system (e.g., electronic cigarette or vaping pen); or any 
liquid nicotine (e-liquid) packaged for retail sale for use in 
electronic nicotine delivery systems (e.g., prefilled cartridges 
or vials). This definition includes, but is not limited to, 
dietary supplements, as defined by the Federal Food, Drugs 
and Cosmetic Act; prescription drugs, as defined by 21 
C.F.R. 203.3(y); over-the-counter drugs; homeopathic drugs; 
compounded drugs; investigational new drugs; pharmaceuti- 
cal remaining in nonempty containers; personal protection 
equipment contaminated with pharmaceuticals; and clean-up 
material from spills of pharmaceuticals. This definition does 
not include dental amalgam or sharps. 

"Potentially creditable dangerous waste pharmaceutical" 
means a prescription dangerous waste pharmaceutical that 
has a reasonable expectation to receive manufacturer credit 
and is: 

(a) In original manufacturer packaging (except pharma- 
ceuticals that were subject to a recall); and 

(b) Undispensed; and 

(c) Unexpired or less than one year past expiration date. 
This term does not include evaluated dangerous waste phar- 
maceuticals or nonprescription pharmaceuticals including, 
but not limited to, over-the-counter drugs, homeopathic 
drugs, and dietary supplements. 

"Reverse distributor" means any person that receives and 
accumulates prescription pharmaceuticals that are potentially 
creditable dangerous waste pharmaceuticals for the purpose 
of facilitating or verifying manufacturer credit. Any person, 
including forward distributors, third-party logistics provid- 
ers, and pharmaceutical manufacturers, that processes pre- 
scription pharmaceuticals for the facilitation or verification 
of manufacturer credit is considered a reverse distributor. 

"State-only dangerous waste pharmaceutical" means a 
dangerous waste pharmaceutical that only exhibits state crite- 
ria under WAC 173-303-100. 

(2) Applicability. 

(a) A health care facility that is a small quantity genera- 
tor when counting all of its dangerous waste per month, 
including both its dangerous waste pharmaceuticals and its 
nonpharmaceutical dangerous waste, remains subject to 
WAC 173-303-170 (2)(a)(i) and 173-303-171 and is not sub- 
ject to this section except for subsections (6) and (8) of this 
section and the optional provisions of subsections (5) and/or 
(7) of this section. 

(b) A health care facility that is a small quantity genera- 
tor when counting all of its dangerous waste per month, 
including both its dangerous waste pharmaceuticals and its 
nonpharmaceutical dangerous waste, has the option of com- 
plying with (d) of this subsection for its dangerous waste 
pharmaceuticals in lieu of complying with WAC 173-303- 
171 and with the optional provisions of subsection (5) of this 
section. 
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(c) A health care facility or reverse distributor remains 
subject to all applicable dangerous waste regulations with 
respect to the management of its nonpharmaceutical danger- 
ous waste. 

(d) With the exception of health care facilities identified 
in (a) of this subsection, a health care facility is subject to the 
following with respect to its dangerous waste pharmaceuti- 
cals in lieu of this chapter: 

(i) Subsections (3) and (6) through (10) of this section 
with respect to the management of: 

(A) Noncreditable dangerous waste pharmaceuticals; 
and 

(B) Potentially creditable dangerous waste pharmaceuti- 
cals if they are not destined for a reverse distributor. 

(ii) Subsections (3)(a), (4), (6) through (8), and (11) of 
this section with respect to the management of potentially 
creditable dangerous waste pharmaceuticals that are prescrip- 
tion pharmaceuticals and are destined for a reverse distribu- 
tor. 

(e) A reverse distributor is subject to subsections (6) 
through (15) of this section with respect to the management 
of dangerous waste pharmaceuticals. 

(f) Dangerous waste pharmaceuticals generated or man- 
aged by entities other than health care facilities and reverse 
distributors (e.g., pharmaceutical manufacturers and reverse 
logistics centers) are not subject to this section. These gener- 
ators are subject to this chapter for the generation and accu- 
mulation of dangerous wastes, including dangerous waste 
pharmaceuticals. 

(g) The following are not subject to this chapter except 
as specified: 

(i) Pharmaceuticals that are not solid waste, as defined 
by WAC 173-303-016, because they are legitimately 
used/reused (e.g., lawfully donated for their intended pur- 
pose) or reclaimed. 

(11) Over-the-counter pharmaceuticals, dietary supple- 
ments, or homeopathic drugs that are not solid wastes, as 
defined in WAC 173-303-016, because they have a reason- 
able expectation of being legitimately used/reused (e.g., law- 
fully redistributed for their intended purpose) or reclaimed. 

(iii) Pharmaceuticals being managed in accordance with 
a recall strategy that has been approved by the Food and Drug 
Administration in accordance with 21 C.F.R. Part 7, Subpart 
C. This subpart does apply to the management of the recalled 
dangerous waste pharmaceuticals after the Food and Drug 
Administration approves the destruction of the recalled 
items. 

(iv) Pharmaceuticals being managed in accordance with 
a recall corrective action plan that has been accepted by the 
Consumer Product Safety Commission in accordance with 16 
C.F.R. Part 1115. This subpart does apply to the management 
of the recalled dangerous waste pharmaceuticals after the 
Consumer Product Safety Commission approves the destruc- 
tion of the recalled items. 

(v) Pharmaceuticals stored according to a preservation 
order, or during an investigation or judicial proceeding until 
after the preservation order, investigation, or judicial pro- 
ceeding has concluded and/or a decision is made to discard 
the pharmaceuticals. 
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(vi) Investigational new drugs for which an investiga- 
tional new drug application is in effect in accordance with the 
Food and Drug Administration's regulations in 21 C.F.R. Part 
312. This subpart does apply to the management of the inves- 
tigational new drug after the decision is made to discard the 
investigational new drug or the Food and Drug Administra- 
tion approves the destruction of the investigational new drug, 
if the investigational new drug is a dangerous waste. 


(vii) Household waste pharmaceuticals, including those 
that have been collected by an authorized collector (as 
defined by the Drug Enforcement Administration), provided 
the authorized collector complies with the conditional 
exemption in subsection (7)(a)(i1) and (b) of this section. 


(3) Standards for health care facilities managing non- 
creditable dangerous waste pharmaceuticals. 


(a) Notification and withdrawal from this section for 
health care facilities managing dangerous waste pharmaceu- 
ticals. 


(i) Notification. A health care facility must notify the 
department, using the Washington State Dangerous Waste 
Site Identification Form, that it is a health care facility oper- 
ating under this section. A health care facility is not required 
to fill out Box 11 (description of hazardous/dangerous waste) 
on the Washington State Dangerous Waste Site Identification 
Form with respect to its dangerous waste pharmaceuticals. A 
health care facility must submit a separate notification 
(Washington State Dangerous Waste Site Identification 
Form) for each site or EPA/state identification number. 


(A) A health care facility that already has an EPA/state 
identification number must notify the department, using the 
Washington State Dangerous Waste Site Identification Form, 
that it is a health care facility within sixty days of becoming 
subject to this section. 


(B) A health care facility that does not have an EPA/state 
identification number must obtain one by notifying the 
department, using the Washington State Dangerous Waste 
Site Identification Form, that it is a health care facility within 
sixty days of becoming subject to this section. 


(C) A health care facility must keep a copy of its notifi- 
cation on file for as long as the health care facility is subject 
to this section. 


(11) Withdrawal. A health care facility that operated 
under this section, but is no longer subject to this section, 
because it is a small quantity generator under WAC 173-303- 
171, and elects to withdraw from this section, must notify the 
department using the Washington State Dangerous Waste 
Site Identification Form, that it is no longer operating under 
this section. A health care facility is not required to fill out 
Box 11 (description of hazardous/dangerous waste) on the 
Washington State Dangerous Waste Site Identification Form 
with respect to its dangerous waste pharmaceuticals. A health 
care facility must submit a separate notification (Washington 
State Dangerous Waste Site Identification Form) for each site 
or EPA/state identification number. 


(A) A health care facility must submit the Washington 
State Dangerous Waste Site Identification Form notifying 
that it is withdrawing from this section before it begins oper- 
ating under WAC 173-303-171. 
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(B) A health care facility must keep a copy of its with- 
drawal on file for five years from the date of signature on the 
notification of its withdrawal. 

(b) Training of personnel managing noncreditable dan- 
gerous waste pharmaceuticals at health care facilities. A 
health care facility must ensure that all personnel that manage 
noncreditable dangerous waste pharmaceuticals are thor- 
oughly familiar with proper waste handling and emergency 
procedures relevant to their responsibilities during normal 
facility operations and emergencies. 

(c) Dangerous waste determination for noncreditable 
pharmaceuticals. A health care facility that generates a solid 
waste that is a noncreditable pharmaceutical must determine 
whether that pharmaceutical is a dangerous waste pharma- 
ceutical in order to determine whether the waste is subject to 
this section. A health care facility may choose to manage its 
nondangerous waste pharmaceuticals under this section. 

(d) Standards for containers used to accumulate noncred- 
itable dangerous waste pharmaceuticals at health care facili- 
ties. 

(i) A health care facility must place noncreditable dan- 
gerous waste pharmaceuticals in a container that is structur- 
ally sound, compatible with its contents, and that lacks evi- 
dence of leakage, spillage, or damage that could cause leak- 
age under reasonably foreseeable conditions. 

(ii) A health care facility that manages ignitable or reac- 
tive noncreditable dangerous waste pharmaceuticals, or that 
mixes or commingles incompatible noncreditable dangerous 
waste pharmaceuticals must manage the container so that it 
does not have the potential to: 

(A) Generate extreme heat or pressure, fire or explosion, 
or violent reaction; 

(B) Produce uncontrolled toxic mists, fumes, dusts, or 
gases in sufficient quantities to threaten human health; 

(C) Produce uncontrolled flammable fumes or gases in 
sufficient quantities to pose a risk of fire or explosions; 

(D) Damage the structural integrity of the container; 

(E) Through other like means threaten human health or 
the environment. 

(iii) A health care facility must keep containers of non- 
creditable dangerous waste pharmaceuticals closed and 
secured in a manner that prevents unauthorized access to its 
contents. 

(iv) A health care facility may accumulate noncreditable 
dangerous waste pharmaceuticals and noncreditable nondan- 
gerous waste pharmaceuticals in the same container, except 
that noncreditable dangerous waste pharmaceuticals prohib- 
ited from being combusted because of 40 C.F.R. Part 268.3 
(c) must be accumulated in separate containers and labeled 
with all applicable dangerous waste numbers (1.e., dangerous 
waste codes). 

(e) Labeling containers used to accumulate noncredit- 
able dangerous waste pharmaceuticals at health care facili- 
ties. A health care facility must label or clearly mark each 
container of noncreditable dangerous waste pharmaceuticals 
with the phrase "Hazardous Waste Pharmaceuticals" or 
"Dangerous Waste Pharmaceuticals." 

(f) Maximum accumulation time for noncreditable dan- 
gerous waste pharmaceutical at health care facilities. 
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(i) A health care facility may accumulate noncreditable 
dangerous waste pharmaceuticals on-site for one year or less 
without a permit or having interim status. 

(ii) A health care facility that accumulates noncreditable 
dangerous waste pharmaceuticals on-site must demonstrate 
the length of time that the noncreditable dangerous waste 
pharmaceuticals have been accumulating, starting from the 
date it first becomes a waste. A health care facility may make 
this demonstration by any of the following methods: 

(A) Marking or labeling the container of noncreditable 
dangerous waste pharmaceuticals with the date that the non- 
creditable dangerous waste pharmaceuticals first became a 
waste; 

(B) Maintaining an inventory system that identifies the 
date the noncreditable dangerous waste pharmaceuticals first 
became a waste; 

(C) Placing the noncreditable dangerous waste pharma- 
ceuticals in a specific area and identifying the earliest date 
that any of the noncreditable dangerous waste pharmaceuti- 
cals became waste. 

(g) Land disposal restrictions for noncreditable danger- 
ous waste pharmaceuticals. The noncreditable dangerous 
waste pharmaceuticals generated by a health care facility are 
subject to the land disposal restrictions of 40 C.F.R. Part 268. 
A health care facility that generates noncreditable dangerous 
waste pharmaceuticals must comply with the land disposal 
restrictions of 40 C.F.R. Part 268.7(a) (as adopted by WAC 
173-303-140 (2)(c) and(d)), except that it is not required to 
identify the dangerous waste numbers (i.e., dangerous waste 
codes) on the land disposal restrictions notification. 

(h) Procedures for health care facilities for managing 
rejected shipments of noncreditable dangerous waste phar- 
maceuticals. A health care facility that sends a shipment of 
noncreditable dangerous waste pharmaceuticals to a desig- 
nated facility with the understanding that the designated 
facility can accept and manage the waste, and later receives 
that shipment back as a rejected load in accordance with the 
manifest discrepancy provision of WAC 173-303-370(5) 
may accumulate the returned noncreditable dangerous waste 
pharmaceuticals on-site for up to an additional ninety days 
provided the rejected or returned shipment is managed in 
accordance with (d) and (e) of this subsection. Upon receipt 
of the returned shipment, the health care facility must: 

(i) Sign either: 

(A) Item 18c of the original manifest, if the original man- 
ifest was used for the returned shipment; or 

(B) Item 20 on the new manifest, if a new manifest was 
used for the returned shipment; 

(ii) Provide the transporter a copy of the manifest; 

(iii) Within thirty days of receipt of the rejected ship- 
ment, send a copy of the manifest to the designated facility 
that returned the shipment to the health care facility; and 

(iv) Within ninety days of receipt of the rejected ship- 
ment, transport or offer for transport the returned shipment in 
accordance with the shipping standard of subsection (9)(a) 
through (c) of this section. 

(i) Annual reporting for health care facilities for non- 
creditable dangerous waste pharmaceuticals. Health care 
facilities are not subject to annual reporting requirements 
under WAC 173-303-220(1), with respect to noncreditable 
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dangerous waste pharmaceuticals managed under this sec- 
tion. 

(j) Exception reporting by health care facilities for a 
missing copy of the manifest in regard to noncreditable dan- 
gerous waste pharmaceuticals for shipments to a designated 
facility. If a health care facility does not receive a copy of the 
manifest with the signature of the owner or operator of the 
designated facility within sixty days of the date the noncred- 
itable dangerous waste pharmaceuticals were accepted by the 
initial transporter, the health care facility must submit: 

(i) A legible copy of the original manifest, indicating that 
the health care facility has not received confirmation of deliv- 
ery, to the department's regional office in which the health 
care facility is located; and 

(ii) A handwritten or typed note on the manifest itself, or 
on an attached sheet of paper, stating that the return copy was 
not received and explaining the efforts taken to locate the 
noncreditable dangerous waste pharmaceutical and the 
results of those efforts. 

(k) Exception reporting by health care facilities for ship- 
ments rejected by the designated facility and shipped to an 
alternative facility in regard to noncreditable dangerous 
waste pharmaceuticals. If a health care facility does not 
receive a copy of the manifest for a rejected shipment of the 
noncreditable dangerous waste pharmaceuticals that is for- 
warded by the designated facility to an alternate facility 
(using appropriate manifest procedures), with the signature 
of the owner or operator of the alternate facility, within sixty 
days of the date the noncreditable dangerous waste pharma- 
ceutical was accepted by the initial transporter forwarding the 
shipment of noncreditable dangerous waste pharmaceuticals 
from the designated facility to the alternate facility, the health 
care facility must submit: 

(i) A legible copy of the original manifest, indicating that 
the health care facility has not received confirmation of deliv- 
ery, to the department's regional office in which the health 
care facility is located; and 

(11) A handwritten or typed note on the manifest itself, or 
on an attached sheet of paper, stating that the return copy was 
not received and explaining the efforts taken to locate the 
noncreditable dangerous waste pharmaceuticals and the 
results of those efforts. 

(1) Additional reports by health care facilities in regard to 
noncreditable dangerous waste pharmaceuticals. The depart- 
ment may require the health care facilities to furnish addi- 
tional reports concerning the quantities, types, and disposi- 
tion of noncreditable dangerous waste pharmaceuticals. 

(m) Recordkeeping by health care facilities for noncred- 
itable dangerous waste pharmaceuticals. A health care facil- 
ity must comply with WAC 173-303-210 and keep all 
records for five years in regards to noncreditable dangerous 
waste pharmaceuticals. The periods of retention referred to in 
this paragraph are extended automatically during the course 
of any unresolved enforcement action regarding the regulated 
activity, or as requested by the department. All records must 
be readily available upon request by an authorized state 
inspector. 

(n) Response to spill of noncreditable dangerous waste 
pharmaceuticals at health care facilities. A health care facility 
must immediately contain all spills of noncreditable danger- 
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ous waste pharmaceuticals and manage the spill clean-up 
material as noncreditable dangerous waste pharmaceuticals 
in accordance with the requirements of this section. 

(o) Accepting noncreditable dangerous waste pharma- 
ceuticals from an off-site health care facility that is a small 
quantity generator. A health care facility may accept non- 
creditable dangerous waste pharmaceuticals from an off-site 
health care facility that is a small quantity generator under 
WAC 173-303-171, without a permit or without having 
interim status, provided the receiving health care facility: 

(i) Is under the control of the same person (as defined in 
WAC 173-303-040) as the small quantity generator health 
care facility that is sending the noncreditable dangerous 
waste pharmaceuticals off-site or has a contractual or other 
documented business relationship whereby the receiving 
health care facility supplies pharmaceuticals to the small 
quantity generator health care facility; 

(ii) Is operating under this section for the management of 
its noncreditable dangerous waste pharmaceuticals; 

(111) Manages the noncreditable dangerous waste phar- 
maceuticals that it receives from off-site in compliance with 
this section; and 

(iv) Keeps records of the noncreditable dangerous waste 
pharmaceuticals shipments it receives from off-site for five 
years from the date the shipment is received. 

(4) Standards for health care facilities managing 
potentially creditable dangerous waste pharmaceuticals. 

(a) Dangerous waste determinations for potentially cred- 
itable pharmaceuticals. A health care facility that generates a 
solid waste that is a potentially creditable pharmaceutical 
must determine whether that potentially creditable pharma- 
ceutical is a potentially creditable dangerous waste pharma- 
ceutical. A health care facility may choose to manage its 
potentially creditable nondangerous waste pharmaceuticals 
as potentially creditable dangerous waste pharmaceutical 
under this section. 

(b) Accepting potentially creditable dangerous waste 
pharmaceuticals from an off-site health care facility that is a 
small quantity generator. A health care facility may accept 
potentially creditable dangerous waste pharmaceuticals from 
an off-site health care facility that is a small quantity genera- 
tor under WAC 173-303-171, without a permit or without 
having interim status, provided the receiving health care 
facility: 

(i) Is under the control of the same person (as defined in 
WAC 173-303-040) as the small quantity generator health 
care facility that is sending the potentially creditable danger- 
ous waste pharmaceuticals off-site or has a contractual or 
other documented business relationship whereby the receiv- 
ing health care facility supplies pharmaceuticals to the small 
quantity generator health care facility; 

(ii) Is operating under this section for the management of 
its potentially creditable dangerous waste pharmaceuticals; 

(iii) Manages the potentially creditable dangerous waste 
pharmaceuticals that it receives from off-site in compliance 
with this section; and 

(iv) Keeps records of the potentially creditable danger- 
ous waste pharmaceuticals shipments it receives from off-site 
for five years from the date the shipment is received. 
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(c) Prohibition. Health care facilities are prohibited from 
sending dangerous waste other than potentially creditable 
dangerous waste pharmaceuticals to a reverse distributor. 

(d) Annual reporting by health care facilities. Health care 
facilities are not subject to the annual reporting requirements 
of WAC 173-303-220(1), with respect to potentially credit- 
able dangerous waste pharmaceuticals managed under this 
section. 

(e) Recordkeeping by health care facilities. 

(i) A health care facility that initiates a shipment of 
potentially creditable dangerous waste pharmaceuticals to a 
reverse distributor must keep the following records (paper or 
electronic) for each shipment of potentially creditable dan- 
gerous waste pharmaceuticals for five years from date of 
shipment: 

(A) The confirmation of delivery; and 

(B) The shipping papers prepared in accordance with 49 
C.F.R. Part 172, Subpart C, if applicable. 

(ii) The periods of retention referred to in this subsection 
are extended automatically during the course of any unre- 
solved enforcement actions regarding the regulated activity, 
or as requested by the department. 

(111) All records must be readily available upon request 
by an authorized state inspector. 

(f) Response to spill of potentially creditable dangerous 
waste pharmaceuticals at health care facilities. A health care 
facility must immediately contain all spills of potentially 
creditable dangerous waste pharmaceuticals and manage the 
spill clean-up material as noncreditable dangerous waste 
pharmaceuticals in accordance with the requirements of this 
section. 

(5) Health care facilities that are small quantity gen- 
erators for both dangerous waste pharmaceuticals and 
nonpharmaceutical dangerous waste. 

(a) Potentially creditable dangerous waste pharmaceuti- 
cals. A health care facility that is a small quantity generator 
for both dangerous waste pharmaceuticals and nonpharma- 
ceutical dangerous waste may send its potentially creditable 
dangerous waste pharmaceuticals to a reverse distributor. 

(b) Off-site collection of dangerous waste pharmaceuti- 
cals generated by a health care facility that is a small quantity 
generator. A health care facility that is a small quantity gen- 
erator for both dangerous waste pharmaceuticals and non- 
pharmaceutical dangerous waste may send its dangerous 
waste pharmaceuticals to another health care facility, pro- 
vided: 

(i) The receiving health care facility meets the conditions 
in subsections (3)(0) and (4)(b) of this section, as applicable; 
or 

(11) The small quantity generator health care facility 
meets the conditions in WAC 173-303-171 (1)(e)(ix) and the 
receiving large quantity generator meets the conditions in 
WAC 173-303-200(15). 

(c) Long-term care facilities that are small quantity gen- 
erators. A long-term care facility that is a small quantity gen- 
erator for both dangerous waste pharmaceuticals and non- 
pharmaceutical dangerous waste may dispose of its danger- 
ous waste pharmaceuticals (excluding contaminated personal 
protection equipment or clean-up materials) in an on-site col- 
lection receptacle of an authorized collector (as defined by 
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the Drug Enforcement Administration) that is registered with 
the Drug Enforcement Administration provided the contents 
are collected, stored, transported, destroyed, and disposed of 
in compliance with all applicable Drug Enforcement Admin- 
istration regulations for controlled substances. 

(6) Prohibition of sewering dangerous waste pharma- 
ceuticals. All health care facilities, including small quantity 
generators operating under WAC 173-303-171 in lieu of this 
section, and reverse distributors are prohibited from dis- 
charging dangerous waste pharmaceuticals to a sewer system 
that passes through to a publicly owned treatment works or to 
an on-site disposal system. Health care facilities and reverse 
distributors remain subject to the prohibitions in 40 C.F.R. 
403.5(b) of the Clean Water Act. 

(7) Conditional exemptions for dangerous waste 
pharmaceuticals that are also controlled substances and 
household waste pharmaceuticals collected in a take-back 
event or program. 

(a) Conditional exemptions. Provided the conditions of 
(b) of this subsection are met, the following are exempt from 
this chapter except for WAC 173-303-050, 173-303-145, and 
173-303-960: 

(i) Dangerous waste pharmaceuticals that are also listed 
on a schedule of controlled substances by the Drug Enforce- 
ment Administration in 21 C.F.R. Part 1308; and 

(ii) Household waste pharmaceuticals that are collected 
in a take-back event or program, including those that are col- 
lected by an authorized collector (as defined by the Drug 
Enforcement Administration) registered with the Drug 
Enforcement Administration that commingles the household 
waste pharmaceuticals with controlled substances from an 
ultimate user (as defined by the Drug Enforcement Adminis- 
tration). 

(b) Conditions for exemption. The dangerous waste 
pharmaceuticals must be: 

(i) Managed in compliance with the sewer prohibition of 
subsection (6) of this section; and 

(11) Collected, stored, transported, and disposed of in 
compliance with all applicable Drug Enforcement Adminis- 
tration regulations for controlled substances; and 

(iii) Destroyed by a method that Drug Enforcement 
Administration has publicly deemed in writing to meet their 
nonretrievable standard of destruction or combusted at one of 
the following: 

(A) A permitted large municipal waste combustor, sub- 
ject to 40 C.F.R. Part 62, Subpart FFF or applicable state plan 
for existing large municipal waste combustors, or 40 C.F.R. 
Part 60, Subpart Eb for new large municipal waste combus- 
tors; or 

(B) A permitted small municipal waste combustor, sub- 
ject to 40 C.F.R. Part 62, Subpart JJJ or applicable state plan 
for existing small municipal waste combustors, or 40 C.F.R. 
Part 60, Subparts AAAA for new small municipal waste 
combustors; or 

(C) A permitted hospital, medical and infectious waste 
incinerator, subject to 40 C.F.R. Part 62, Subpart HHH or 
applicable state plan for existing hospital, medical and infec- 
tious waste incinerators, or 40 C.F.R. Part 60, Subpart Ec for 
new hospital, medical and infectious waste incinerators; or 
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(D) A permitted commercial and industrial solid waste 
incinerator, subject to 40 C.F.R. Part 62, Subpart III or appli- 
cable state plan for existing commercial and industrial solid 
waste incinerators, or 40 C.F.R. Part 60, Subpart CCCC for 
new commercial and industrial solid waste incinerators. 

(E) A permitted dangerous (hazardous) waste combustor 
subject to 40 C.F.R. Part 63, Subpart EEE. 

(8) Residues of dangerous waste pharmaceuticals in 
empty containers. 

(a) Stock, dispensing and unit-dose containers. A stock 
bottle, dispensing bottle, vial, or ampule (not to exceed one 
liter or ten thousand pills); or a unit-dose container (e.g., a 
unit-dose packet, cup, wrapper, blister pack, or delivery 
device) is considered empty and the residues are not regu- 
lated as dangerous waste provided the pharmaceuticals have 
been removed from the stock bottle, dispensing bottle, vial, 
ampule, or the unit-dose container using the practices com- 
monly employed to remove materials from that type of con- 
tainer. 

(b) Syringes. A syringe is considered empty and the res- 
idues are not regulated as dangerous waste under this section 
provided the contents have been removed by fully depressing 
the plunger of the syringe. If a syringe is not empty, the 
syringe must be placed with its remaining dangerous waste 
pharmaceuticals into a container that is managed and dis- 
posed of as a noncreditable dangerous waste pharmaceutical 
under this section and any applicable federal, state, and local 
requirements for sharps containers and medical waste. 

(c) Intravenous (IV) bags. 

(i) An IV bag is considered empty and the residues are 
not regulated as dangerous waste provided the pharmaceuti- 
cals in the IV bag have been fully administered to a patient. 

(ii) If an IV bag is not empty, the IV bag must be placed 
with its remaining dangerous waste pharmaceuticals into a 
container that is managed and disposed of as a noncreditable 
dangerous waste pharmaceutical under this section, unless 
the IV bag held nonacute dangerous waste pharmaceutical 
and is empty as defined in WAC 173-303-160 (2)(a). 

(iii) If an IV bag is not empty and held an acute hazard- 
ous waste or a toxic EHW waste, the IV bag must be placed 
with its remaining dangerous waste pharmaceuticals into a 
container that is managed and disposed of as a noncreditable 
dangerous waste pharmaceutical under this section, unless 
the IV bag is empty as defined by WAC 173-303-160 (2)(b). 

(d) Other containers, including delivery devices. 

(i) Nonacute dangerous waste pharmaceuticals remain- 
ing in all other types of unused, partially administered, or 
fully administered containers must be managed as noncredit- 
able dangerous waste pharmaceuticals under this section, 
unless the container that held nonacute dangerous waste 
pharmaceuticals is empty as defined in WAC 173-303-160 
(2)(a). This includes, but is not limited to, residues in inhal- 
ers, aerosol cans, nebulizers, tubes of ointments, gels, or 
creams. 

(11) Acute hazardous waste pharmaceuticals and toxic 
EHW dangerous waste pharmaceuticals remaining in all 
other types of unused, partially administered, or fully admin- 
istered containers must be managed and disposed as noncred- 
itable dangerous waste pharmaceuticals under this section, 
unless the container that held acute dangerous waste pharma- 
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ceuticals or toxic EHW dangerous waste pharmaceuticals is 
empty as defined in WAC 173-303-160 (2)(b). This includes, 
but is not limited to, residues in inhalers, aerosol cans, nebu- 
lizers, tubes of ointments, gels, or creams. 

(9) Shipping noncreditable dangerous waste pharma- 
ceuticals from a health care facility or evaluated danger- 
ous waste pharmaceuticals from a reverse distributor. 

(a) A health care facility must ship noncreditable danger- 
ous waste pharmaceuticals and a reverse distributor must ship 
evaluated dangerous waste pharmaceuticals off-site to a des- 
ignated facility (such as a permitted or interim status treat- 
ment, storage or disposal facility). 

(i) The following pretransport requirements, before 
transporting or offering for transport off-site must be com- 
plied with: 

(A) Packaging. Package the waste in accordance with the 
applicable U.S. Department of Transportation regulations on 
hazardous materials under 49 C.F.R. Parts 173, 178, and 180. 

(B) Labeling. Label each package in accordance with the 
applicable U.S. Department of Transportation regulations on 
hazardous materials under 49 C.F.R. Part 172, Subpart E. 

(C) Marking. 

(I) Mark each package of dangerous waste pharmaceuti- 
cals in accordance with the applicable U.S. Department of 
Transportation regulations on hazardous materials under 49 
C.F.R. Part 172, Subpart D. 

(ID) Mark each container of one hundred nineteen gallons 
or less used in such transportation with the following words 
and information in accordance with the requirements of 49 
C.F.R. 172.304: 


HAZARDOUS WASTE - Federal Law Prohibits Improper 
Disposal. 


If found, contact the nearest police or public safety 
authority or the U.S. Environmental Protection Agency. 
Health care Facility's or Reverse distributor's 

Name and Address 

Health care Facility's or Reverse distributor's EPA 
Identification Number 
Manifest Tracking Number 


(IH) Labpacks. Labpacks that will be incinerated in com- 
pliance with 40 C.F.R. 268.42(c) are not required to be 
marked with dangerous waste number(s), except for D004, 
D005, D006, D007, D008, D010 and D011, where applica- 
ble. A nationally recognized electronic system, such as bar 
coding or radio frequency identification, may be used to iden- 
tify the dangerous waste numbers. 

(D) Placarding. Placard or offer the initial transporter the 
appropriate placards according to U.S. Department of Trans- 
portation regulations for hazardous materials under 49 C.F.R. 
Part 172, Subpart F. 

(11) Manifesting. The health care facility and reverse dis- 
tributor must comply with the manifest requirements of 
WAC 173-303-180, except that: 

(A) A health care facility shipping noncreditable danger- 
ous waste pharmaceuticals is not required to list all applica- 
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ble dangerous waste numbers (1.e., dangerous waste codes) in 
Item 13 EPA Form 8700-22, 

(B) A health care facility shipping noncreditable danger- 
ous waste pharmaceuticals must write the word "PHRM" in 
Item 13 on EPA Form 8700-22. 

(b) Exporting noncreditable dangerous waste pharma- 
ceuticals or evaluated dangerous waste pharmaceuticals. A 
health care facility or reverse distributor that exports non- 
creditable dangerous waste pharmaceuticals or evaluated 
dangerous waste pharmaceuticals is subject to WAC 173- 
303-230(1). 

(c) Importing noncreditable dangerous waste pharma- 
ceuticals or evaluated dangerous waste pharmaceuticals. Any 
person that imports noncreditable dangerous waste pharma- 
ceuticals or evaluated dangerous waste pharmaceuticals is 
subject to WAC 173-303-230(2) and 40 C.F.R. Part 262, 
Subpart H. A health care facility or reverse distributor may 
not accept imported noncreditable dangerous waste pharma- 
ceuticals or evaluated dangerous waste pharmaceuticals 
unless they have a permit or interim status that allow them to 
accept dangerous waste from off-site. 

(10) Disposal of state-only dangerous waste pharma- 
ceuticals. 

(a) As an alternative to off-site disposal at a designated 
facility (such as a permitted or interim status treatment, stor- 
age, or disposal facility) state-only dangerous waste pharma- 
ceuticals may be disposed at one of the following types of 
units provided (b) through (d) of this subsection are complied 
with: 

(i) A combustor or incinerator listed in subsection 
(7)(b)(ii)(A) through (E) of this section; or 

(11) As an option for law enforcement agencies, inciner- 
ate in a controlled combustion unit with a heat input rate 
greater than 250 million British thermal units/hour, and a 
combustion zone temperature greater than 1500 degrees 
Fahrenheit. 

(b) The state-only dangerous waste pharmaceuticals are 
managed in compliance with all applicable requirements of 
this section. 

(c) If a uniform hazardous waste manifest is not being 
used, a document must accompany the state-only noncredit- 
able dangerous waste pharmaceuticals during transit which: 

(1) Identifies the type and amount of state-only noncred- 
itable dangerous waste pharmaceuticals; 

(11) The date of shipment; 

(111) The identity of the health care facility or reverse dis- 
tributor; and 

(iv) The facility to which it is directed. 

(d) The health care facility or reverse distributor has on 
file a letter or copy of a letter signed by the local regulatory 
or permitting authority that the receiving incinerator or com- 
bustion facility may accept the waste. 

(11) Shipping potentially creditable dangerous waste 
pharmaceuticals from a health care facility or reverse dis- 
tributor to a reverse distributor. 

(a) Shipping potentially creditable dangerous waste 
pharmaceuticals. A health care facility or a reverse distributor 
who transports or offers for transport potentially creditable 
dangerous waste pharmaceuticals off-site to a reverse distrib- 
utor must comply with all applicable U.S. Department of 
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Transportation regulations in 49 C.F.R. Parts 171 through 
180 for any potentially creditable dangerous waste pharma- 
ceutical that meets the definition of hazardous materials in 49 
C.F.R. 171.8. 

(b) Delivery confirmation. Upon receipt of each ship- 
ment of potentially creditable dangerous waste pharmaceuti- 
cals, the receiving reverse distributor must provide confirma- 
tion (paper or electronic) to the health care facility or reverse 
distributor that initiated the shipment that the shipment of 
potentially creditable dangerous waste pharmaceuticals has 
arrived at its destination and is under the custody and control 
of the reverse distributor. 

(c) Procedures for when delivery confirmation is not 
received within thirty-five calendar days. If a health care 
facility or reverse distributor initiates a shipment of poten- 
tially creditable dangerous waste pharmaceuticals to a 
reverse distributor and does not receive delivery confirmation 
within thirty-five calendar days from the date that the ship- 
ment of potentially creditable dangerous waste pharmaceuti- 
cals was sent, the health care facility or reverse distributor 
that initiated the shipment must contact the carrier and the 
intended recipient (i.e., the reverse distributor) promptly to 
report that the delivery confirmation was not received and to 
determine the status of the potentially creditable dangerous 
waste pharmaceuticals. 

(d) Exporting potentially creditable dangerous waste 
pharmaceuticals. A health care facility or reverse distributor 
that sends potentially creditable dangerous waste pharmaceu- 
ticals to a foreign destination must comply with WAC 173- 
303-230(1) in addition to (a) through (c) of this subsection. 

(e) Importing potentially creditable dangerous waste 
pharmaceuticals. Any person that imports potentially credit- 
able dangerous waste pharmaceuticals into the United States 
is subject to (a) through (c) of this subsection in lieu of WAC 
173-303-230(2). Immediately after potentially creditable 
dangerous waste pharmaceuticals enter the United States, 
they are subject to all applicable requirements of this section. 

(12) Standards for reverse distributors managing 
potentially creditable dangerous waste pharmaceuticals 
and evaluated dangerous waste pharmaceuticals. A 
reverse distributor may accept potentially creditable danger- 
ous waste pharmaceuticals from off-site (not evaluated dan- 
gerous waste pharmaceuticals from off-site) and accumulate 
potentially creditable dangerous waste pharmaceuticals and 
evaluated dangerous waste pharmaceuticals on-site without a 
dangerous waste permit or interim status, provided that it 
complies with the requirements of subsections (13) through 
(15) of this section and with the following conditions. 

(a) Notification. 

(i) A reverse distributor that already has an EPA/state 
identification number must notify the department, using the 
Washington State Site Identification Form, that it is a reverse 
distributor (as defined in subsection (1) of this section) oper- 
ating under this section, within sixty days of the effective 
date of this section, or within sixty days of becoming subject 
to this section. 

(ii) A reverse distributor that does not have an EPA/state 
identification number must obtain one by notifying the 
department, using the Washington State Site Identification 
Form, that it is a reverse distributor (as defined in subsection 
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(1) of this section) operating under this section, within sixty 
days of the effective date of this section, or within sixty days 
of becoming subject to this section. 

(b) Inventory by the reverse distributor. A reverse dis- 
tributor must maintain a current inventory of all the poten- 
tially creditable dangerous waste pharmaceuticals and evalu- 
ated dangerous waste pharmaceuticals that are accumulated 
on-site. 

(i) A reverse distributor must inventory each potentially 
creditable dangerous waste pharmaceuticals within thirty cal- 
endar days of each waste arriving at the reverse distributor. 

(11) The inventory must include the identity (e.g., name 
or national drug code) and quantity of each potentially cred- 
itable dangerous waste pharmaceutical and evaluated danger- 
ous waste pharmaceutical. 

(iii) If the reverse distributor already meets the inventory 
requirements of this paragraph because of other regulatory 
requirements, such as state board of pharmacy regulations, 
the facility is not required to provide a separate inventory 
pursuant to this subsection. 

(c) Evaluation by a reverse distributor that is not a man- 
ufacturer. A reverse distributor that is not a pharmaceutical 
manufacturer must evaluate potentially creditable dangerous 
waste pharmaceutical within thirty calendar days of the waste 
arriving at the reverse distributor to establish whether it is 
destined for another reverse distributor for further evaluation 
or verification of manufacturer credit or for a permitted or 
interim status treatment storage or disposal facility. 

(i) A potentially creditable dangerous waste pharmaceu- 
tical that is destined for another reverse distributor is still 
considered a "potentially creditable dangerous waste pharma- 
ceutical" and must be managed in accordance with the 
requirements of subsection (13) of this section in addition to 
the requirements of this subsection. 

(ii) A potentially creditable dangerous waste pharmaceu- 
tical that is destined for a permitted or interim status treat- 
ment, storage or disposal facility is considered an "evaluated 
dangerous waste pharmaceutical" and must be managed in 
accordance with the requirements of subsection (14) of this 
section in addition to the requirements of this subsection. 

(d) Evaluation by a reverse distributor that is a manufac- 
turer. A reverse distributor that is a pharmaceutical manufac- 
turer must evaluate a potentially creditable dangerous waste 
pharmaceutical to verify manufacturer credit within thirty 
calendar days of the waste arriving at the facility and follow- 
ing the evaluation must manage the evaluated dangerous 
waste pharmaceutical in accordance with the requirements of 
subsection (14) of this section in addition to the requirements 
of this subsection. 

(e) Maximum accumulation time for dangerous waste 
pharmaceuticals at a reverse distributor. 

(i) A reverse distributor may accumulate potentially 
creditable dangerous waste pharmaceuticals and evaluated 
dangerous waste pharmaceuticals on-site for one hundred 
eighty calendar days or less. The one hundred eighty days 
start after the potentially creditable dangerous waste pharma- 
ceuticals have been evaluated and applies to all dangerous 
waste pharmaceuticals accumulated on-site, regardless of 
whether they are destined for another reverse distributor (1.e., 
potentially creditable dangerous waste pharmaceuticals) or a 
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permitted or interim status treatment, storage, or disposal 
facility (1.e., evaluated dangerous waste pharmaceuticals). 


(11) Aging pharmaceuticals. Unexpired pharmaceuticals 
that are otherwise creditable but are awaiting their expiration 
date (i.e., aging in a holding morgue) can be accumulated for 
up to one hundred eighty days after the expiration date, pro- 
vided that the unexpired pharmaceuticals are managed in 
accordance with (a) through (j) of this subsection and the 
container labeling and management standards in subsection 
(14)(d)(i) through (vi) of this section. 

(f) Security at the reverse distributor facility. A reverse 
distributor must prevent unknowing entry and minimize the 
possibility for the unauthorized entry into the portion of the 
facility where potentially creditable dangerous waste phar- 
maceuticals and evaluated dangerous waste pharmaceuticals 
are kept. 


(i) Examples of methods that may be used to prevent 
unknowing entry and minimize the possibility for unautho- 
rized entry include, but are not limited to: 


(A) A twenty-four-hour continuous monitoring surveil- 
lance system; 


(B) An artificial barrier such as a fence; or 
(C) A means to control entry, such as keycard access. 


(ii) If the reverse distributor already meets the security 
requirements of this paragraph because of other regulatory 
requirements, such as Drug Enforcement Administration or 
state board of pharmacy regulations, the facility is not 
required to provide separate security measures pursuant to 
this subsection. 


(g) Contingency plan and emergency procedures at a 
reverse distributor. A reverse distributor that accepts poten- 
tially creditable dangerous waste pharmaceuticals from off- 
site must prepare a contingency plan and comply with other 
requirements of WAC 172-303-201. 


(h) Closure of a reverse distributor. When closing an area 
where a reverse distributor accumulates potentially creditable 
dangerous waste pharmaceuticals or evaluated dangerous 
waste pharmaceuticals, the reverse distributor must comply 
with WAC 173-303-200 (12)(a) through (c). 

(i) Reporting by a reverse distributor. 


(i) Unauthorized waste report. A reverse distributor must 
submit an unauthorized waste report if the reverse distributor 
receives waste from off-site that it is not authorized to receive 
(e.g., nonpharmaceutical dangerous waste, regulated medical 
waste). The reverse distributor must prepare and submit an 
unauthorized waste report to the department's regional office 
it is located in within forty-five calendar days after the unau- 
thorized waste arrives at the reverse distributor and must send 
a copy of the unauthorized waste report to the health care 
facility (or other entity) that sent the unauthorized waste. The 
reverse distributor must manage the unauthorized waste in 
accordance with all applicable regulations. The unauthorized 
waste report must be signed by the owner or operator of the 
reverse distributor and contain the following information: 


(A) The EPA/state identification number, name and 
address of the reverse distributor; 


(B) The date the reverse distributor received the unau- 
thorized waste; 
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(C) The EPA/state identification number, name and 
address of the health care facility that shipped the unautho- 
rized waste, if available; 

(D) A description and the quantity of each unauthorized 
waste the reverse distributor received; 

(E) The method of treatment, storage, or disposal for 
each unauthorized waste; and 

(F) A brief explanation of why the waste was unautho- 
rized, if known. 

(11) Additional reports. The department may require 
reverse distributors to furnish additional reports and docu- 
ments of potentially creditable dangerous waste pharmaceuti- 
cals and evaluated dangerous waste pharmaceuticals. 

(j) Recordkeeping by reverse distributors. A reverse dis- 
tributor must keep the following records (paper or electronic) 
readily available upon request by an inspector. The periods of 
retention referred to in this subsection are extended automat- 
ically during the course of any unresolved enforcement 
actions regarding the regulated activity, or as requested by 
the department. 

(i) A copy of its notification on file for as long as the 
facility is subject to this section; 

(ii) A copy of the delivery confirmation and the shipping 
papers for each shipment of potentially creditable dangerous 
waste pharmaceuticals that it receives, and a copy of each 
unauthorized waste report, for at least five years from the 
date the shipment arrives at the reverse distributor; 

(iii) A copy of its current inventory for as long as the 
facility is subject to this section. 

(13) Additional standards for reverse distributors 
managing potentially creditable dangerous waste phar- 
maceuticals destined for another reverse distributor. A 
reverse distributor that does not have a permit or interim sta- 
tus must comply with the following conditions, in addition to 
the requirements of subsection (12) of this section, for the 
management of potentially creditable dangerous waste phar- 
maceuticals that are destined for another reverse distributor 
for further evaluation or verification of manufacturer credit: 

(a) A reverse distributor that receives potentially credit- 
able dangerous waste pharmaceuticals from a health care 
facility must send those potentially creditable dangerous 
waste pharmaceuticals to another reverse distributor within 
one hundred eighty days after the potentially creditable dan- 
gerous waste pharmaceuticals have been evaluated or follow 
subsection (14) of this section for evaluated dangerous waste 
pharmaceuticals. 

(b) A reverse distributor that receives potentially credit- 
able dangerous waste pharmaceuticals from another reverse 
distributor must send those potentially creditable dangerous 
waste pharmaceuticals to a reverse distributor that is a phar- 
maceutical manufacturer within one hundred eighty days 
after the potentially creditable dangerous waste pharmaceuti- 
cals have been evaluated or follow subsection (14) of this 
section for evaluated dangerous waste pharmaceuticals. 

(c) A reverse distributor must ship potentially creditable 
dangerous waste pharmaceuticals destined for another 
reverse distributor in accordance with subsection (11) of this 
section. 

(d) Recordkeeping by reverse distributors. A reverse dis- 
tributor must keep the following records (paper or electronic) 
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readily available upon request by an inspector for each ship- 
ment of potentially creditable dangerous waste pharmaceuti- 
cals that it initiates to another reverse distributor, for at least 
five years from the date of shipment. The periods of retention 
referred to in this subsection are extended automatically 
during the course of any unresolved, enforcement actions 
regarding the regulated activity, or as requested by the 
department. 

(i) The confirmation of delivery; and 

(ii) The DOT shipping papers prepared in accordance 
with 49 C.F.R. Part 172, Subpart C, if applicable. 

(14) Additional standards for reverse distributors 
managing evaluated dangerous waste pharmaceuticals. A 
reverse distributor that does not have a permit or interim sta- 
tus must comply with the following conditions, in addition to 
the requirements of subsection (12) of this section, for the 
management of evaluated dangerous waste pharmaceuticals: 

(a) Accumulation area at the reverse distributor. A 
reverse distributor must designate an on-site accumulation 
area where it will accumulate evaluated dangerous waste 
pharmaceuticals. 

(b) Inspections of on-site accumulation area. A reverse 
distributor must inspect its on-site accumulation area at least 
once every seven days, looking at containers for leaks and for 
deterioration caused by corrosion or other factors, as well as 
for signs of diversion. 

(c) Personnel training at a reverse distributor. Personnel 
at a reverse distributor that handle evaluated dangerous waste 
pharmaceuticals are subject to the training requirements of 
WAC 173-303-200(9). 

(d) Labeling and management of containers at on-site 
accumulation areas. A reverse distributor accumulating eval- 
uated dangerous waste pharmaceuticals in containers in an 
on-site accumulation area must: 

(i) Label the containers with the words, "hazardous 
waste pharmaceuticals" or "dangerous waste pharmaceuti- 
cals"; 

(i1) Ensure the containers are in good condition and man- 
aged to prevent leaks; 

(111) Use containers that are made of or lined with mate- 
rials which will not react with, and are otherwise compatible 
with, the evaluated dangerous waste pharmaceuticals, so that 
the ability of the container to contain the waste is not 
impaired; 

(iv) Keep containers closed, if holding liquid or gel eval- 
uated dangerous waste pharmaceuticals. If the liquid or gel 
evaluated dangerous waste pharmaceuticals are in their orig- 
inal, intact, sealed packaging; or repackaged, intact, sealed 
packaging, they are considered to meet the closed container 
standard; 

(v) Manage any container of ignitable or reactive evalu- 
ated dangerous waste pharmaceuticals, or any container of 
commingled incompatible evaluated dangerous waste phar- 
maceuticals so that the container does not have the potential 
to: 

(A) Generate extreme heat or pressure, fire or explosion, 
or violent reaction; 

(B) Produce uncontrolled toxic mists, fumes, dusts, or 
gas in sufficient quantities to threaten human health; 
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(C) Produce uncontrolled flammable fumes or gases in 
sufficient quantities to pose a risk of fire or explosions; 

(D) Damage the structural integrity of the container of 
dangerous waste pharmaceuticals; or 

(E) Through other like means threaten human health or 
the environment; and 

(vi) Accumulate evaluated dangerous waste pharmaceu- 
ticals that are prohibited from being combusted because of 
the dilution prohibition of 40 C.F.R. 268.3(c) (e.g., arsenic 
trioxide (P012)) in separate containers from other evaluated 
dangerous waste pharmaceuticals at the reverse distributor. 

(e) Dangerous waste numbers. Prior to shipping evalu- 
ated dangerous waste pharmaceuticals off-site, all containers 
must be marked with the applicable dangerous waste num- 
bers (1.e., dangerous waste codes). A nationally recognized 
electronic system, such as bar coding or radio frequency 
identification, may be used to identify the dangerous waste 
number(s). 

(f) Shipments. A reverse distributor must ship evaluated 
dangerous waste pharmaceuticals that are destined for a per- 
mitted or interim status treatment, storage or disposal facility 
with the applicable shipping standards in subsection (9)(a) or 
(b) of this section. 

(g) Procedures for a reverse distributor for managing 
rejected shipments. A reverse distributor that sends a ship- 
ment of evaluated dangerous waste pharmaceuticals to a des- 
ignated facility with the understanding that the designated 
facility can accept and manage the waste, and later receives 
that shipment back as a rejected load in accordance with the 
manifest discrepancy provision of WAC 173-303-370(5), 
may accumulate the evaluated dangerous waste pharmaceuti- 
cals on-site for up to an additional ninety days in the on-site 
accumulation area provided the rejected or returned shipment 
is managed in accordance with subsection (12) of this section 
and the requirements of this subsection. Upon receipt of the 
returned shipment, the reverse distributor must: 

(i) Sign either: 

(A) Item 18c of the original manifest, if the original man- 
ifest was used for the returned shipment; or 

(B) Item 20 of the new manifest, if a new manifest was 
used for the returned shipment; 

(ii) Provide the transporter a copy of the manifest; 

(iii) Within thirty days of receipt of the rejected shipment 
of the evaluated dangerous waste pharmaceuticals, send a 
copy of the manifest to the designated facility that returned 
the shipment to the reverse distributor; and 

(iv) Within ninety days of receipt of the rejected ship- 
ment, transport or offer for transport the returned shipment of 
evaluated dangerous waste pharmaceuticals in accordance 
with the applicable shipping standards of subsection (9)(a) or 
(b) of this section. 

(h) Land disposal restrictions. Evaluated dangerous 
waste pharmaceuticals are subject to the land disposal restric- 
tions of 40 C.F.R. Part 268. A reverse distributor that accepts 
potentially creditable dangerous waste pharmaceuticals from 
off-site must comply with the land disposal restrictions in 
accordance with 40 C.F.R. Part 268.7(a) requirements, as 
adopted by WAC 173-303-140 (2)(c) and (d). 

(i) Annual reporting by a reverse distributor for evalu- 
ated dangerous waste pharmaceuticals. A reverse distributor 
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that ships evaluated dangerous waste pharmaceuticals off- 
site must prepare and submit an annual report to the depart- 
ment, according to the instructions on the Dangerous Waste 
Annual Report form, no later than March 1st for the preced- 
ing calendar year. 

(j) Exception reporting by a reverse distributor for a 
missing copy of the manifest. 

(i) For shipments from a reverse distributor to a desig- 
nated facility. 

(A) Ifa reverse distributor does not receive a copy of the 
manifest with the signature of the owner or operator of the 
designated facility within thirty-five days of the date the eval- 
uated dangerous waste pharmaceuticals were accepted by the 
initial transporter, the reverse distributor must contact the 
transporter or the owner or operator of the designated facility 
to determine the status of the evaluated dangerous waste 
pharmaceuticals. 

(B) A reverse distributor must submit an exception 
report to the department's regional office in which the reverse 
distributor is located if it has not received a copy of the man- 
ifest with the signature of the owner or operator of the desig- 
nated facility within forty-five days of the date the evaluated 
dangerous waste pharmaceutical was accepted by the initial 
transporter. The exception report must include: 

(I) A legible copy of the manifest for which the reverse 
distributor does not have confirmation of delivery; and 

(ID A cover letter signed by the reverse distributor, or its 
authorized representative, explaining the efforts taken to 
locate the evaluated dangerous waste pharmaceutical and the 
results of those efforts. 

(ii) For shipments rejected by the designated facility and 
shipped to an alternate facility. 

(A) A reverse distributor that does not receive a copy of 
the manifest with the signature of the owner or operator of the 
alternate facility within thirty-five days of the date the evalu- 
ated dangerous waste pharmaceuticals were accepted by the 
initial transporter must contact the transporter or the owner or 
operator of the alternate facility to determine the status of the 
dangerous waste. The thirty-five-day time frame begins the 
date the evaluated dangerous waste pharmaceuticals are 
accepted by the transporter forwarding the dangerous waste 
shipment from the designated facility to the alternate facility. 

(B) A reverse distributor must submit an exception 
report to the department's regional office in which the reverse 
distributor is located if it has not received a copy of the man- 
ifest with the signature of the owner or operator of the desig- 
nated facility within forty-five days of the date the evaluated 
dangerous waste pharmaceutical were accepted by the initial 
transporter. The forty-five-day time frame begins the date the 
evaluated dangerous waste pharmaceuticals are accepted by 
the transporter forwarding the dangerous waste shipment 
from the designated facility to the alternate facility. The 
exception report must include: 

(I) A legible copy of the manifest for which the generator 
does not have confirmation of delivery; and 

(ID A cover letter signed by the reverse distributor, or its 
authorized representative, explaining the efforts taken to 
locate the evaluated dangerous waste pharmaceutical and the 
results of those efforts. 
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(k) Recordkeeping by a reverse distributor for evaluated 
dangerous waste pharmaceuticals. 

(i) A reverse distributor must keep a log (written or elec- 
tronic) of the inspections of the on-site accumulation area, as 
required by (b) of this subsection. This log must be retained 
as a record for at least five years from the date of the inspec- 
tion. 

(11) A reverse distributor must keep a copy of each man- 
ifest signed in accordance with WAC 173-303-180 (3)(a) for 
five years or until it receives a signed copy from the desig- 
nated facility that received the evaluated dangerous waste 
pharmaceutical. This signed copy must be retained as a 
record for at least five years from the date the evaluated dan- 
gerous waste pharmaceutical was accepted by the initial 
transporter. 

(111) A reverse distributor must keep a copy of each 
annual report for at least five years from the due date of the 
report. 

(iv) A reverse distributor must keep a copy of each 
exception report for at least five years from the submission of 
the report. 

(v) A reverse distributor must keep records to document 
personnel training, in accordance with WAC 173-303-200 
(9)(b). 

(vi) All records must be readily available upon request 
by an inspector. The periods of retention referred to in this 
subsection are extended automatically during the course of 
any unresolved enforcement action regarding the regulated 
activity, or as required by the department. 

(15) When a reverse distributor must have a permit. 
A reverse distributor is an operator of a dangerous waste 
treatment, storage, or disposal facility and is subject to the 
requirements of WAC 173-303-600 and the permit require- 
ments of WAC 173-303-800 if the reverse distributor: 

(i) Does not meet the conditions of subsections (12) 
through (15) of this section; 

(11) Accepts manifested dangerous waste from off-site; 
or 

(iii) Treats or disposes of dangerous waste pharmaceuti- 
cals on-site. 


AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-573 Standards for universal waste 
management. (1) Scope. 

(a) This section establishes requirements for managing 
the following: 

(i) Batteries as described in subsection (2) of this section; 

(11) Mercury-containing equipment as described in sub- 
section (3) of this section; and 

(111) Lamps as described in subsection (5) of this section. 

(b) This section provides an alternative set of manage- 
ment standards in lieu of regulation under the rest of this 
chapter except for WAC 173-303-050, 173-303-145, and 
173-303-960. 

(2) Applicability - Batteries. 

(a) Batteries covered under this section. 
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(i) The requirements of this section apply to persons 
managing batteries, as described in WAC 173-303-040, 
except those listed in (b) of this subsection. 

(11) Spent lead-acid batteries which are not managed 
under WAC 173-303-120 (3)(f) and 173-303-520, are subject 
to management under this section. 

(b) Batteries not covered under this section. The require- 
ments of this section do not apply to persons managing the 
following batteries: 

(i) Spent lead-acid batteries that are managed under 
WAC 173-303-120(3) and 173-303-520. 

(ii) Batteries, as described in WAC 173-303-040, that are 
not yet wastes under WAC 173-303-016, 173-303-017, or 
173-303-070, including those that do not meet the criteria for 
waste generation in (c) of this subsection. 

(iii) Batteries, as described in WAC 173-303-040, that 
are not dangerous waste. A battery is a dangerous waste if it 
exhibits one or more of the characteristics or criteria identi- 
fied in WAC 173-303-090 or 173-303-100. 

(c) Generation of waste batteries. 

(i) A used battery becomes a waste on the date it is dis- 
carded (for example, when sent for reclamation). 

(11) An unused battery becomes a waste on the date the 
handler decides to discard it. 

(3) Applicability - Mercury-containing equipment. 

(a) Mercury-containing equipment covered under this 
section. The requirements of this section apply to persons 
managing mercury-containing equipment, as described in 
WAC 173-303-040, except those listed in (b) of this subsec- 
tion. 

(b) Mercury-containing equipment not covered under 
this section. The requirements of this section do not apply to 
persons managing the following mercury-containing equip- 
ment: 

(i) Mercury-containing equipment that is not yet a waste 
under WAC 173-303-016, 173-303-017, or 173-303-070. 
Paragraph (c) of this subsection describes when mercury- 
containing equipment becomes a waste; 

(11) Mercury-containing equipment that is not a danger- 
ous waste. Mercury-containing equipment is a dangerous 
waste if it exhibits one or more of the characteristics or crite- 
ria identified in WAC 173-303-090 or 173-303-100; and 

(iii) Equipment and devices from which the mercury- 
containing components have been removed. 

(c) Generation of waste mercury-containing equipment. 

(i) Used mercury-containing equipment becomes a waste 
on the date it is discarded. 

(11) Unused mercury-containing equipment becomes a 
waste on the date the handler decides to discard it. 

(4) (Reserved.) 

(5) Applicability - Lamps. 

(a) Lamps covered under this section. The requirements 
of this section apply to persons managing lamps, as described 
in WAC 173-303-040, except those listed in (b) of this sub- 
section. 

(b) Lamps not covered under this section. The require- 
ments of this section do not apply to persons managing the 
following lamps: 
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(i) Lamps that are not yet wastes under WAC 173-303- 
016, 173-303-017, or 173-303-070. Paragraph (c) of this sub- 
section describes when lamps become wastes. 

(11) Lamps that are not dangerous waste. Lamps that do 
not exhibit one or more of the characteristics or criteria iden- 
tified in WAC 173-303-090 or 173-303-100 are not danger- 
ous waste. 

(c) Generation of waste lamps. 

(i) A used lamp becomes a waste on the date it is dis- 
carded. 

(11) An unused lamp becomes a waste on the date the 
handler decides to discard it. 

(6) Applicability - Small quantity handlers of univer- 
sal waste. Subsections (6) through (16) of this section apply 
to small quantity handlers of universal waste (as defined in 
WAC 173-303-040). 

(7) Prohibitions. 

A small quantity handler of universal waste is: 

(a) Prohibited from disposing of universal waste; and 

(b) Prohibited from diluting or treating universal waste, 
except by responding to releases as provided in subsection 
(13) of this section; or by managing specific wastes as pro- 
vided in subsection (9) of this section. 

(8) Notification. 

A small quantity handler of universal waste is not 
required to notify the department of universal waste handling 
activities. 

(9) Waste management. 

(a) Universal waste batteries. A small quantity handler of 
universal waste must manage universal waste batteries in a 
way that prevents releases of any universal waste or compo- 
nent of a universal waste to the environment, as follows: 

(i) A small quantity handler of universal waste must con- 
tain any universal waste battery that shows evidence of leak- 
age, spillage, or damage that could cause leakage under rea- 
sonably foreseeable conditions in a container. The container 
must be closed, structurally sound, compatible with the con- 
tents of the battery, and must lack evidence of leakage, spill- 
age, or damage that could cause leakage under reasonably 
foreseeable conditions. 

(11) A small quantity handler of universal waste may con- 
duct the following activities as long as the casing of each 
individual battery cell is not breached and remains intact and 
closed (except that cells may be opened to remove electrolyte 
but must be immediately closed after removal): 

(A) Sorting batteries by type; 

(B) Mixing battery types in one container; 

(C) Discharging batteries so as to remove the electric 
charge; 

(D) Regenerating used batteries; 

(E) Disassembling batteries or battery packs into indi- 
vidual batteries or cells; 

(F) Removing batteries from consumer products; or 

(G) Removing electrolyte from batteries. 

(111) A small quantity handler of universal waste who 
removes electrolyte from batteries, or who generates other 
solid waste (for example, battery pack materials, discarded 
consumer products) as a result of the activities listed above, 
must determine whether the electrolyte and/or other solid 
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waste exhibit a characteristic or criteria of dangerous waste 
identified in WAC 173-303-090 or 173-303-100. 

(A) If the electrolyte and/or other solid waste exhibit a 
characteristic or criteria of dangerous waste, it is subject to all 
applicable requirements of this chapter. The handler is con- 
sidered the generator of the dangerous electrolyte and/or 
other waste and is subject to WAC 173-303-170 through 173- 
303-230. 

(B) If the electrolyte or other solid waste is not danger- 
ous, the handler may manage the waste in any way that is in 
compliance with applicable federal, state or local solid waste 
regulations. 

(b) Universal waste mercury-containing equipment. A 
small quantity handler of universal waste must manage uni- 
versal waste mercury-containing equipment in a way that 
prevents releases of any universal waste or component of a 
universal waste to the environment, as follows: 

(i) A small quantity handler of universal waste must 
place in a container any universal waste mercury-containing 
equipment with noncontained elemental mercury or that 
shows evidence of leakage, spillage, or damage that could 
cause leakage under reasonably foreseeable conditions. The 
container must be closed, structurally sound, compatible with 
the contents of the device, must lack evidence of leakage, 
spillage, or damage that could cause leakage under reason- 
ably foreseeable conditions, and must be reasonably designed 
to prevent the escape of mercury into the environment by vol- 
atilization or any other means. 

(11) A small quantity handler of universal waste may 
remove mercury-containing ampules from universal waste 
mercury-containing equipment provided the handler: 

(A) Removes and manages the ampules in a manner 
designed to prevent breakage of the ampules; 

(B) Removes the ampules only over or in a containment 
device (for example, tray or pan sufficient to collect and con- 
tain any mercury released from an ampule in case of break- 
age); 

(C) Ensures that a mercury cleanup system is readily 
available to immediately transfer any mercury resulting from 
spills or leaks from broken ampules from that containment 
device to a container that meets the requirements of WAC 
173-303-200; 

(D) Immediately transfers any mercury resulting from 
spills or leaks from broken ampules from the containment 
device to a container that meets the requirements of WAC 
173-303-200; 

(E) Ensures that the area in which ampules are removed 
is well ventilated and monitored to ensure compliance with 
applicable OSHA exposure levels for mercury; 

(F) Ensures that employees removing ampules are thor- 
oughly familiar with proper waste mercury handling and 
emergency procedures, including transfer of mercury from 
containment devices to appropriate containers; 

(G) Stores removed ampules in closed, nonleaking con- 
tainers that are in good condition; 

(H) Packs removed ampules in the container with pack- 
ing materials adequate to prevent breakage during storage, 
handling, and transportation; and 

(111) A small quantity handler of universal waste mer- 
cury-containing equipment that does not contain an ampule 
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may remove the open original housing holding the mercury 
from universal waste mercury-containing equipment pro- 
vided the handler: 

(A) Immediately seals the original housing holding the 
mercury with an airtight seal to prevent the release of any 
mercury to the environment; and 

(B) Follows all requirements for removing ampules and 
managing removed ampules under (b)(11) of this subsection; 
and 

(iv)(A) A small quantity handler of universal waste who 
removes mercury-containing ampules from mercury-contain- 
ing equipment or seals mercury from mercury-containing 
equipment in its original housing must determine whether the 
following exhibit a characteristic or criteria of dangerous 
waste identified in WAC 173-303-090 or 173-303-100: 

(I) Mercury or cleanup residues resulting from spills or 
leaks; and/or 

(ID Other solid waste generated as a result of the 
removal of mercury-containing ampules or housings (for 
example, the remaining mercury-containing device). 

(B) If the mercury, residues, and/or other solid waste 
exhibit a characteristic or criteria of dangerous waste, it must 
be managed in compliance with all applicable requirements 
of this chapter. The handler is considered the generator of the 
mercury, residues, and/or other waste and must manage it 
subject to WAC 173-303-170 through 173-303-230. 

(C) If the mercury, residues, and/or other solid waste is 
not dangerous, the handler may manage the waste in any way 
that is in compliance with applicable federal, state or local 
solid waste regulations. 

(c) Universal waste lamps. A small quantity handler of 
universal waste must manage universal waste lamps in a way 
that prevents releases of any universal waste or component of 
a universal waste to the environment, as follows: 

(1) A small quantity handler of universal waste must 
immediately clean up and place in a container any universal 
waste lamps that show evidence of leakage, spillage, or dam- 
age that could cause leakage under reasonably foreseeable 
conditions. The container must be closed, structurally sound, 
compatible with the contents of the lamps, and must lack evi- 
dence of leakage, spillage, or damage that could cause leak- 
age under reasonably foreseeable conditions; 

(ii) A small quantity handler of universal waste must 
minimize lamp breakage by accumulating lamps in contain- 
ers or packages that are structurally sound, adequate to pre- 
vent breakage, and compatible with the contents of the lamps. 
The containers and packages must remain closed and must 
lack evidence of leakage, spillage, or damage that could 
cause leakage under reasonably foreseeable conditions; 

(111) A small quantity handler of universal waste must 
store lamps accumulated in cardboard or fiber containers 
indoors, meaning in a structure that prevents the container 
from being exposed to the elements. 

(10) Labeling/marking. 

A small quantity handler of universal waste must label or 
mark the universal waste to identify the type of universal 
waste as specified below: 

(a) Universal waste batteries (that is, each battery), or a 
container in which the batteries are contained, must be 
labeled or marked clearly with any one of the following 
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phrases: "Universal Waste-Battery(1es)," or "Waste Bat- 
tery(ies)," or "Used Battery(ies);" 


(b)(i) Universal waste mercury-containing equipment 
(that is, each device), or a container in which the equipment 
is contained, must be labeled or marked clearly with any of 
the following phrases: "Universal Waste Mercury-Contain- 
ing Equipment," "Waste Mercury-Containing Equipment," or 
"Used Mercury-Containing Equipment." 

(11) A universal waste mercury-containing thermostat or 
container containing only universal waste mercury-contain- 
ing thermostats may be labeled or marked clearly with any of 
the following phrases "Universal Waste-Mercury Thermo- 
stat(s)," "Waste Mercury Thermostat(s)," or "Used Mercury 
Thermostat(s)." 


(c) Universal waste lamps (that is, each lamp), or a con- 
tainer in which the lamps are accumulated, must be labeled or 
marked clearly with any one of the following phrases: "Uni- 
versal Waste Lamp(s)," or "Waste Lamp(s)," or "Used 
Lamp(s)." 

(11) Accumulation time limits. 


(a) A small quantity handler of universal waste may 
accumulate universal waste for no longer than one year from 
the date the universal waste is generated, or received from 
another handler, unless the requirements of (b) of this subsec- 
tion are met. 


(b) A small quantity handler of universal waste may 
accumulate universal waste for longer than one year from the 
date the universal waste is generated, or received from 
another handler, if such activity is solely for the purpose of 
accumulation of such quantities of universal waste as neces- 
sary to facilitate proper recovery, treatment, or disposal. 
However, the handler bears the burden of proving that such 
activity is solely for the purpose of accumulation of such 
quantities of universal waste as necessary to facilitate proper 
recovery, treatment, or disposal. 


(c) A small quantity handler of universal waste who 
accumulates universal waste must be able to demonstrate the 
length of time that the universal waste has been accumulated 
from the date it becomes a waste or is received. The handler 
may make this demonstration by: 


(i) Placing the universal waste in a container and mark- 
ing or labeling the container with the earliest date that any 
universal waste in the container became a waste or was 
received; 


(11) Marking or labeling each individual item of universal 
waste (for example, each battery, thermostat, mercury-con- 
taining equipment, or lamp) with the date it became a waste 
or was received; 

(iii) Maintaining an inventory system on-site that identi- 
fies the date each universal waste became a waste or was 
received; 


(iv) Maintaining an inventory system on-site that identi- 
fies the earliest date that any universal waste in a group of 
universal waste items or a group of containers of universal 
waste became a waste or was received; 

(v) Placing the universal waste in a specific accumula- 
tion area and identifying the earliest date that any universal 
waste in the area became a waste or was received; or 
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(vi) Any other method which clearly demonstrates the 
length of time that the universal waste has been accumulated 
from the date it becomes a waste or is received. 

(12) Employee training. 

A small quantity handler of universal waste must inform 
all employees who handle or have responsibility for manag- 
ing universal waste. The information must describe proper 
handling and emergency procedures appropriate to the 
type(s) of universal waste handled at the facility. 

(13) Response to releases. 

(a) A small quantity handler of universal waste must 
immediately contain all releases of universal wastes and 
other residues from universal wastes. 

(b) A small quantity handler of universal waste must 
determine whether any material resulting from the release is 
dangerous waste, and if so, must manage the dangerous waste 
in compliance with all applicable requirements of this chap- 
ter. The handler is considered the generator of the material 
resulting from the release, and must manage it in compliance 
with WAC 173-303-170 through 173-303-230. 

(14) Off-site shipments. 

(a) A small quantity handler of universal waste is prohib- 
ited from sending or taking universal waste to a place other 
than another universal waste handler, a destination facility, or 
a foreign destination. 

(b) If a small quantity handler of universal waste self- 
transports universal waste off-site, the handler becomes a 
universal waste transporter for those self-transportation 
activities and must comply with the transporter requirements 
of subsections (28) through (34) of this section while trans- 
porting the universal waste. 

(c) If a universal waste being offered for off-site trans- 
portation meets the definition of hazardous materials under 
49 C.F.R. Parts 171 through 180, a small quantity handler of 
universal waste must package, label, mark and placard the 
shipment, and prepare the proper shipping papers in accor- 
dance with the applicable Department of Transportation reg- 
ulations under 49 C.F.R. Parts 172 through 180. 

(d) Prior to sending a shipment of universal waste to 
another universal waste handler, the originating handler must 
ensure that the receiving handler agrees to receive the ship- 
ment. 

(e) If a small quantity handler of universal waste sends a 
shipment of universal waste to another handler or to a desti- 
nation facility and the shipment is rejected by the receiving 
handler or destination facility, the originating handler must 
either: 

(i) Receive the waste back when notified that the ship- 
ment has been rejected, or 

(11) Agree with the receiving handler on a destination 
facility to which the shipment will be sent. 

(f) A small quantity handler of universal waste may 
reject a shipment containing universal waste, or a portion of a 
shipment containing universal waste that they have received 
from another handler. Ifa handler rejects a shipment or a por- 
tion of a shipment, they must contact the originating handler 
to notify them of the rejection and to discuss reshipment of 
the load. The handler must: 

(i) Send the shipment back to the originating handler; or 
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(ii) If agreed to by both the originating and receiving 
handler, send the shipment to a destination facility. 

(g) If a small quantity handler of universal waste 
receives a shipment containing dangerous waste that is not a 
universal waste, the handler must immediately notify the 
department of the illegal shipment, and provide the name, 
address, and phone number of the originating shipper. The 
department will provide instructions for managing the dan- 
gerous waste. 

(h) If a small quantity handler of universal waste 
receives a shipment of nondangerous, nonuniversal waste, 
the handler may manage the waste in any way that is in com- 
pliance with applicable federal, state or local solid waste reg- 
ulations. 

(15) Tracking universal waste shipments. 

A small quantity handler of universal waste is not 
required to keep records of shipments of universal waste. 

(16) Exports. 

A small quantity handler of universal waste who sends 
universal waste to a foreign destination is subject to the 
requirements of 40 C.F.R. Part 262, Subpart H which is 
incorporated by reference at WAC 173-303-230. 

(17) Applicability - Large quantity handlers of uni- 
versal waste. 

Subsections (17) through (27) of this section apply to 
large quantity handlers of universal waste (as defined in 
WAC 173-303-040). 

(18) Prohibitions. 

A large quantity handler of universal waste is: 

(a) Prohibited from disposing of universal waste; and 

(b) Prohibited from diluting or treating universal waste, 
except by responding to releases as provided in subsection 
(24) of this section; or by managing specific wastes as pro- 
vided in subsection (20) of this section. 

(19) Notification. 

(a)(i) Except as provided in (a)(ii) of this subsection, a 
large quantity handler of universal waste must have sent writ- 
ten notification of universal waste management to the depart- 
ment, and received an EPA Identification Number, before 
meeting or exceeding the 11,000 pound storage limit and/or 
before meeting or exceeding the 2,200 pound storage limit 
for lamps. 

(ii) A large quantity handler of universal waste who has 
already notified the department of their dangerous waste 
management activities and has received an EPA Identifica- 
tion Number is not required to renotify under this section. 

(b) This notification must include: 

(i) The universal waste handler's name and mailing 
address; 

(ii) The name and business telephone number of the per- 
son at the universal waste handler's site who should be con- 
tacted regarding universal waste management activities; 

(111) The address or physical location of the universal 
waste management activities; 

(1v) A list of all of the types of universal waste managed 
by the handler (for example, batteries, mercury-containing 
equipment, and lamps); and 

(v) A statement indicating that the handler is accumulat- 
ing more than 11,000 pounds of universal waste at one time, 
and/or a statement indicating that the handler is accumulating 
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more than 2,200 pounds of lamps at one time. (For example, 
if a handler is accumulating 6,000 pounds of batteries, 4,500 
pounds of mercury-containing equipment and 600 pounds of 
universal waste lamps, they would notify for having 11,100 
pounds of universal waste at one time - Likewise, if a handler 
is accumulating 6,000 pounds of batteries, 2,000 pounds of 
mercury-containing equipment and 2,400 pounds of univer- 
sal waste lamps, they would also need to notify for exceeding 
the 2,200 pound limit for universal waste lamps.) 

(20) Waste management. 

(a) Universal waste batteries. A large quantity handler of 
universal waste must manage universal waste batteries in a 
way that prevents releases of any universal waste or compo- 
nent of a universal waste to the environment, as follows: 

(i) A large quantity handler of universal waste must con- 
tain any universal waste battery that shows evidence of leak- 
age, spillage, or damage that could cause leakage under rea- 
sonably foreseeable conditions in a container. The container 
must be closed, structurally sound, compatible with the con- 
tents of the battery, and must lack evidence of leakage, spill- 
age, or damage that could cause leakage under reasonably 
foreseeable conditions. 

(ii) A large quantity handler of universal waste may con- 
duct the following activities as long as the casing of each 
individual battery cell is not breached and remains intact and 
closed (except that cells may be opened to remove electrolyte 
but must be immediately closed after removal): 

(A) Sorting batteries by type; 

(B) Mixing battery types in one container; 

(C) Discharging batteries so as to remove the electric 
charge; 

(D) Regenerating used batteries; 

(E) Disassembling batteries or battery packs into indi- 
vidual batteries or cells; 

(F) Removing batteries from consumer products; or 

(G) Removing electrolyte from batteries. 

(111) A large quantity handler of universal waste who 
removes electrolyte from batteries, or who generates other 
solid waste (for example, battery pack materials, discarded 
consumer products) as a result of the activities listed above, 
must determine whether the electrolyte and/or other solid 
waste exhibit a characteristic or criteria of dangerous waste 
identified in WAC 173-303-090 or 173-303-100. 

(A) If the electrolyte and/or other solid waste exhibit a 
characteristic or criteria of dangerous waste, it must be man- 
aged in compliance with all applicable requirements of this 
chapter. The handler is considered the generator of the dan- 
gerous electrolyte and/or other waste and is subject to WAC 
173-303-170 through 173-303-230. 

(B) If the electrolyte or other solid waste is not danger- 
ous, the handler may manage the waste in any way that is in 
compliance with applicable federal, state or local solid waste 
regulations. 

(b) Universal waste mercury-containing equipment. A 
large quantity handler of universal waste must manage uni- 
versal waste mercury-containing equipment in a way that 
prevents releases of any universal waste or component of a 
universal waste to the environment, as follows: 

(i) A large quantity handler of universal waste must 
place in a container any universal waste mercury-containing 
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equipment with noncontained elemental mercury or that 
shows evidence of leakage, spillage, or damage that could 
cause leakage under reasonably foreseeable conditions. The 
container must be closed, structurally sound, compatible with 
the contents of the device, must lack evidence of leakage, 
spillage, or damage that could cause leakage under reason- 
ably foreseeable conditions, and must be reasonably designed 
to prevent the escape of mercury into the environment by vol- 
atilization or any other means. 

(11) A large quantity handler of universal waste may 
remove mercury-containing ampules from universal waste 
mercury-containing equipment provided the handler: 

(A) Removes and manages the ampules in a manner 
designed to prevent breakage of the ampules; 


(B) Removes ampules only over or in a containment 
device (for example, tray or pan sufficient to collect and con- 
tain any mercury released from an ampule in case of break- 
age); 

(C) Ensures that a mercury cleanup system is readily 
available to immediately transfer any mercury resulting from 
spills or leaks of broken ampules, from that containment 
device to a container that meets the requirements of WAC 
173-303-200; 

(D) Immediately transfers any mercury resulting from 
spills or leaks from broken ampules from the containment 
device to a container that meets the requirements of WAC 
173-303-200; 

(E) Ensures that the area in which ampules are removed 
is well ventilated and monitored to ensure compliance with 
applicable OSHA exposure levels for mercury; 

(F) Ensures that employees removing ampules are thor- 
oughly familiar with proper waste mercury handling and 
emergency procedures, including transfer of mercury from 
containment devices to appropriate containers; 

(G) Stores removed ampules in closed, nonleaking con- 
tainers that are in good condition; 

(H) Packs removed ampules in the container with pack- 
ing materials adequate to prevent breakage during storage, 
handling, and transportation; 

(iii) A large quantity handler of universal waste mercury- 
containing equipment that does not contain an ampule may 
remove the open original housing holding the mercury from 
universal waste mercury-containing equipment provided the 
handler: 


(A) Immediately seals the original housing holding the 
mercury with an airtight seal to prevent the release of any 
mercury to the environment; and 

(B) Follows all requirements for removing ampules and 
managing removed ampules under (b)(ii) of this subsection; 
and 

(iv)(A) A large quantity handler of universal waste who 
removes mercury-containing ampules from mercury-contain- 
ing equipment or seals mercury from mercury-containing 
equipment in its original housing must determine whether the 
following exhibit a characteristic or criteria of dangerous 
waste identified in WAC 173-303-090 or 173-303-100: 

(I) Mercury or cleanup residues resulting from spills or 
leaks; and/or 
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(ID Other solid waste generated as a result of the 
removal of mercury-containing ampules or housings (for 
example, the remaining mercury-containing device). 

(B) If the mercury, residues, and/or other solid waste 
exhibits a characteristic or criteria of dangerous waste, it 
must be managed in compliance with all applicable require- 
ments of this chapter. The handler is considered the generator 
of the mercury, residues, and/or other waste and must man- 
age it in compliance with WAC 173-303-170 through 173- 
303-230. 

(C) If the mercury, residues, and/or other solid waste is 
not dangerous, the handler may manage the waste in any way 
that is in compliance with applicable federal, state or local 
solid waste regulations. 

(c) Universal waste lamps. A large quantity handler of 
universal waste must manage universal waste lamps in a way 
that prevents releases of any universal waste or component of 
a universal waste to the environment, as follows: 

(i) A large quantity handler of universal waste must 
immediately clean up and place in a container any universal 
waste lamps that show evidence of leakage, spillage, or dam- 
age that could cause leakage under reasonably foreseeable 
conditions. The container must be closed, structurally sound, 
compatible with the contents of the lamps, and must lack evi- 
dence of leakage, spillage, or damage that could cause leak- 
age under reasonably foreseeable conditions; 

(ii) A large quantity handler of universal waste must 
minimize lamp breakage by accumulating lamps in contain- 
ers or packages that are structurally sound, adequate to pre- 
vent breakage, and compatible with the contents of the lamps. 
The containers and packages must remain closed and must 
lack evidence of leakage, spillage, or damage that could 
cause leakage under reasonably foreseeable conditions; 

(111) A large quantity handler of universal waste must 
store lamps accumulated in cardboard or fiber containers 
indoors, meaning in a structure that prevents a container from 
being exposed to the elements. 

(21) Labeling/marking. 

A large quantity handler of universal waste must label or 
mark the universal waste to identify the type of universal 
waste as specified below: 

(a) Universal waste batteries (that is, each battery), or a 
container or tank in which the batteries are contained, must 
be labeled or marked clearly with any one of the following 
phrases: "Universal Waste-Battery(ies)," or "Waste Bat- 
tery(ies)," or "Used Battery(ies);" 

(b)(i) Mercury-containing equipment (that is, each 
device), or a container in which the equipment is contained, 
must be labeled or marked clearly with any of the following 
phrases: "Universal Waste-Mercury-Containing Equipment," 
or "Waste Mercury-Containing Equipment," or "Used Mer- 
cury-Containing Equipment." 

(11) A universal waste mercury-containing thermostat or 
container containing only universal waste mercury-contain- 
ing thermostats may be labeled or marked clearly with any of 
the following phrases: "Universal Waste-Mercury Thermo- 
stat(s)," "Waste Mercury Thermostat(s)," or "Used Mercury 
Thermostat(s)." 

(c) Universal waste lamp (that is, each lamp), or a con- 
tainer in which the lamps are accumulated, must be labeled or 
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marked clearly with any one of the following phrases: "Uni- 
versal Waste Lamp(s)," or "Waste Lamp(s)," or "Used 
Lamp(s)." 

(22) Accumulation time limits. 

(a) A large quantity handler of universal waste may 
accumulate universal waste for no longer than one year from 
the date the universal waste is generated, or received from 
another handler, unless the requirements of (b) of this subsec- 
tion are met. 

(b) A large quantity handler of universal waste may 
accumulate universal waste for longer than one year from the 
date the universal waste is generated, or received from 
another handler, if such activity is solely for the purpose of 
accumulation of such quantities of universal waste as neces- 
sary to facilitate proper recovery, treatment, or disposal. 
However, the handler bears the burden of proving that such 
activity was solely for the purpose of accumulation of such 
quantities of universal waste as necessary to facilitate proper 
recovery, treatment, or disposal. 

(c) A large quantity handler of universal waste must be 
able to demonstrate the length of time that the universal waste 
has been accumulated from the date it becomes a waste or is 
received. The handler may make this demonstration by: 

(i) Placing the universal waste in a container and mark- 
ing or labeling the container with the earliest date that any 
universal waste in the container became a waste or was 
received; 

(11) Marking or labeling the individual item of universal 
waste (for example, each battery, thermostat, mercury-con- 
taining equipment, or lamp) with the date it became a waste 
or was received; 

(iii) Maintaining an inventory system on site that identi- 
fies the date the universal waste being accumulated became a 
waste or was received; 

(iv) Maintaining an inventory system on site that identi- 
fies the earliest date that any universal waste in a group of 
universal waste items or a group of containers of universal 
waste became a waste or was received; 

(v) Placing the universal waste in a specific accumula- 
tion area and identifying the earliest date that any universal 
waste in the area became a waste or was received; or 

(vi) Any other method which clearly demonstrates the 
length of time that the universal waste has been accumulated 
from the date it becomes a waste or is received. 

(23) Employee training. 

A large quantity handler of universal waste must ensure 
that all employees are thoroughly familiar with proper waste 
handling and emergency procedures, relative to their respon- 
sibilities during normal facility operations and emergencies. 

(24) Response to releases. 

(a) A large quantity handler of universal waste must 
immediately contain all releases of universal wastes and 
other residues from universal wastes. 

(b) A large quantity handler of universal waste must 
determine whether any material resulting from the release is 
dangerous waste, and if so, must manage the dangerous waste 
in compliance with all applicable requirements of this chap- 
ter. The handler is considered the generator of the material 
resulting from the release, and is subject to WAC 173-303- 
145 and 173-303-170 through 173-303-230. 
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(25) Off-site shipments. 

(a) A large quantity handler of universal waste is prohib- 
ited from sending or taking universal waste to a place other 
than another universal waste handler, a destination facility, or 
a foreign destination. 

(b) If a large quantity handler of universal waste self- 
transports universal waste off site, the handler becomes a uni- 
versal waste transporter for those self-transportation activi- 
ties and must comply with the transporter requirements of 
subsections (28) through (34) of this section while transport- 
ing the universal waste. 

(c) If a universal waste being offered for off-site trans- 
portation meets the definition of hazardous materials under 
49 C.F.R. 171 through 180, a large quantity handler of uni- 
versal waste must package, label, mark and placard the ship- 
ment, and prepare the proper shipping papers in accordance 
with the applicable Department of Transportation regulations 
under 49 C.F.R. Parts 172 through 180; 

(d) Prior to sending a shipment of universal waste to 
another universal waste handler, the originating handler must 
ensure that the receiving handler agrees to receive the ship- 
ment. 

(e) If a large quantity handler of universal waste sends a 
shipment of universal waste to another handler or to a desti- 
nation facility and the shipment is rejected by the receiving 
handler or destination facility, the originating handler must 
either: 

(i) Receive the waste back when notified that the ship- 
ment has been rejected; or 

(11) Agree with the receiving handler on a destination 
facility to which the shipment will be sent. 

(f) A large quantity handler of universal waste may reject 
a shipment containing universal waste, or a portion of a ship- 
ment containing universal waste that they have received from 
another handler. If a handler rejects a shipment or a portion of 
a shipment, they must contact the originating handler to 
notify them of the rejection and to discuss reshipment of the 
load. The handler must: 

(i) Send the shipment back to the originating handler; or 

(ii) If agreed to by both the originating and receiving 
handler, send the shipment to a destination facility. 

(g) Ifa large quantity handler of universal waste receives 
a shipment containing dangerous waste that is not a universal 
waste, the handler must immediately notify the department of 
the illegal shipment, and provide the name, address, and 
phone number of the originating shipper. The department will 
provide instructions for managing the dangerous waste. 

(h) If a large quantity handler of universal waste receives 
a shipment of nondangerous, nonuniversal waste, the handler 
may manage the waste in any way that is in compliance with 
applicable federal, state or local solid waste regulations. 

(26) Tracking universal waste shipments. 

(a) Receipt of shipments. A large quantity handler of uni- 
versal waste must keep a record of each shipment of universal 
waste received at the facility. The record may take the form 
of a log, invoice, manifest, bill of lading, movement docu- 
ment, or other shipping document. The record for each ship- 
ment of universal waste received must include the following 
information: 
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(i) The name and address of the originating universal 
waste handler or foreign shipper from whom the universal 
waste was sent; 

(ii) The quantity of each type of universal waste received 
(for example, batteries, thermostats, mercury-containing 
equipment, or lamps); 

(iii) The date of receipt of the shipment of universal 
waste. 

(b) Shipments off site. A large quantity handler of uni- 
versal waste must keep a record of each shipment of universal 
waste sent from the handler to other facilities. The record 
may take the form of a log, invoice, manifest, bill of lading, 
movement document, or other shipping document. The 
record for each shipment of universal waste sent must include 
the following information: 

(i) The name and address of the universal waste handler, 
destination facility, or foreign destination to whom the uni- 
versal waste was sent; 

(ii) The quantity of each type of universal waste sent (for 
example, batteries, thermostats, mercury-containing equip- 
ment, or lamps); 

(iii) The date the shipment of universal waste left the 
facility. 

(c) Record retention. 

(i) A large quantity handler of universal waste must 
retain the records described in (a) of this subsection for at 
least three years from the date of receipt of a shipment of uni- 
versal waste. 

(11) A large quantity handler of universal waste must 
retain the records described in (b) of this subsection for at 
least three years from the date a shipment of universal waste 
left the facility. 

(27) Exports. 

A large quantity handler of universal waste who sends 
universal waste to a foreign destination is subject to the 
requirements of 40 C.F.R. Part 262, Subpart H which is 
incorporated by reference at WAC 173-303-230. 

(28) Applicability - Universal waste transporters. 
Subsections (28) through (34) of this section apply to univer- 
sal waste transporters (as defined in WAC 173-303-040). 

(29) Prohibitions. 

A universal waste transporter is: 

(a) Prohibited from disposing of universal waste; and 

(b) Prohibited from diluting or treating universal waste, 
except by responding to releases as provided in subsection 
(32) of this section. 

(30) Waste management. 

(a) A universal waste transporter must comply with all 
applicable U.S. Department of Transportation regulations in 
49 C.F.R. Part 171 through 180 for transport of any universal 
waste that meets the definition of hazardous material in 49 
C.F.R. 171.8. For purposes of the Department of Transporta- 
tion regulations, a material is considered a dangerous waste if 
it is subject to the Hazardous Waste Manifest Requirements 
of the U.S. Environmental Protection Agency specified in 
WAC 173-303-180. Because universal waste does not 
require a dangerous waste manifest, it is not considered haz- 
ardous waste under the Department of Transportation regula- 
tions. 
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(b) Some universal waste materials are regulated by the 
Department of Transportation as hazardous materials 
because they meet the criteria for one or more hazard classes 
specified in 49 C.F.R. 173.2. As universal waste shipments 
do not require a manifest under WAC 173-303-180, they may 
not be described by the DOT proper shipping name "hazard- 
ous waste, (1) or (s), n.o.s.," nor may the hazardous material's 
proper shipping name be modified by adding the word 


(31) Storage time limits. 

(a) A universal waste transporter may only store the uni- 
versal waste at a universal waste transfer facility for ten days 
or less. 

(b) Ifa universal waste transporter stores universal waste 
for more than ten days, the transporter becomes a universal 
waste handler and must comply with the applicable require- 
ments for small or large quantity handlers (subsections (6) 
through (27) of this section) while storing the universal 
waste. 

(32) Response to releases. 

(a) A universal waste transporter must immediately con- 
tain all releases of universal wastes and other residues from 
universal wastes. 

(b) A universal waste transporter must determine 
whether any material resulting from the release is dangerous 
waste, and if so, it is subject to all applicable requirements of 
this chapter. If the waste is determined to be a dangerous 
waste, the transporter is subject to WAC 173-303-145 and 
173-303-170 through 173-303-230. 

(33) Off-site shipments. 

(a) A universal waste transporter is prohibited from 
transporting the universal waste to a place other than a uni- 
versal waste handler, a destination facility, or a foreign desti- 
nation. 

(b) If the universal waste being shipped off site meets the 
Department of Transportation's definition of hazardous mate- 
rials under 49 C.F.R. 171.8, the shipment must be properly 
described on a shipping paper in accordance with the applica- 
ble Department of Transportation regulations under 49 
C.F.R. Part 172. 

(34) Exports. 

A universal waste transporter transporting a shipment of 
universal waste to a foreign destination is subject to the 
requirements of 40 C.F.R. Part 262, Subpart H which is 
incorporated by reference at WAC 173-303-230. 

(35) Applicability - Destination facilities. Subsections 
(35) through (37) of this section apply to destination facili- 
ties. 

(a) The owner or operator of a destination facility (as 
defined in WAC 173-303-040) is subject to all applicable 
requirements of WAC 173-303-140 and 173-303-141, 173- 
303-280 through 173-303-525, 173-303-600 through 173- 
303-695, 173-303-800 through 173-303-840, and the notifi- 
cation requirement at WAC 173-303-060; or 

(b) The owner or operator of a destination facility that 
recycles a particular universal waste without storing that uni- 
versal waste before it is recycled must comply with WAC 
173-303-120 (4)(c). 

(36) Off-site shipments. 
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(a) The owner or operator of a destination facility is pro- 
hibited from sending or taking universal waste to a place 
other than a universal waste handler, another destination 
facility or foreign destination. 

(b) The owner or operator of a destination facility may 
reject a shipment containing universal waste, or a portion of a 
shipment containing universal waste. If the owner or operator 
of the destination facility rejects a shipment or a portion of a 
shipment, they must contact the shipper to notify them of the 
rejection and to discuss reshipment of the load. The owner or 
operator of the destination facility must: 

(i) Send the shipment back to the original shipper; or 

(ii) If agreed to by both the shipper and the owner or 
operator of the destination facility, send the shipment to 
another destination facility. 

(c) If the owner or operator of a destination facility 
receives a shipment containing dangerous waste that is not a 
universal waste, the owner or operator of the destination 
facility must immediately notify the department of the illegal 
shipment, and provide the name, address, and phone number 
of the shipper. The department will provide instructions for 
managing the dangerous waste. 

(d) If the owner or operator of a destination facility 
receives a shipment of nondangerous, nonuniversal waste, 
the owner or operator may manage the waste in any way that 
is in compliance with applicable federal or state solid waste 
regulations. 

(37) Tracking universal waste shipments. 

(a) The owner or operator of a destination facility must 
keep a record of each shipment of universal waste received at 
the facility. The record may take the form of a log, invoice, 
manifest, bill of lading, movement document, or other ship- 
ping document. The record for each shipment of universal 
waste received must include the following information: 

(i) The name and address of the universal waste handler, 
destination facility, or foreign shipper from whom the univer- 
sal waste was sent; 

(ii) The quantity of each type of universal waste received 
(for example, batteries, thermostats, mercury-containing 
equipment, or lamps); 

(iii) The date of receipt of the shipment of universal 
waste. 

(b) The owner or operator of a destination facility must 
retain the records described in (a) of this subsection for at 
least three years from the date of receipt of a shipment of uni- 
versal waste. 

(38) Imports. 

Persons managing universal waste that is imported from 
a foreign country into the United States are subject to the 
applicable requirements of 40 C.F.R. Part 262, Subpart H (as 
incorporated by reference at WAC 173-303-230) and of this 
section, immediately after the waste enters the United States, 
as indicated in (a) through (c) of this subsection: 

(a) A universal waste transporter is subject to the univer- 
sal waste transporter requirements of subsections (28) 
through (34) of this section. 

(b) A universal waste handler is subject to the small or 
large quantity handler of universal waste requirements of 
subsections (6) through (27) of this section, as applicable. 
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(c) An owner or operator of a destination facility is sub- 
ject to the destination facility requirements of subsections 
(35) through (37) of this section. 

(39) General - Petitions. Subsections (39) and (40) of 
this section address petitions to include other wastes under 
this section. 

(a) Except as provided in (d) of this subsection, any per- 
son seeking to add a dangerous waste or a category of danger- 
ous waste to this section may petition for a regulatory amend- 
ment under subsections (39) and (40) of this section and 
WAC 173-303-910 (1) and (7). 

(b) To be successful, the petitioner must demonstrate to 
the satisfaction of the department that regulation under the 
universal waste regulations of this section is: Appropriate for 
the waste or category of waste; will improve management 
practices for the waste or category of waste; and will improve 
implementation of the dangerous waste program. The peti- 
tion must include the information required by WAC 173-303- 
910 (1)(b). The petition should also address as many of the 
factors listed in subsection (40) of this section as are appro- 
priate for the waste or waste category addressed in the peti- 
tion. 

(c) The department will evaluate petitions using the fac- 
tors listed in subsection (40) of this section. The department 
will grant or deny a petition using the factors listed in subsec- 
tion (40) of this section. The decision will be based on the 
weight of evidence showing that regulation under this section 
is appropriate for the waste or category of waste, will 
improve management practices for the waste or category of 
waste, and will improve implementation of the dangerous 
waste program. 

(d) Dangerous waste pharmaceuticals are regulated 
under WAC 173-303-555 and may not be added as a category 
of dangerous waste for the management under this section. 

(40) Factors for petitions to include other wastes 
under this section. 

(a) The waste or category of waste, as generated by a 
wide variety of generators, is listed in WAC 173-303-081 or 
173-303-082, or (if not listed) a proportion of the waste 
stream exhibits one or more characteristics or criteria of dan- 
gerous waste identified in WAC 173-303-090 or 173-303- 
100. (When a characteristic waste is added to the universal 
waste regulations of this section by using a generic name to 
identify the waste category (for example, batteries), the defi- 
nition of universal waste in WAC 173-303-040 will be 
amended to include only the dangerous waste portion of the 
waste category (for example, dangerous waste batteries).) 
Thus, only the portion of the waste stream that does exhibit 
one or more characteristics or criteria (that is, is dangerous 
waste) is subject to the universal waste regulations of this 
section; 

(b) The waste or category of waste is not exclusive to a 
specific industry or group of industries, is commonly gener- 
ated by a wide variety of types of establishments (including, 
for example, households, retail and commercial businesses, 
office complexes, conditionally exempt small quantity gener- 
ators, small businesses, government organizations, as well as 
large industrial facilities); 

(c) The waste or category of waste is generated by a large 
number of generators (for example, more than 1,000 nation- 
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ally) and is frequently generated in relatively small quantities 
by each generator; 

(d) Systems to be used for collecting the waste or cate- 
gory of waste (including packaging, marking, and labeling 
practices) would ensure close stewardship of the waste; 

(e) The risk posed by the waste or category of waste 
during accumulation and transport is relatively low compared 
to other dangerous wastes, and specific management stan- 
dards proposed or referenced by the petitioner (for example, 
waste management requirements appropriate to be added to 
subsections (9), (20), and (30) of this section; and/or applica- 
ble Department of Transportation requirements) would be 
protective of human health and the environment during accu- 
mulation and transport; 

(f) Regulation of the waste or category of waste under 
this section will increase the likelihood that the waste will be 
diverted from nondangerous waste management systems (for 
example, the municipal waste stream, nondangerous indus- 
trial or commercial waste stream, municipal sewer or storm- 
water systems) to recycling, treatment, or disposal in compli- 
ance with the Hazardous Waste Management Act chapter 
70.105 RCW, this chapter, and RCRA Subtitle C. 

(g) Regulation of the waste or category of waste under 
this section will improve implementation of and compliance 
with the dangerous waste regulatory program; and/or 

(h) Such other factors as may be appropriate. 

(41) Applicability - Household and conditionally 
exempt small quantity generator waste. 

(a) Persons managing the wastes listed below may, at 
their option, manage them under the requirements of this sec- 
tion: 

(i) Household wastes that are exempt under WAC 173- 
303-071 (3)(c) and are also of the same type as the universal 
wastes defined at WAC 173-303-040; and/or 

(11) Small quantity generator wastes that are condition- 
ally exempt under WAC 173-303-171 and are also of the 
same type as the universal wastes defined at WAC 173-303- 
040. 

(b) Persons who commingle the wastes described in 
(a)(i) and (ii) of this subsection together with universal waste 
regulated under this section must manage the commingled 
waste under the requirements of this section. 


AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-600 Final facility standards. Purpose, 
scope, and applicability. 

(1) Final facility standards are established in WAC 173- 
303-600 through 173-303-695, and also include WAC 173- 
303-280 through 173-303-395. Final facility standards are 
minimum statewide standards which describe the acceptable 
management of dangerous waste. 

(2) The final facility standards apply to owners and oper- 
ators of all facilities which treat, store or dispose of danger- 
ous waste, and which are not exempted by subsection (3) of 
this section. Only permitted facilities which treat, store or 
dispose of dangerous waste and owners or operators of a 
facility which recycles dangerous waste in compliance with 
subsection (5) of this section can receive dangerous waste 
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from off-site sources, unless exempted by subsection (3) of 
this section. 

(3) The final facility standards do not apply to: 

(a) Persons whose disposal activities are permitted under 
the Marine Protection, Research and Sanctuaries Act, except 
that storage, or treatment facilities where dangerous waste is 
loaded onto an ocean vessel for incineration or disposal at sea 
are subject to final facility standards; 

(b) Persons whose disposal activities are permitted under 
the underground injection control program of the Safe Drink- 
ing Water Act, except that storage, or treatment facilities 
needed to handle dangerous wastes are subject to final facil- 
ity standards; 

(c) The owner or operator of a POTW which treats, 
stores, or disposes of dangerous waste provided they have a 
permit by rule pursuant to the requirements of WAC 173- 
303-802(4); 

(d) A generator accumulating waste on site in compli- 
ance with all applicable requirements in WAC 173-303-171, 
173-303-172, 173-303-174, 173-303-200 and 173-303-201; 

(e) The owner or operator of a facility which is permitted 
to manage solid waste pursuant to chapter 173-350 WAC, if 
the only dangerous waste the facility manages is excluded 
from regulation under this chapter by WAC 173-303-171; 

(f) A farmer disposing of waste pesticides from their 
own use provided they comply with WAC 173-303-160 
(2)(b); 

(g) A transporter storing a manifested shipment of dan- 
gerous waste for ten days or less in accordance with WAC 
173-303-240(6); 

(h) Any person, other than an owner or operator who is 
already subject to the final facility standards, who is carrying 
out an immediate or emergency response to contain or treat a 
discharge or potential discharge of a dangerous waste or haz- 
ardous substance; 

(i) The owner or operator of a facility which is in compli- 
ance with the interim status requirements of WAC 173-303- 
400 and 173-303-805, until final administrative disposition 
of their final facility permit; 

(j) The owner or operator of a totally enclosed treatment 
facility ((or-etementary neutralization-orwastewatertreat- 
mentunit)) as defined in WAC 173-303-040, provided that 
they have a permit by rule pursuant to the requirements of 
WAC 173-303-802(5); 

(k) The addition, by a generator, of absorbent material to 
waste in a container, or of waste to absorbent material in a 
container, provided that these actions occur at the time the 
waste is first placed in containers or, in the case of repackag- 
ing of previously containerized waste into new containers, at 
the time the waste is first placed into the new containers and 
the generator complies with all applicable requirements of 
WAC 173-303-200 and 173-303-201 for large quantity gen- 
erators, WAC 173-303-172 for medium quantity generators, 
and WAC 173-303-395 (1)(a) and (b); 

(1) The compaction or sorting of miscellaneous waste 
forms such as cans, rags, and bottles in a container, so long as 
the activity is solely for the purpose of reducing waste void 
space, and so long as these activities are conducted in a man- 
ner that protects human health and prevents any release to the 
environment and the generator complies with all applicable 
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requirements of WAC 173-303-200 and 173-303-201 for 
large quantity generators, WAC 173-303-172 for medium 
quantity generators, and WAC 173-303-395 (1)(a) and (b); 

(m) Generators treating dangerous waste on-site in tanks, 
containers, or containment buildings that are used for accu- 
mulation of such wastes provided the generator complies 
with the WAC 173-303-170 (2)(b); 

(n) The owner or operator of an elementary neutraliza- 
tion unit or a wastewater treatment unit as defined in WAC 
173-303-040, provided that they have a permit by rule pursu- 
ant to the requirements of WAC 173-303-802(5) and pro- 
vided that if the owner or operator is diluting hazardous ignit- 
able (D001) wastes (other than the D001 High TOC Subcate- 
gory defined in 40 C.F.R. section 268.40, Table Treatment 
Standards for Hazardous Wastes), or reactive (D003) waste, 
to remove the characteristic before land disposal, the 
owner/operator must comply with the requirements set out in 
WAC 173-303-395 (1)(a); 

(o) Universal waste handlers and universal waste trans- 
porters (as defined in WAC 173-303-040) handling the 
wastes listed below. These handlers are subject to regulation 
under WAC 173-303-573, when handling the below listed 
universal wastes. 

(i) Batteries as described in WAC 173-303-573(2); 

(11) Mercury-containing equipment as described in WAC 
173-303-573(3); and 

(iii) Lamps as described in WAC 173-303-573(5); 

(DO) Except as provided in (p)(ii) of this subsection, a 
person engaged in treatment or containment activities during 
immediate response to any of the following situations: 

(A) A discharge of a dangerous waste; 

(B) An imminent and substantial threat of a discharge of 
dangerous waste; 

(C) A discharge of a material that, when discharged, 
becomes a dangerous waste; 

(D) An immediate threat to human health, public safety, 
property, or the environment, from the known or suspected 
presence of military munitions, other explosive material, or 
an explosive device, as determined by an explosive or muni- 
tions emergency response specialist as defined in WAC 173- 
303-040. 

(11) An owner or operator of a facility otherwise regu- 
lated by WAC 173-303-600 must comply with all applicable 
requirements of WAC 173-303-340 and 173-303-350. 

(111) Any person who is covered by (p)(i) of this subsec- 
tion and who continues or initiates dangerous waste treatment 
or containment activities after the immediate response is over 
is subject to all applicable requirements of this chapter for 
those activities. 

(iv) In the case of an explosives or munitions emergency 
response, if a federal, state, tribal or local official acting 
within the scope of their official responsibilities, or an explo- 
sives or munitions emergency response specialist, determines 
that immediate removal of the material or waste is necessary 
to protect human health or the environment, that official or 
specialist may authorize the removal of the material or waste 
by transporters who do not have EPA/state identification 
numbers and without the preparation of a manifest. In the 
case of emergencies involving military munitions, the 
responding military emergency response specialist's organi- 
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zational unit must retain records for three years identifying 
the dates of the response, the responsible persons responding, 
the type and description of material addressed, and its dispo- 
sition; 

(q) WAC 173-303-578 identifies when the requirements 
of WAC 173-303-600 apply to the storage of military muni- 
tions classified as solid waste under WAC 173-303-578(2). 
The treatment and disposal of dangerous waste military 
munitions are subject to the applicable permitting, proce- 
dural, and technical standards in this chapter; 

(r) Reverse distributors accumulating potentially credit- 
able dangerous waste pharmaceuticals and evaluated danger- 
ous waste pharmaceuticals, as defined in WAC 173-303-555 
(1). Reverse distributors are subject to regulation under WAC 
173-303-555 in lieu of this part for accumulation and man- 
agement of potentially creditable dangerous waste pharma- 
ceuticals and evaluated dangerous waste pharmaceuticals. 

(4) (Reserved.) 

(5) The owner or operator of a facility which recycles 
dangerous waste may, for such recycled wastes only, comply 
with the applicable recycling standards specified in WAC 
173-303-120 and 173-303-500 through 173-303-525 in lieu 
of the final facility standards. 

(6) The owner or operator must comply with the special 
land disposal restrictions for certain dangerous wastes in 
WAC 173-303-140. 

(7) The final facility requirements apply to owners or 
operators of all facilities that treat, store, or dispose of haz- 
ardous wastes referred to in 40 C.F.R. Part 268, which is 
incorporated by reference at WAC 173-303-140(2). 


AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-630 Use and management of contain- 
ers. (1) Applicability. The regulations in this section apply to 
owners and operators of all dangerous waste facilities that 
store dangerous waste in containers. 

(2) Condition of containers. If a container holding dan- 
gerous waste is not in good condition (e.g., severe corroding 
or rusting or flaking or scaling, and/or apparent structural 
defects) or if it begins to leak, the owner or operator must 
transfer the dangerous waste from the container to a container 
that is in good condition or manage the waste in some other 
way that complies with the requirements of chapter 173-303 
WAC. In addition, the owner or operator must address leaks 
and spills in accordance with the applicable provisions of 
WAC 173-303-145 and 173-303-360. 

(3) Identification of containers. The owner or operator 
storing dangerous waste in containers must do the following: 

(a) Clearly label or mark containers with the words 
"Dangerous Waste" or "Hazardous Waste." Except for con- 
tainers one gallon (or four liters) and under, the lettering must 
be legible from a distance of twenty-five feet or the lettering 
size is a minimum of one-half inch in height. 

(b) Clearly label or mark containers with an indication of 
the hazards of the contents (examples include, but are not 
limited to, the applicable dangerous waste characteristic(s) 
and criteria of ignitable, corrosive, reactive and toxic and the 
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applicable hazard(s) identified for listed dangerous wastes). 
The label or marking must be: 

(i) Legible and/or recognizable from a distance of 
twenty-five feet or the lettering size is a minimum of one-half 
inch in height; and 

(ii) Include descriptive word(s) and/or pictogram(s) that 
identifies the hazards associated with the contents of the con- 
tainers for employees, emergency response personnel, waste 
handlers, and the public; for containers one gallon (or four 
liters) and under the label, marking or lettering can be appro- 
priate for the size of the container. 

(c) Affix labels upon transfer of dangerous wastes from 
one container to another. The owner or operator must destroy 
or otherwise remove labels from the emptied container, 
unless the container will continue to be used for storing dan- 
gerous waste at the facility. 

(d) Ensure that labels are not obscured, removed, or oth- 
erwise unreadable in the course of inspection required under 
WAC 173-303-320. 

(4) Compatibility of waste with containers. The owner or 
operator must use a container made of or lined with materials 
which will not react with, and are otherwise compatible with, 
the dangerous waste to be stored, so that the ability of the 
container to contain the waste is not impaired. 

(5) Management of containers. 

(a) A container holding dangerous waste must always be 
closed, except when it is necessary to add or remove waste. 

(b) A container holding dangerous waste must not be 
opened, handled, or stored in a manner which may rupture the 
container or cause it to leak. 

(c) A minimum thirty-inch aisle space separation is 
required between rows of containers. A row of containers 
must be no more than two wide and allow for unobstructed 
inspection of each container. 

(6) Inspections. The owner or operator must conduct 
"weekly inspections" (as defined in WAC 173-303-040), of 
areas where containers are stored, looking for leaking con- 
tainers and for deterioration of containers and the contain- 
ment system caused by corrosion, deterioration, or other fac- 
tors. The owner or operator must keep a written or electronic 
inspection log including at least the date and time of the 
inspection, the printed name and the handwritten or elec- 
tronic signature of the inspector, a notation of the observa- 
tions made and the date and nature of any repairs or remedial 
actions taken. The log must be kept at the facility for at least 
five years from the date of inspection. 

(7) Containment. 

(a) Container storage areas must have a containment sys- 
tem that is capable of collecting and holding spills and leaks. 
In addition to the necessary leak containment capacity, 
uncovered storage areas must be capable of holding the addi- 
tional volume that would result from the precipitation of a 
maximum twenty-five year storm of twenty-four hours dura- 
tion. The containment system must: 

(i) Have a base underlying the containers which is free of 
cracks or gaps and is sufficiently impervious to contain leaks, 
spills, and accumulated rainfall until the collected material is 
detected and removed. The base must be sloped or the con- 
tainment system must be otherwise designed and operated to 
drain and remove liquids resulting from leaks, spills, or pre- 
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cipitation, unless the containers are elevated or are otherwise 
protected from contact with accumulated liquids; 


(ii) Be designed for positive drainage control (such as a 
locked drainage valve) to prevent release of contaminated 
liquids and so that uncontaminated precipitation can be 
drained promptly for convenience of operation. Spilled or 
leaked waste and accumulated precipitation must be removed 
from the containment system in as timely a manner as is nec- 
essary to prevent overflow; and 


(iii) Have sufficient capacity to contain ten percent of the 
volume of all containers or the volume of the largest con- 
tainer, whichever is greater. Only containers holding free liq- 
uids, or holding wastes designated as F020, F021, F022, 
F023, F026, or F027 need to be considered in this determina- 
tion. 


(b) Run-on into the containment system must be pre- 
vented, unless the department waives this requirement in the 
permit after determining that the collection system has suffi- 
cient excess capacity in addition to that required in (a)(iii) of 
this subsection to accommodate any run-on which might 
enter the system. 


(c) Storage areas that store containers holding only 
wastes that do not contain free liquids, do not exhibit either 
the characteristic of ignitability or reactivity as described in 
WAC 173-303-090 (5) or (7), and are not designated as F020, 
F021, F022, F023, F026, or F027, need not have a contain- 
ment system as described in this subsection: Provided, That: 


(i) The storage area is sloped or is otherwise designed 
and operated to drain and remove liquid resulting from pre- 
cipitation; or 

(11) The containers are elevated or are otherwise pro- 
tected from contact with accumulated liquids. 


(d) The department may require owners and operators to 
protect their containers from the elements by means of a 
building or other protective covering if the department deter- 
mines that such protection is necessary to prevent a release of 
waste or waste constituents due to the nature of the waste or 
design of the container. The building or other protective cov- 
ering must allow adequate inspection under subsection (6) of 
this section. 


(8) Special requirements for ignitable or reactive waste. 


(a) Containers holding reactive waste exhibiting a char- 
acteristic specified in WAC 173-303-090 (7)(a)(vi), (vii) or 
(viii) must be stored in a manner equivalent to the separation 
distances for storage of explosives in the International Fire 
Code, 2015 edition, or the version adopted by the local fire 
district. 


(b) The owner or operator must design, operate, and 
maintain ignitable waste and reactive waste (other than a 
reactive waste which must meet (a) of this subsection) con- 
tainer storage in a manner equivalent with the International 
Fire Code. Where no specific standard or requirements are 
specified in the International Fire Code, or in existing state or 
local fire codes, applicable sections of the NFPA 30 "Flam- 
mable and Combustible Liquids Code," must be used. The 
owner/operator must also comply with the requirements of 
WAC 173-303-395 (1)(d). 


(9) Special requirements for incompatible wastes. 
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(a) Incompatible wastes, or incompatible wastes and 
materials must not be placed in the same container, unless 
WAC 173-303-395 (1)(b) is complied with. 

(b) Dangerous waste must not be placed in an unwashed 
container that previously held an incompatible waste or mate- 
rial. 

(c) A storage container holding a dangerous waste that is 
incompatible with any waste or other materials stored nearby 
in other containers, piles, open tanks, or surface impound- 
ments must be separated from the other materials or protected 
from them by means of a dike, berm, wall, or other device. 
Containment systems for incompatible wastes must be sepa- 
rate. 

(10) Closure. At closure, all dangerous waste and dan- 
gerous waste residues must be removed from the containment 
system. Remaining containers, liners, bases, and soil contain- 
ing or contaminated with dangerous waste or dangerous 
waste residues must be decontaminated or removed. 

(11) Air emission standards. The owner or operator must 
manage all hazardous waste placed in a container in accor- 
dance with the applicable requirements of 40 C.F.R. Part 264 
Subparts AA, BB, and CC, which are incorporated by refer- 
ence at WAC 173-303-690 through 173-303-692. 


AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-640 Tank systems. (1) Applicability. 

(a) The regulations in WAC 173-303-640 apply to own- 
ers and operators of facilities that use tank systems to treat or 
store dangerous waste, except as (b), (c), and (d) of this sub- 
section provides otherwise. 

(b) Tank systems that are used to store or treat dangerous 
waste which contain no free liquids and are situated inside a 
building with an impermeable floor are exempted from the 
requirements in subsection (4) of this section. To demonstrate 
the absence or presence of free liquids in the stored/treated 
waste, the Paint Filter Liquids Test Method 9095B described 
in "Test Methods for Evaluating Solid Wastes, Physi- 
cal/Chemical Methods" EPA Publication SW-846 as incor- 
porated by reference at WAC 173-303-110 (3)(a) must be 
used. 

(c) Tank systems, including sumps, as defined in WAC 
173-303-040, that serve as part of a secondary containment 
system to collect or contain releases of dangerous wastes are 
exempted from the requirements in subsection (4)(a) of this 
section. 

(d) Tanks, sumps, and other such collection devices or 
systems used in conjunction with drip pads, as defined in 
WAC 173-303-040 and regulated under WAC 173-303-675, 
must meet the requirements of this section. 

(2) Assessment of existing tank system's integrity. 

(a) For each existing tank system, the owner or operator 
must determine that the tank system is not leaking or is fit for 
use. Except as provided in (b) of this subsection, the owner or 
operator must obtain and keep on file at the facility a written 
assessment reviewed and certified by an independent, quali- 
fied registered professional engineer, in accordance with 
WAC 173-303-810 (13)(a), that attests to the tank system's 
integrity by January 12, 1988, for underground tanks that do 
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not meet the requirements of subsection (4) of this section 
and that cannot be entered for inspection, or by January 12, 
1990, for all other tank systems. 

(b) Tank systems that store or treat materials that become 
dangerous wastes subsequent to January 12, 1989, must con- 
duct this assessment within twelve months after the date that 
the waste becomes a dangerous waste. 

(c) This assessment must determine that the tank system 
is adequately designed and has sufficient structural strength 
and compatibility with the waste(s) to be stored or treated, to 
ensure that it will not collapse, rupture, or fail. At a mini- 
mum, this assessment must consider the following: 

(i) Design standard(s), if available, according to which 
the tank system was constructed; 

(11) Dangerous characteristics of the waste(s) that have 
been and will be handled; 

(iii) Existing corrosion protection measures; 

(iv) Documented age of the tank system, if available 
(otherwise, an estimate of the age); and 

(v) Results of a leak test, internal inspection, or other 
tank system integrity examination such that: 

(A) For nonenterable underground tanks, the assessment 
must include a leak test that is capable of taking into account 
the effects of temperature variations, tank end deflection, 
vapor pockets, and high water table effects; and 

(B) For other than nonenterable underground tanks and 
for ancillary equipment, this assessment must include either a 
leak test, as described above, or other integrity examination, 
that is certified by an independent, qualified, registered pro- 
fessional engineer, in accordance with WAC 173-303-810 
(13)(a), that addresses cracks, leaks, corrosion, and erosion. 
Note: Three publications may be used, where applicable, as guide- 

lines in conducting other than a leak test: Tank Inspection, 
Repair, Alteration, and Reconstruction, API Standard 653, 
Fourth Edition, April 2009; Guidance for Assessing and Certi- 
fying Tank Systems that Store and Treat Dangerous Waste, 
Ecology Publication No. 94-114; and Steel Tank Institute pub- 
lication #SP001-05 Standard for the Inspection of Abo- 
veground Storage Tanks Sth Edition, revised September 2011. 


(d) If, as a result of the assessment conducted in accor- 
dance with (a) of this subsection, a tank system is found to be 
leaking or unfit for use, the owner or operator must comply 
with the requirements of subsection (7) of this section. 

(e) The owner or operator must develop a schedule for 
conducting integrity assessments over the life of the tank sys- 
tem to ensure that the tank system retains its structural integ- 
rity and will not collapse, rupture, or fail. The schedule must 
be based on the results of past integrity assessments, age of 
the tank system, materials of construction, characteristics of 
the waste, and any other relevant factors. 

(3) Design and installation of new tank systems or com- 
ponents. 

(a) Owners or operators of new tank systems or compo- 
nents must obtain (and for facilities that are pursuing or have 
obtained a final status permit, submit to the department, at 
time of submittal of Part B information) a written assessment, 
reviewed and certified by an independent, qualified regis- 
tered professional engineer, in accordance with WAC 173- 
303-810 (13)(a), attesting that the tank system has sufficient 
structural integrity and is acceptable for the storing and treat- 
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ing of dangerous waste. The assessment must show that the 
foundation, structural support, seams, connections, and pres- 
sure controls (if applicable) are adequately designed and that 
the tank system has sufficient structural strength, compatibil- 
ity with the waste(s) to be stored or treated, and corrosion 
protection to ensure that it will not collapse, rupture, or fail. 

This assessment (which will be used by the department to 

review and approve or disapprove the acceptability of the 

tank system design at facilities which are pursuing or have 
obtained a final status permit) must include, at a minimum, 
the following information: 

(1) Design standard(s) according to which tank system(s) 
are constructed; 

(11) Dangerous characteristics of the waste(s) to be han- 
dled; 

(111) For new tank systems or components in which the 
external shell of a metal tank or any external metal compo- 
nent of the tank system will be in contact with the soil or with 
water, a determination by a corrosion expert of: 

(A) Factors affecting the potential for corrosion, includ- 
ing but not limited to: 

(J) Soil moisture content; 

(II) Soil pH; 

(IID) Soil sulfides level; 

(IV) Soil resistivity; 

(V) Structure to soil potential; 

(VI) Influence of nearby underground metal structures 
(e.g., piping); 

(VID Existence of stray electric current; 

(VIII) Existing corrosion-protection measures (e.g., 
coating, cathodic protection); and 

(B) The type and degree of external corrosion protection 
that are needed to ensure the integrity of the tank system 
during the use of the tank system or component, consisting of 
one or more of the following: 

(I) Corrosion-resistant materials of construction such as 
special alloys, fiberglass reinforced plastic, etc.; 

(II) Corrosion-resistant coating (such as epoxy, fiber- 
glass, etc.,) with cathodic protection (e.g., impressed current 
or sacrificial anodes); and 

(IID) Electrical isolation devices such as insulating joints, 
flanges, etc. 

Note: The practices described in the National Association of Corro- 
sion Engineers (NACE) standard, "Recommended Practice 
(RP-02-85)—Control of External Corrosion on Metallic Bur- 
ied, Partially Buried, or Submerged Liquid Storage Systems," 
and the American Petroleum Institute (API) Publication 1632, 
"Cathodic Protection of Underground Petroleum Storage Tanks 
and Piping Systems," may be used, where applicable, as guide- 
lines in providing corrosion protection for tank systems. 


(iv) For underground tank system components that are 
likely to be adversely affected by vehicular traffic, a determi- 
nation of design or operational measures that will protect the 
tank system against potential damage; and 

(v) Design considerations to ensure that: 

(A) Tank foundations will maintain the load of a full 
tank; 

(B) Tank systems will be anchored to prevent flotation or 
dislodgment where the tank system is either placed in a satu- 
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rated zone, or is located less than five hundred feet from a 
fault which has had displacement in Holocene times; and 

(C) Tank systems will withstand the effects of frost 
heave. 

(b) The owner or operator must develop a schedule for 
conducting integrity assessments over the life of the tank sys- 
tem to ensure that the tank system retains its structural integ- 
rity and will not collapse, rupture or fail. The schedule must 
be based on the results of past integrity assessments, age of 
the tank system, materials of construction, characteristics of 
the waste, and any other relevant factors. 

(c) The owner or operator of a new tank system must 
ensure that proper handling procedures are adhered to in 
order to prevent damage to the system during installation. 
Prior to covering, enclosing, or placing a new tank system or 
component in use, an independent, qualified installation 
inspector or an independent, qualified, registered profes- 
sional engineer, either of whom is trained and experienced in 
the proper installation of tank systems or components, must 
inspect the system for the presence of any of the following 
items: 

(1) Weld breaks; 

(11) Punctures; 

(111) Scrapes of protective coatings; 

(1v) Cracks; 

(v) Corrosion; 

(vi) Other structural damage or inadequate construc- 
tion/installation. 

All discrepancies must be remedied before the tank system is 
covered, enclosed, or placed in use. 

(d) New tank systems or components that are placed 
underground and that are backfilled must be provided with a 
backfill material that is a noncorrosive, porous, homogeneous 
substance and that is installed so that the backfill is placed 
completely around the tank and compacted to ensure that the 
tank and piping are fully and uniformly supported. 

(e) All new tanks and ancillary equipment must be tested 
for tightness prior to being covered, enclosed, or placed in 
use. If a tank system is found not to be tight, all repairs nec- 
essary to remedy the leak(s) in the system must be performed 
prior to the tank system being covered, enclosed, or placed 
into use. 

(f) Ancillary equipment must be supported and protected 
against physical damage and excessive stress due to settle- 
ment, vibration, expansion, or contraction. 

Note: The piping system installation procedures described in Ameri- 
can Petroleum Institute (API) Publication 1615 (November 
1979), "Installation of Underground Petroleum Storage Sys- 
tems," or ANSI Standard B31.3, "Petroleum Refinery Piping," 
and ANSI Standard B31.4 "Liquid Petroleum Transportation 
Piping System," may be used, where applicable, as guidelines 
for proper installation of piping systems. 


(g) The owner or operator must provide the type and 
degree of corrosion protection recommended by an indepen- 
dent corrosion expert, based on the information provided 
under (a)(iii) of this subsection, or other corrosion protection 
if the department believes other corrosion protection is neces- 
sary to ensure the integrity of the tank system during use of 
the tank system. The installation of a corrosion protection 
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system that is field fabricated must be supervised by an inde- 
pendent corrosion expert to ensure proper installation. 

(h) The owner or operator must obtain and keep on file at 
the facility written statements by those persons required to 
certify the design of the tank system and supervise the instal- 
lation of the tank system in accordance with the requirements 
of (b) through (g) of this subsection, that attest that the tank 
system was properly designed and installed and that repairs, 
pursuant to (c) and (e) of this subsection, were performed. 
These written statements must also include the certification 
statement as required in WAC 173-303-810 (13)(a). 

(4) Containment and detection of releases. 

(a) In order to prevent the release of dangerous waste or 
dangerous constituents to the environment, secondary con- 
tainment that meets the requirements of this subsection must 
be provided (except as provided in (f) and (g) of this subsec- 
tion): 

(1) For all new and existing tank systems or components, 
prior to their being put into service. 

(ii) For tank systems that store or treat materials that 
become dangerous wastes, within two years of the dangerous 
waste listing, or when the tank system has reached fifteen 
years of age, whichever comes later. 

(b) Secondary containment systems must be: 

(i) Designed, installed, and operated to prevent any 
migration of wastes or accumulated liquid out of the system 
to the soil, groundwater, or surface water at any time during 
the use of the tank system; and 

(11) Capable of detecting and collecting releases and 
accumulated liquids until the collected material is removed. 

(c) To meet the requirements of (b) of this subsection, 
secondary containment systems must be at a minimum: 

(i) Constructed of or lined with materials that are com- 
patible with the waste(s) to be placed in the tank system and 
must have sufficient strength and thickness to prevent failure 
owing to pressure gradients (including static head and exter- 
nal hydrological forces), physical contact with the waste to 
which it is exposed, climatic conditions, stress of installation, 
and the stress of daily operations (including stresses from 
nearby vehicular traffic); 

(11) Placed on a foundation or base capable of providing 
support to the secondary containment system, resistance to 
pressure gradients above and below the system, and capable 
of preventing failure due to settlement, compression, or 
uplift; 

(111) Provided with a leak-detection system that is 
designed and operated so that it will detect the failure of 
either the primary or secondary containment structure or the 
presence of any release of dangerous waste or accumulated 
liquid in the secondary containment system within twenty- 
four hours, or at the earliest practicable time if the owner or 
operator can demonstrate to the department that existing 
detection technologies or site conditions will not allow detec- 
tion of a release within twenty-four hours; and 

(iv) Sloped or otherwise designed or operated to drain 
and remove liquids resulting from leaks, spills, or precipita- 
tion. Spilled or leaked waste and accumulated precipitation 
must be removed from the secondary containment system 
within twenty-four hours, or in as timely a manner as is pos- 
sible to prevent harm to human health and the environment, if 
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the owner or operator can demonstrate to the department that 

removal of the released waste or accumulated precipitation 

cannot be accomplished within twenty-four hours. 

Note: If the collected material is a dangerous waste under WAC 173- 
303-070, it is subject to management as a dangerous waste in 
accordance with all applicable requirements of WAC 173-303- 
170 through 173-303-400 and WAC 173-303-600 through 173- 
303-695. If the collected material is discharged through a point 
source to waters of the United States, it is subject to the require- 
ments of sections 301, 304, and 402 of the Clean Water Act, as 
amended. If discharged to a publicly owned treatment works 
(POTW), it is subject to the requirements of section 307 of the 
Clean Water Act, as amended. If the collected material is 
released to the environment, it may be subject to the reporting 
requirements of 40 C.F.R. Part 302. 


(d) Secondary containment for tanks must include one or 
more of the following devices: 

(i) A liner (external to the tank); 

(ii) A vault; 

(iii) A double-walled tank; or 

(iv) An equivalent device as approved by the depart- 
ment. 

(e) In addition to the requirements of (b), (c), and (d) of 
this subsection, secondary containment systems must satisfy 
the following requirements: 

(i) External liner systems must be: 

(A) Designed or operated to contain one hundred percent 
of the capacity of the largest tank within its boundary; 

(B) Designed or operated to prevent run-on or infiltration 
of precipitation into the secondary containment system unless 
the collection system has sufficient excess capacity to contain 
run-on or infiltration. Such additional capacity must be suffi- 
cient to contain precipitation from a twenty-five-year, 
twenty-four-hour rainfall event. 

(C) Free of cracks or gaps; and 

(D) Designed and installed to surround the tank com- 
pletely and to cover all surrounding earth likely to come into 
contact with the waste if the waste is released from the 
tank(s) (i.e., capable of preventing lateral as well as vertical 
migration of the waste). 

(11) Vault systems must be: 

(A) Designed or operated to contain one hundred percent 
of the capacity of the largest tank within its boundary; 

(B) Designed or operated to prevent run-on or infiltration 
of precipitation into the secondary containment system unless 
the collection system has sufficient excess capacity to contain 
run-on or infiltration. Such additional capacity must be suffi- 
cient to contain precipitation from a twenty-five-year, 
twenty-four-hour rainfall event; 

(C) Constructed with chemical-resistant water stops in 
place at all joints (if any); 

(D) Provided with an impermeable interior coating or 
lining that is compatible with the stored waste and that will 
prevent migration of waste into the concrete; 

(E) Provided with a means to protect against the forma- 
tion of and ignition of vapors within the vault, if the waste 
being stored or treated: 

(I) Meets the definition of ignitable waste under WAC 
173-303-090(5); or 
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(ID Meets the definition of reactive waste under WAC 
173-303-090(7), and may form an ignitable or explosive 
vapor; and 

(F) Provided with an exterior moisture barrier or be oth- 
erwise designed or operated to prevent migration of moisture 
into the vault if the vault is subject to hydraulic pressure. 

(111) Double-walled tanks must be: 

(A) Designed as an integral structure (i.e., an inner tank 
completely enveloped within an outer shell) so that any 
release from the inner tank is contained by the outer shell; 

(B) Protected, if constructed of metal, from both corro- 
sion of the primary tank interior and of the external surface of 
the outer shell; and 

(C) Provided with a built-in continuous leak detection 
system capable of detecting a release within twenty-four 
hours, or at the earliest practicable time, if the owner or oper- 
ator can demonstrate to the department, and the department 
concludes, that the existing detection technology or site con- 
ditions would not allow detection of a release within twenty- 
four hours. 

Note: The provisions outlined in the Steel Tank Institute's (STI) 
"Standard for Dual Wall Underground Steel Storage Tanks" 


may be used as guidelines for aspects of the design of under- 
ground steel double-walled tanks. 


(f) Ancillary equipment must be provided with second- 
ary containment (e.g., trench, jacketing, double-walled pip- 
ing) that meets the requirements of (b) and (c) of this subsec- 
tion except for: 

(1) Aboveground piping (exclusive of flanges, joints, 
valves, and other connections) that are visually inspected for 
leaks on a daily basis; 

(ii) Welded flanges, welded joints, and welded connec- 
tions, that are visually inspected for leaks on a daily basis; 

(iii) Sealless or magnetic coupling pumps and sealless 
valves, that are visually inspected for leaks on a daily basis; 
and 

(iv) Pressurized aboveground piping systems with auto- 
matic shutoff devices (e.g., excess flow check valves, flow 
metering shutdown devices, loss of pressure actuated shutoff 
devices) that are visually inspected for leaks on a daily basis. 

(g) The owner or operator may obtain a variance from 
the requirements of this subsection if the department finds, as 
a result of a demonstration by the owner or operator that 
alternative design and operating practices, together with loca- 
tion characteristics, will prevent the migration of any danger- 
ous waste or dangerous constituents into the groundwater, or 
surface water at least as effectively as secondary containment 
during the active life of the tank system or that in the event of 
a release that does migrate to groundwater or surface water, 
no substantial present or potential hazard will be posed to 
human health or the environment. New underground tank 
systems may not, per a demonstration in accordance with 
(g)(ii) of this subsection, be exempted from the secondary 
containment requirements of this section. 

(i) In deciding whether to grant a variance based on a 
demonstration of equivalent protection of groundwater and 
surface water, the department will consider: 

(A) The nature and quantity of the wastes; 

(B) The proposed alternate design and operation; 
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(C) The hydrogeologic setting of the facility, including 
the thickness of soils present between the tank system and 
groundwater; and 

(D) All other factors that would influence the quality and 
mobility of the dangerous constituents and the potential for 
them to migrate to groundwater or surface water. 

(11) In deciding whether to grant a variance based on a 
demonstration of no substantial present or potential hazard, 
the department will consider: 

(A) The potential adverse effects on groundwater, sur- 
face water, and land quality taking into account: 

(I) The physical and chemical characteristics of the 
waste in the tank system, including its potential for migra- 
tion; 

(ID The hydrogeological characteristics of the facility 
and surrounding land; 

(IH) The potential for health risks caused by human 
exposure to waste constituents; 

(IV) The potential for damage to wildlife, crops, vegeta- 
tion, and physical structures caused by exposure to waste 
constituents; and 

(V) The persistence and permanence of the potential 
adverse effects. 

(B) The potential adverse effects of a release on ground- 
water quality, taking into account: 

(I) The quantity and quality of groundwater and the 
direction of groundwater flow; 

(ID The proximity and withdrawal rates of groundwater 
users; 

(IH) The current and future uses of groundwater in the 
area; and 

(IV) The existing quality of groundwater, including 
other sources of contamination and their cumulative impact 
on the groundwater quality. 

(C) The potential adverse effects of a release on surface 
water quality, taking into account: 

(I) The quantity and quality of groundwater and the 
direction of groundwater flow; 

(ID The patterns of rainfall in the region; 

(HI) The proximity of the tank system to surface waters; 

(IV) The current and future uses of surface waters in the 
area and any water quality standards established for those 
surface waters; and 

(V) The existing quality of surface water, including other 
sources of contamination and the cumulative impact on sur- 
face-water quality. 

(D) The potential adverse effects of a release on the land 
surrounding the tank system, taking into account: 

(I) The patterns of rainfall in the region; and 

(ID) The current and future uses of the surrounding land. 

(iii) The owner or operator of a tank system, for which a 
variance from secondary containment had been granted in 
accordance with the requirements of (g)(i) of this subsection, 
at which a release of dangerous waste has occurred from the 
primary tank system but has not migrated beyond the zone of 
engineering control (as established in the variance), must: 

(A) Comply with the requirements of subsection (7) of 
this section, except subsection (7)(d) of this section; and 

(B) Decontaminate or remove contaminated soil to the 
extent necessary to: 
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(I) Enable the tank system for which the variance was 
granted to resume operation with the capability for the detec- 
tion of releases at least equivalent to the capability it had 
prior to the release; and 

(II) Prevent the migration of dangerous waste or danger- 
ous constituents to groundwater or surface water. 

(C) If contaminated soil cannot be removed or decon- 
taminated in accordance with (g)(111)(B) of this subsection, 
comply with the requirements of subsection (8) of this sec- 
tion. 

(1v) The owner or operator of a tank system, for which a 
variance from secondary containment had been granted in 
accordance with the requirements of (g)(i) of this subsection, 
at which a release of dangerous waste has occurred from the 
primary tank system and has migrated beyond the zone of 
engineering control (as established in the variance), must: 

(A) Comply with the requirements of subsection (7)(a), 
(b), (c), and (d) of this section; and 

(B) Prevent the migration of dangerous waste or danger- 
ous constituents to groundwater or surface water, if possible, 
and decontaminate or remove contaminated soil. If contami- 
nated soil cannot be decontaminated or removed or if ground- 
water has been contaminated, the owner or operator must 
comply with the requirements of subsection (8)(b) of this sec- 
tion; and 

(C) If repairing, replacing, or reinstalling the tank sys- 
tem, provide secondary containment in accordance with the 
requirements of (a) through (f) of this subsection or reapply 
for a variance from secondary containment and meet the 
requirements for new tank systems in subsection (3) of this 
section if the tank system is replaced. The owner or operator 
must comply with these requirements even if contaminated 
soil can be decontaminated or removed and groundwater or 
surface water has not been contaminated. 

(h) The following procedures must be followed in order 
to request a variance from secondary containment: 

(i) The department must be notified in writing by the 
owner or operator that they intend to conduct and submit a 
demonstration for a variance from secondary containment as 
allowed in (g) of this subsection according to the following 
schedule: 

(A) For existing tank systems, at least twenty-four 
months prior to the date that secondary containment must be 
provided in accordance with (a) of this subsection. 

(B) For new tank systems, at least thirty days prior to 
entering into a contract for installation. 

(11) As part of the notification, the owner or operator 
must also submit to the department a description of the steps 
necessary to conduct the demonstration and a timetable for 
completing each of the steps. The demonstration must 
address each of the factors listed in (g)(i) or (ii) of this sub- 
section; 

(iii) The demonstration for a variance must be completed 
within one hundred eighty days after notifying the depart- 
ment of an intent to conduct the demonstration; and 

(iv) If a variance is granted under this subsection, the 
department will require the permittee to construct and operate 
the tank system in the manner that was demonstrated to meet 
the requirements for the variance. 
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(1) All tank systems, until such time as secondary con- 
tainment that meets the requirements of this section is pro- 
vided, must comply with the following: 


(i) For nonenterable underground tanks, a leak test that 
meets the requirements of subsection (2)(c)(v) of this section 
or other tank integrity method, as approved or required by the 
department, must be conducted at least annually. 


(11) For other than nonenterable underground tanks, the 
owner or operator must either conduct a leak test as in (1)(1) of 
this subsection or develop a schedule and procedure for an 
assessment of the overall condition of the tank system by an 
independent, qualified registered professional engineer. The 
schedule and procedure must be adequate to detect obvious 
cracks, leaks, and corrosion or erosion that may lead to cracks 
and leaks. The owner or operator must remove the stored 
waste from the tank, if necessary, to allow the condition of all 
internal tank surfaces to be assessed. The frequency of these 
assessments must be based on the material of construction of 
the tank and its ancillary equipment, the age of the system, 
the type of corrosion or erosion protection used, the rate of 
corrosion or erosion observed during the previous inspection, 
and the characteristics of the waste being stored or treated. 


(111) For ancillary equipment, a leak test or other integrity 
assessment as approved by the department must be conducted 
at least annually. 


Note: Three publications may be used, where applicable, as guide- 
lines for assessing the overall condition of the tank system: 
Tank Inspection, Repair, Alteration, and Reconstruction, API 
Standard 653, Fourth Edition, April 2009; Guidance for 
Assessing and Certifying Tank Systems that Store and Treat 
Dangerous Waste, Ecology Publication No. 94-114; and Steel 
Tank Institute publication #SP001-05 Standard for the Inspec- 
tion of Aboveground Storage Tanks Sth Edition, revised Sep- 
tember 2011. 


(iv) The owner or operator must maintain on file at the 
facility a record of the results of the assessments conducted in 
accordance with (1)(1) through (iii) of this subsection. 


(v) Ifa tank system or component is found to be leaking 
or unfit for use as a result of the leak test or assessment in 
(1)(i) through (iii) of this subsection, the owner or operator 
must comply with the requirements of subsection (7) of this 
section. 


(5) General operating requirements. 


(a) Dangerous wastes or treatment reagents must not be 
placed in a tank system if they could cause the tank, its ancil- 
lary equipment, or the containment system to rupture, leak, 
corrode, or otherwise fail. 


(b) The owner or operator must use appropriate controls 
and practices to prevent spills and overflows from tank or 
containment systems. These include at a minimum: 


(1) Spill prevention controls (e.g., check valves, dry dis- 
connect couplings); 


(11) Overfill prevention controls (e.g., level sensing 
devices, high level alarms, automatic feed cutoff, or bypass to 
a standby tank); and 

(111) Maintenance of sufficient freeboard in uncovered 
tanks to prevent overtopping by wave or wind action or by 
precipitation. 
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(c) The owner or operator must comply with the require- 
ments of subsection (7) of this section if a leak or spill occurs 
in the tank system. 


(d) All tank systems holding dangerous waste must be: 


(1) Marked with labels or signs to identify the waste con- 
tained in the tank legible at a distance of at least fifty feet. For 
underground tank systems, labels or signs must be either 
placed on aboveground postings above each underground 
tank system or at each entrance to the active portion (area 
where the underground tank system is located). 


(11) Clearly marked or labeled with the words "Danger- 
ous Waste" or "Hazardous Waste" legible at a distance of at 
least fifty feet, and for underground tank systems, the mark- 
ings or labels must either be placed on aboveground postings 
above each underground tank system or at each entrance to 
the active portion (area where the underground tank/tank sys- 
tem is located). 


(111) Clearly marked or labeled with an indication of the 
hazards of the contents (example includes, but is not limited 
to, the applicable dangerous waste characteristic(s) and crite- 
ria of ignitable, corrosive, reactive and toxic and the applica- 
ble hazard(s) identified for listed dangerous wastes) legible at 
a distance of at least fifty feet. All hazard labels must include 
descriptive word(s) and/or pictogram(s) that identifies the 
hazards associated with the waste being stored or treated in 
the tank system(s) for the public, employees, emergency 
response personnel, and waste handlers. For underground 
tank systems, markings or labels of the hazards of the con- 
tents of the tank system must either be placed on above- 
ground postings above each underground tank system, or at 
each entrance to the active portion (area where the under- 
ground tank system is located). 


(e) All tank systems holding dangerous wastes which are 
acutely or chronically toxic by inhalation must be designed to 
prevent escape of vapors, fumes, or other emissions into the 
air. 


(6) Inspections. 


(a) The owner or operator must develop and follow a 
schedule and procedure for inspecting overfill controls. 


(b) The owner or operator must inspect at least once each 
operating day: 

(i) Aboveground portions of the tank system, if any, to 
detect corrosion or releases of waste; 


(ii) Data gathered from monitoring and leak detection 
equipment (e.g., pressure or temperature gauges, monitoring 
wells) to ensure that the tank system is being operated 
according to its design; and 


(iii) The construction materials and the area immediately 
surrounding the externally accessible portion of the tank sys- 
tem, including the secondary containment system (e.g., 
dikes) to detect erosion or signs of releases of dangerous 
waste (e.g., wet spots, dead vegetation). 


Note: WAC 173-303-320 requires the owner or operator to remedy 
any deterioration or malfunction they find. Subsection (7) of 
this section requires the owner or operator to notify the depart- 
ment within twenty-four hours of confirming a leak. Also, 40 
C.F.R. Part 302 may require the owner or operator to notify the 
National Response Center of a release. 
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(c) The owner or operator must inspect cathodic protec- 
tion systems, if present, according to, at a minimum, the fol- 
lowing schedule to ensure that they are functioning properly: 

(i) The proper operation of the cathodic protection sys- 
tem must be confirmed within six months after initial instal- 
lation and annually thereafter; and 

(ii) All sources of impressed current must be inspected 
and/or tested, as appropriate, at least bimonthly (i.e., every 
other month). 

Note: The practices described in the National Association of Corro- 
sion Engineers (NACE) standard, "Recommended Practice 
(RP-02-85)—Control of External Corrosion on Metallic Bur- 
ied, Partially Buried, or Submerged Liquid Storage Systems," 
and the American Petroleum Institute (API) Publication 1632, 
"Cathodic Protection of Underground Petroleum Storage Tanks 
and Piping Systems," may be used, where applicable, as guide- 
lines in maintaining and inspecting cathodic protection sys- 
tems. 


(d) The owner or operator must document in the operat- 
ing record of the facility an inspection of those items in (a) 
through (c) of this subsection. The owner or operator must 
keep a written or electronic inspection log including at least 
the date and time of the inspection, the printed name and the 
handwritten or electronic signature of the inspector, a nota- 
tion of the observations made and the date and nature of any 
repairs or remedial actions taken. The log must be kept at the 
facility for at least five years from the date of inspection. 

(7) Response to leaks or spills and disposition of leaking 
or unfit-for-use tank systems. 

A tank system or secondary containment system from 
which there has been a leak or spill, or which is unfit for use, 
must be removed from service immediately, and the owner or 
operator must satisfy the following requirements: 

(a) Cessation of use; prevent flow or addition of wastes. 
The owner or operator must immediately stop the flow of 
dangerous waste into the tank system or secondary contain- 
ment system and inspect the system to determine the cause of 
the release. 

(b) Removal of waste from tank system or secondary 
containment system. 

(1) If the release was from the tank system, the owner/ 
operator must, within twenty-four hours after detection of the 
leak or, if the owner/operator demonstrates that it is not pos- 
sible, at the earliest practicable time, remove as much of the 
waste as is necessary to prevent further release of dangerous 
waste to the environment and to allow inspection and repair 
of the tank system to be performed. 

(11) If the material released was to a secondary contain- 
ment system, all released materials must be removed within 
twenty-four hours or in as timely a manner as is possible to 
prevent harm to human health and the environment. 

(c) Containment of visible releases to the environment. 
The owner/operator must immediately conduct a visual 
inspection of the release and, based upon that inspection: 

(i) Prevent further migration of the leak or spill to soils or 
surface water; and 

(11) Remove, and properly dispose of, any visible con- 
tamination of the soil or surface water. 

(d) Notifications, reports. 
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(i) Any release to the environment must be reported to 
the department and other authorities immediately in accor- 
dance with WAC 173-303-145. Any release above the 
"reportable quantity" must also be reported to the National 
Response Center pursuant to 40 C.F.R. Part 302. 

(1) Within thirty days (or fifteen days if classified as an 
emergency) of detection of a release to the environment, a 
report containing the following information must be submit- 
ted to the department: 

(A) Likely route of migration of the release; 

(B) Characteristics of the surrounding soil (soil composi- 
tion, geology, hydrogeology, climate); 

(C) Results of any monitoring or sampling conducted in 
connection with the release (if available). If sampling or 
monitoring data relating to the release are not available 
within thirty days, these data must be submitted to the depart- 
ment as soon as they become available; 

(D) Proximity to downgradient drinking water, surface 
water, and populated areas; and 

(E) Description of response actions taken or planned. 

(F) In the event of an emergency, additional information 
as required by WAC 173-303-360. 

(e) Provision of secondary containment, repair, or clo- 
sure. 

(1) Unless the owner/operator satisfies the requirements 
of (e)(11) through (iv) of this subsection, the tank system must 
be closed in accordance with subsection (8) of this section. 

(ii) If the cause of the release was a spill that has not 
damaged the integrity of the system, the owner/operator may 
return the system to service as soon as the released waste is 
removed and repairs, if necessary, are made. 

(iii) If the cause of the release was a leak from the pri- 
mary tank system into the secondary containment system, the 
system must be repaired prior to returning the tank system to 
service. 

(iv) If the source of the release was a leak to the environ- 
ment from a component of a tank system without secondary 
containment, the owner/operator must provide the compo- 
nent of the system from which the leak occurred with second- 
ary containment that satisfies the requirements of subsection 
(4) of this section before it can be returned to service, unless 
the source of the leak is an aboveground portion of a tank sys- 
tem that can be inspected visually. If the source is an abo- 
veground component that can be inspected visually, the com- 
ponent must be repaired and may be returned to service with- 
out secondary containment as long as the requirements of (f) 
of this subsection are satisfied. If a component is replaced to 
comply with the requirements of this subitem, that compo- 
nent must satisfy the requirements for new tank systems or 
components in subsections (3) and (4) of this section. Addi- 
tionally, if a leak has occurred in any portion of a tank system 
component that is not readily accessible for visual inspection 
(e.g., the bottom of an inground or onground tank), the entire 
component must be provided with secondary containment in 
accordance with subsection (4) of this section prior to being 
returned to use. 

(f) Certification of major repairs. If the owner/operator 
has repaired a tank system in accordance with (e) of this sub- 
section, and the repair has been extensive (e.g., installation of 
an internal liner; repair of a ruptured primary containment or 
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secondary containment vessel), the tank system must not be 
returned to service unless the owner/operator has obtained a 
certification by an independent, qualified, registered, profes- 
sional engineer in accordance with WAC 173-303-810 
(13)(a) that the repaired system is capable of handling dan- 
gerous wastes without release for the intended life of the sys- 
tem. This certification must be submitted to the department 
within seven days after returning the tank system to use. 
Note: See WAC 173-303-320 for the requirements necessary to rem- 
edy a failure. Also, 40 C.F.R. Part 302 may require the owner 
or operator to notify the National Response Center of certain 
releases. 


(8) Closure and post-closure care. 

(a) At closure of a tank system, the owner or operator 
must remove or decontaminate all waste residues, contami- 
nated containment system components (liners, etc.), contam- 
inated soils, and structures and equipment contaminated with 
waste, and manage them as dangerous waste, unless WAC 
173-303-070 (2)(a) applies. The closure plan, closure activi- 
ties, cost estimates for closure, and financial responsibility 
for tank systems must meet all of the requirements specified 
in WAC 173-303-610 and 173-303-620. 

(b) If the owner or operator demonstrates that not all 
contaminated soils can be practicably removed or decontam- 
inated as required in (a) of this subsection, then the owner or 
operator must close the tank system and perform post-closure 
care in accordance with the closure and post-closure care 
requirements that apply to landfills (see WAC 173-303-665 
(6)). In addition, for the purposes of closure, post-closure, 
and financial responsibility, such a tank system is then con- 
sidered to be a landfill, and the owner or operator must meet 
all of the requirements for landfills specified in WAC 173- 
303-610 and 173-303-620. 

(c) If an owner or operator has a tank system that does 
not have secondary containment that meets the requirements 
of subsection (4)(b) through (f) of this section and is not 
exempt from the secondary containment requirements in 
accordance with subsection (4)(g) of this section, then: 

(i) The closure plan for the tank system must include 
both a plan for complying with (a) of this subsection and a 
contingent plan for complying with (b) of this subsection. 

(ii) A contingent post-closure plan for complying with 
(b) of this subsection must be prepared and submitted as part 
of the permit application. 

(iii) The cost estimates calculated for closure and post- 
closure care must reflect the costs of complying with the con- 
tingent closure plan and the contingent post-closure plan, if 
those costs are greater than the costs of complying with the 
closure plan prepared for the expected closure under (a) of 
this subsection. 

(iv) Financial assurance must be based on the cost esti- 
mates in (c)(111) of this subsection. 

(v) For the purposes of the contingent closure and post- 
closure plans, such a tank system is considered to be a land- 
fill, and the contingent plans must meet all of the closure, 
post-closure, and financial responsibility requirements for 
landfills under this chapter (WAC 173-303-610 and 173-303- 
620). 

(9) Special requirements for ignitable or reactive wastes. 
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(a) Ignitable or reactive waste must not be placed in tank 
systems unless: 

(i) The waste is treated, rendered, or mixed before or 
immediately after placement in the tank system so that the 
resulting waste, mixture, or dissolution of material no longer 
meets the definition of ignitable or reactive waste under 
WAC 173-303-090, and 173-303-395 (1)(b) is complied 
with; or 

(ii) The waste is stored or treated in such a way that it is 
protected from any material or conditions which may cause 
the waste to ignite or react; or 

(iii) The tank system is used solely for emergencies. 

(b) The owner or operator of a facility which treats or 
stores ignitable or reactive waste in tanks must locate the 
tanks in a manner equivalent to the National Fire Protection 
Association's buffer zone requirements for tanks, contained 
in NFPA 30 "Flammable and Combustible Liquids Code," or 
as required by state and local fire codes when such codes are 
more stringent. The owner or operator must also comply with 
the requirements of WAC 173-303-395 (1)(d). 

(10) Special requirements for incompatible wastes. 

(a) Incompatible wastes, or incompatible wastes and 
materials, must not be placed in the same tank system, unless 
WAC 173-303-395 (1)(b) is complied with. 

(b) Dangerous waste must not be placed in a tank system 
that has not been decontaminated and that previously held an 
incompatible waste or material, unless WAC 173-303-395 
(1)(b) is complied with. 

(11) Air emission standards. The owner or operator must 
manage all hazardous waste placed in a tank in accordance 
with the applicable requirements of 40 C.F.R. Part 264, Sub- 
parts AA, BB, and CC, which are incorporated by reference 
at WAC 173-303-690 through 173-303-692. 


AMENDATORY SECTION (Amending WSR 15-01-123, 
filed 12/18/14, effective 1/18/15) 


WAC 173-303-650 Surface impoundments. (1) Appli- 
cability. The regulations in this section apply to owners and 
operators of facilities that use surface impoundments to treat, 
store, or dispose of dangerous waste. 

(2) Design and operating requirements. 

(a)(i) Any surface impoundment that is not covered by 
(j) of this subsection must have a liner for all portions of the 
impoundment (except for an existing portion of a surface 
impoundment). The liner must be designed, constructed, and 
installed to prevent any migration of wastes out of the 
impoundment to the adjacent subsurface soil or groundwater 
or surface water at any time during the active life (including 
the closure period) of the impoundment. The liner may be 
constructed of materials that may allow wastes to migrate 
into the liner (but not into the adjacent subsurface soil or 
groundwater or surface water) during the active life of the 
facility, provided that the impoundment is closed in accor- 
dance with subsection (6)(a)(i) of this section. For impound- 
ments that will be closed in accordance with subsection (6) 
(a)(ii) of this section, the liner must be constructed of materi- 
als that can prevent wastes from migrating into the liner 
during the active life of the facility. The liner must be: 
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(A) Constructed of materials that have appropriate 
chemical properties and sufficient strength and thickness to 
prevent failure due to pressure gradients (including static 
head and external hydrogeologic forces), physical contact 
with the waste or leachate to which they are exposed, climatic 
conditions, the stress of installation, and the stress of daily 
operation; 

(B) Placed upon a foundation or base capable of provid- 
ing support to the liner and resistance to pressure gradients 
above and below the liner to prevent failure of the liner due to 
settlement, compression, or uplift; 

(C) Installed to cover all surrounding earth likely to be in 
contact with the waste or leachate; and 

(D) For EHW management, the owner or operator must 
submit an engineering report with their permit application 
under WAC 173-303-806(4) stating the basis for selecting 
the liner(s). The report must be certified by an independent, 
qualified registered professional engineer. 

(11) The owner or operator of a new surface impound- 
ment installed after October 31, 1984, and in which liquid 
EHW is managed must: 

(A) Install a double lined system which incorporates the 
specifications of subsection (3)(a), (b), and (c) of this section; 
and 

(B) Must comply with either the groundwater monitor- 
ing requirements of WAC 173-303-645, or the unsaturated 
zone monitoring requirements of WAC 173-303-655(6). 

(b) The owner or operator will be exempted from the 
requirements of (a) of this subsection, if the department finds, 
based on a demonstration by the owner or operator, that alter- 
nate design and operating practices, together with location 
characteristics, will prevent the migration of any dangerous 
constituents listed in WAC 173-303-9905, or which other- 
wise cause his wastes to be regulated under this chapter, into 
the groundwater or surface water at any future time. In decid- 
ing whether to grant an exemption, the department will con- 
sider: 

(i) The nature and quantity of the wastes; 

(ii) The proposed alternate design and operation; 

(iii) The hydrogeologic setting of the facility, including 
the attenuative capacity and thickness of the liners and soils 
present between the impoundment and groundwater or sur- 
face water; and 

(iv) All other factors which would influence the quality 
and mobility of the leachate produced and the potential for it 
to migrate to groundwater or surface water. 

(c) A surface impoundment must be designed, con- 
structed, maintained, and operated to prevent overtopping 
resulting from normal or abnormal operations; overfilling; 
wind and wave action; rainfall; run-on; malfunctions of level 
controllers, alarms, and other equipment; and human error. 

(d) A surface impoundment must be designed so that any 
flow of waste into the impoundment can be immediately shut 
off in the event of overtopping or liner failure. 

(e) A surface impoundment must be designed to repel 
birds. 

(f) A surface impoundment must have dikes that are 
designed, constructed, and maintained with sufficient struc- 
tural integrity to prevent their failure. In ensuring structural 
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integrity, it must not be presumed that the liner system will 
function without leakage during the active life of the unit. 

(g) Earthen dikes must be kept free of: 

(i) Perennial woody plants with root systems which 
could weaken its structural integrity; and 

(11) Burrowing mammals which could weaken its struc- 
tural integrity or create leaks through burrows. 

(h) Earthen dikes must have a protective cover, such as 
grass, shale or rock to minimize wind and water erosion and 
to preserve their structural integrity. 

(i) The department will specify in the permit all design 
and operating practices that are necessary to ensure that the 
requirements of this subsection are satisfied. 

(j) The owner or operator of each new surface impound- 
ment unit on which construction commences after January 
29, 1992, each lateral expansion of a surface impoundment 
unit on which construction commences after July 29, 1992, 
and each replacement of an existing surface impoundment 
unit that is to commence reuse after July 29, 1992, must 
install two or more liners and a leachate collection and 
removal system between such liners. "Construction com- 
mences" is as defined in WAC 173-303-040 under "existing 
TSD facility." 

(i) The liner system must include: 

(A) A top liner designed and constructed of materials 
(e.g., a geomembrane) to prevent the migration of dangerous 
constituents into such liner during the active life and post- 
closure care period; and 

(B) A composite bottom liner, consisting of at least two 
components. The upper component must be designed and 
constructed of materials (e.g., a geomembrane) to prevent the 
migration of dangerous constituents into this component 
during the active life and post-closure care period. The lower 
component must be designed and constructed of materials to 
minimize the migration of dangerous constituents if a breach 
in the upper component were to occur. The lower component 
must be constructed of at least 3 feet (91 cm) of compacted 
soil material with a hydraulic conductivity of no more than 1 
x 107 cm/sec. 

(11) The liners must comply with (a)(i)(A), (B), and (C) 
of this subsection. 

(iii) The leachate collection and removal system between 
the liners, and immediately above the bottom composite liner 
in the case of multiple leachate collection and removal sys- 
tems, is also a leak detection system. This leak detection sys- 
tem must be capable of detecting, collecting, and removing 
leaks of dangerous constituents at the earliest practicable 
time through all areas of the top liner likely to be exposed to 
waste or leachate during the active life and post-closure care 
period. The requirements for a leak detection system in this 
paragraph are satisfied by installation of a system that is, at a 
minimum: 

(A) Constructed with a bottom slope of one percent or 
more; 

(B) Constructed of granular drainage materials with a 
hydraulic conductivity of 1 x 10 cm/sec or more and a thick- 
ness of 12 inches (30.5 cm) or more; or constructed of syn- 
thetic or geonet drainage materials with a transmissivity of 3 
x 104m?/sec or more; 
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(C) Constructed of materials that are chemically resistant 
to the waste managed in the surface impoundment and the 
leachate expected to be generated, and of sufficient strength 
and thickness to prevent collapse under the pressures exerted 
by overlying wastes and any waste cover materials or equip- 
ment used at the surface impoundment; 

(D) Designed and operated to minimize clogging during 
the active life and post-closure care period; and 

(E) Constructed with sumps and liquid removal methods 
(e.g., pumps) of sufficient size to collect and remove liquids 
from the sump and prevent liquids from backing up into the 
drainage layer. Each unit must have its own sump(s). The 
design of each sump and removal system must provide a 
method for measuring and recording the volume of liquids 
present in the sump and of liquids removed. 

(iv) The owner or operator will collect and remove 
pumpable liquids in the sumps to minimize the head on the 
bottom liner. 

(v) The owner or operator of a leak detection system that 
is not located completely above the seasonal high water table 
must demonstrate that the operation of the leak detection sys- 
tem will not be adversely affected by the presence of ground- 
water. 

(k) The department may approve alternative design or 
operating practices to those specified in (j) of this subsection 
if the owner or operator demonstrates to the department that 
such design and operating practices, together with location 
characteristics: 

(i) Will prevent the migration of any dangerous constitu- 
ent into the groundwater or surface water at least as effec- 
tively as the liners and leachate collection and removal sys- 
tem specified in (j) of this subsection; and 

(11) Will allow detection of leaks of dangerous constitu- 
ents through the top liner at least as effectively. 

(1) The double liner requirement set forth in (j) of this 
subsection may be waived by the department for any mono- 
fill, if: 

(i) The monofill contains only dangerous wastes from 
foundry furnace emission controls or metal casting molding 
sand, and such wastes do not contain constituents which 
would render the wastes dangerous for reasons other than the 
toxicity characteristic in WAC 173-303-090(8) or the toxicity 
criteria at WAC 173-303-100(5); and 

(11)(4) The monofill has at least one liner for which there 
is no evidence that such liner is leaking. For the purposes of 
this paragraph, the term "liner" means a liner designed, con- 
structed, installed, and operated to prevent dangerous waste 
from passing into the liner at any time during the active life of 
the facility, or a liner designed, constructed, installed, and 
operated to prevent dangerous waste from migrating beyond 
the liner to adjacent subsurface soil, groundwater, or surface 
water at any time during the active life of the facility. In the 
case of any surface impoundment which has been exempted 
from the requirements of (j) of this subsection on the basis of 
a liner designed, constructed, installed, and operated to pre- 
vent dangerous waste from passing beyond the liner, at the 
closure of such impoundment, the owner or operator must 
remove or decontaminate all waste residues, all contaminated 
liner material, and contaminated soil to the extent practicable. 
If all contaminated soil is not removed or decontaminated, 
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the owner or operator of such impoundment will comply with 
appropriate post-closure requirements, including but not lim- 
ited to groundwater monitoring and corrective action; 

(B) The monofill is located more than one-quarter mile 
from an underground source of drinking water (as that term is 
defined in WAC 173-303-040); and 

(C) The monofill is in compliance with generally appli- 
cable groundwater monitoring requirements for facilities 
with permits under RCRA section 3005(c); or 

(iii) The owner or operator demonstrates that the mono- 
fill is located, designed and operated so as to assure that there 
will be no migration of any dangerous constituent into 
groundwater or surface water at any future time. 

(m) The owner or operator of any replacement surface 
impoundment unit is exempt from (j) of this subsection if: 

(i) The existing unit was constructed in compliance with 
the design standards of sections 3004 (0)(1)(A)(i) and (0)(5) 
of the Resource Conservation and Recovery Act; and 

(ii) There is no reason to believe that the liner is not func- 
tioning as designed. 

(3) Reserve. 

(4) Monitoring and inspection. 

(a) During construction and installation, liners (except in 
the case of existing portions of surface impoundments 
exempt from subsection (2)(a)(i) of this section) and cover 
systems (e.g., membranes, sheets, or coatings) must be 
inspected for uniformity, damage, and imperfections (e.g., 
holes, cracks, thin spots, or foreign materials). Immediately 
after construction or installation: 

(i) Synthetic liners and covers must be inspected to 
ensure tight seams and joints and the absence of tears, punc- 
tures, or blisters; and 

(11) Soil-based and admixed liners and covers must be 
inspected for imperfections including lenses, cracks, chan- 
nels, root holes, or other structural nonuniformities that may 
cause an increase in the permeability of the liner or cover. 

(b) While a surface impoundment is in operation, it must 
be inspected weekly and after storms to detect evidence of 
any of the following: 

(i) Deterioration, malfunctions, or improper operation of 
overtopping control systems; 

(11) Sudden drops in the level of the impoundment's con- 
tents; and 

(iii) Severe erosion or other signs of deterioration in 
dikes or other containment devices. 

(c) Prior to the issuance of a permit, and after any 
extended period of time (at least six months) during which 
the impoundment was not in service, the owner or operator 
must obtain a certification from an independent qualified reg- 
istered professional engineer that the impoundment's dike, 
including that portion of any dike which provides freeboard, 
has structural integrity. The certification must establish, in 
particular, that the dike: 

(i) Will withstand the stress of the pressure exerted by 
the types and amounts of wastes to be placed in the impound- 
ment; and 

(11) Will not fail due to scouring or piping, without 
dependence on any liner system included in the surface 
impoundment construction. 


[113 ] 


WSR 20-08-048 


(d)(i) An owner or operator required to have a leak detec- 
tion system under subsection (2)G) or (k) of this section must 
record the amount of liquids removed from each leak detec- 
tion system sump at least once each week during the active 
life and closure period. 

(11) After the final cover is installed, the amount of liq- 
uids removed from each leak detection system sump must be 
recorded at least monthly. If the liquid level in the sump stays 
below the pump operating level for two consecutive months, 
the amount of liquids in the sumps must be recorded at least 
quarterly. If the liquid level in the sump stays below the pump 
operating level for two consecutive quarters, the amount of 
liquids in the sumps must be recorded at least semi annually. 
If at any time during the post-closure care period the pump 
operating level is exceeded at units on quarterly or semian- 
nual recording schedules, the owner or operator must return 
to monthly recording of amounts of liquids removed from 
each sump until the liquid level again stays below the pump 
operating level for two consecutive months. 

(iii) "Pump operating level" is a liquid level proposed by 
the owner or operator and approved by the department based 
on pump activation level, sump dimensions, and level that 
avoids backup into the drainage layer and minimizes head in 
the sump. 

(5) Emergency repairs; contingency plans. 

(a) A surface impoundment must be removed from ser- 
vice in accordance with (b) of this subsection when: 

(i) Unexpected changes of liquid levels occur; or 

(ii) The dike leaks. 

(b) When a surface impoundment must be removed from 
service as required by (a) of this subsection, the owner or 
operator must: 

(i) Immediately shut off the flow or stop the addition of 
wastes into the impoundment; 

(11) Immediately contain any surface leakage which has 
occurred or is occurring; 

(iii) Immediately stop the leak; 

(iv) Take any other necessary steps to stop or prevent 
catastrophic failure; 

(v) Empty the impoundment, if a leak cannot be stopped 
by any other means; and 

(vi) Notify the department of the problem in writing 
within seven days after detecting the problem. 

(c) As part of the contingency plan required in WAC 
173-303-340 through 173-303-360, the owner or operator 
must specify: 

(i) A procedure for complying with the requirements of 
(b) of this subsection; and 

(11) A containment system evaluation and repair plan 
describing: Testing and monitoring techniques; procedures to 
be followed to evaluate the integrity of the containment sys- 
tem in the event of a possible failure; description of a sched- 
ule of actions to be taken in the event of a possible failure; 
and the repair techniques and materials (and their availabil- 
ity) to be used in the event of leakage due to containment sys- 
tem failure or deterioration which does not require the 
impoundment to be removed from service. 

(d) No surface impoundment that has been removed 
from service in accordance with the requirements of this sec- 
tion may be restored to service unless the portion of the 
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impoundment which was failing is repaired and the following 
steps are taken: 

(i) If the impoundment was removed from service as the 
result of actual or imminent dike failure, the dike's structural 
integrity must be recertified in accordance with subsection 
(4)(c) of this section; 

(ii) If the impoundment was removed from service as the 
result of a sudden drop in the liquid level, then: 

(A) For any existing portion of the impoundment, a liner 
must be installed in compliance with subsection (2)(a)(i) or 
(3) of this section; and 

(B) For any other portion of the impoundment, the 
repaired liner system must be certified by an independent 
qualified registered professional engineer as meeting the 
design specifications approved in the permit. 

(e) A surface impoundment that has been removed from 
service in accordance with the requirements of this section 
and that is not being repaired must be closed in accordance 
with the provisions of subsection (6) of this section. 

(6) Closure and post-closure care. 

(a) At closure, the owner or operator must: 

(i) Remove or decontaminate all dangerous waste and 
dangerous waste residues, contaminated containment system 
components (liners, etc.), contaminated subsoils, and struc- 
tures and equipment contaminated with dangerous waste and 
leachate, and manage them as dangerous waste; or 

(ii) If the surface impoundment will be closed as a land- 
fill, except that this option is prohibited if EHW would 
remain in the closed unit(s): 

(A) Eliminate free liquids by removing liquid wastes or 
solidifying the remaining wastes and waste residues; 

(B) Stabilize remaining wastes to a bearing capacity suf- 
ficient to support a final cover; and 

(C) Cover the surface impoundment with a final cover 
designed and constructed to: 

(I) Provide long-term minimization of the migration of 
liquids through the closed impoundment with a material that 
has a permeability less than or equal to the permeability of 
any bottom liner system or natural subsoils present; 

(ID) Function with minimum maintenance; 

(IH) Promote drainage and minimize erosion or abrasion 
of the final cover; and 

(IV) Accommodate settling and subsidence so that the 
cover's integrity is maintained. 

(b) If some waste residues or contaminated materials are 
left in place at final closure (except that no EHW may ever be 
left in place), the owner or operator must comply with all 
post-closure requirements contained in WAC 173-303-610 
(7), (8), (9), and (10), including maintenance and monitoring 
throughout the post-closure care period (specified in the per- 
mit). The owner or operator must: 

(i) Maintain the integrity and effectiveness of the final 
cover, including making repairs to the cap as necessary to 
correct the effects of settling, subsidence, erosion, or other 
events; 

(11) Maintain and monitor the leak detection system in 
accordance with subsections (2)(j)(ii1)(D) and (E), and (4)(d) 
of this section, and comply with all other applicable leak 
detection system requirements of this chapter; 
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(111) Maintain and monitor the groundwater monitoring 
system and comply with all applicable requirements of WAC 
173-303-645; and 

(iv) Prevent run-on and runoff from eroding or otherwise 
damaging the final cover. 

(c)(i) If an owner or operator plans to close a surface 
impoundment in accordance with (a)(i) of this subsection, 
and the impoundment does not comply with the liner require- 
ments of subsection (2)(a)(i) of this section, and is not 
exempt from them in accordance with subsection (2)(b) of 
this section, then: 

(A) The closure plan for the impoundment under WAC 
173-303-610(3) must include both a plan for complying with 
(a)(i) of this subsection, and a contingent plan for complying 
with (a)(ii) of this subsection in case not all contaminated 
subsoils can be practicably removed at closure; and 

(B) The owner or operator must prepare a contingent 
post-closure plan under WAC 173-303-610(8) for complying 
with (b) of this subsection in case not all contaminated sub- 
soils can be practicably removed at closure. 

(ii) The cost estimates calculated under WAC 173-303- 
620 (3) and (5) for closure and post-closure care of an 
impoundment subject to (c) of this subsection must include 
the cost of complying with the contingent closure plan and 
the contingent post-closure plan, but are not required to 
include the cost of expected closure under (a)(i) of this sub- 
section. 

Reserve. 

(7) Special requirements for ignitable or reactive waste. 
Ignitable or reactive waste must not be placed in a surface 
impoundment, unless the waste and impoundment satisfy all 
applicable requirements of WAC 173-303-140 (2)(a), and: 

(a) The waste is treated, rendered, or mixed before or 
immediately after placement in the impoundment so that: 

(i) The resulting waste, mixture, or dissolution of mate- 
rial no longer meets the definition of ignitable or reactive 
waste under WAC 173-303-090; and 

(11) WAC 173-303-395 (1)(b) is complied with; or 

(b) The waste is managed in such a way that it is pro- 
tected from any material or conditions which may cause it to 
ignite or react; or 

(c) The surface impoundment is used solely for emergen- 
cies. 

(8) Special requirements for incompatible wastes. 
Incompatible wastes and materials must not be placed in the 
same surface impoundment, unless WAC 173-303-395 (1)(b) 
is complied with. 

(9) Special requirements for dangerous wastes F020, 
F021, F022, F023, F026, and F027. 

(a) The wastes F020, F021, F022, F023, F026, or F027 
must not be placed in a surface impoundment unless the 
owner or operator operates the surface impoundment in 
accordance with a management plan for these wastes that is 
approved by the department pursuant to the standards set out 
in this subsection, and in accord with all other applicable 
requirements of this section. The factors to be considered are: 

(i) The volume, physical, and chemical characteristics of 
the wastes, including their potential to migrate through soil or 
to volatilize or escape into the atmosphere; 
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(11) The attenuative properties of underlying and sur- 
rounding soils or other materials; 

(111) The mobilizing properties of other materials co-dis- 
posed with these wastes; and 

(1v) The effectiveness of additional treatment, design, or 
monitoring techniques. 

(b) The department may determine that additional 
design, operating, and monitoring requirements are necessary 
in order to reduce the possibility of migration of these wastes 
to groundwater, surface water, or air so as to protect human 
health and the environment. 

(10) Action leakage rate. 

(a) The department must approve an action leakage rate 
for surface impoundment units subject to WAC 173-303-650 
(M0 or (k). The action leakage rate is the maximum design 
flow rate that the leak detection system (LDS) can remove 
without the fluid head on the bottom liner exceeding 1 foot. 
The action leakage rate must include an adequate safety mar- 
gin to allow for uncertainties in the design (e.g., slope, 
hydraulic conductivity, thickness of drainage material), con- 
struction, operation, and location of the LDS, waste and 
leachate characteristics, likelihood and amounts of other 
sources of liquids in the LDS, and proposed response actions 
(e.g., the action leakage rate must consider decreases in the 
flow capacity of the system over time resulting from siltation 
and clogging, rib layover and creep of synthetic components 
of the system, overburden pressures, etc.). 

(b) To determine if the action leakage rate has been 
exceeded, the owner or operator must convert the weekly or 
monthly flow rate from the monitoring data obtained under 
WAC 173-303-650 (4)(d) to an average daily flow rate (gal- 
lons per acre per day) for each sump. Unless the department 
approves a different calculation, the average daily flow rate 
for each sump must be calculated weekly during the active 
life and closure period, and if the unit is closed in accordance 
with WAC 173-303-650 (6)(b), monthly during the post-clo- 
sure care period when monthly monitoring is required under 
WAC 173-303-650 (4)(d). 

(11) Response actions. 

(a) The owner or operator of surface impoundment units 
subject to subsection (2)(j) or (k) of this section must have an 
approved response action plan before receipt of waste. The 
response action plan must set forth the actions to be taken if 
the action leakage rate has been exceeded. At a minimum, the 
response action plan must describe the actions specified in 
(b) of this subsection. 

(b) If the flow rate into the leak detection system exceeds 
the action leakage rate for any sump, the owner or operator 
must: 

(i) Notify the department in writing of the exceedance 
within seven days of the determination; 

(11) Submit a preliminary written assessment to the 
department within fourteen days of the determination, as to 
the amount of liquids, likely sources of liquids, possible loca- 
tion, size, and cause of any leaks, and short-term actions 
taken and planned; 

(111) Determine to the extent practicable the location, 
size, and cause of any leak; 

(iv) Determine whether waste receipt should cease or be 
curtailed, whether any waste should be removed from the unit 
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for inspection, repairs, or controls, and whether or not the 
unit should be closed; 

(v) Determine any other short-term and longer-term 
actions to be taken to mitigate or stop any leaks; and 

(vi) Within thirty days after the notification that the 
action leakage rate has been exceeded, submit to the depart- 
ment the results of the analyses specified in (b) (111), (iv), and 
(v) of this subsection, the results of actions taken, and actions 
planned. Monthly thereafter, as long as the flow rate in the 
leak detection system exceeds the action leakage rate, the 
owner or operator must submit to the department a report 
summarizing the results of any remedial actions taken and 
actions planned. 

(c) To make the leak and/or remediation determinations 
in (b)(iii), (iv), and (v) of this subsection, the owner or oper- 
ator must: 

(i) Assess the source of liquids and amounts of liquids by 
source; 

(11) Conduct a fingerprint, dangerous constituent, or 
other analyses of the liquids in the leak detection system to 
identify the source of liquids and possible location of any 
leaks, and the hazard and mobility of the liquid; and 

(iii) Assess the seriousness of any leaks in terms of 
potential for escaping into the environment; or 

(iv) Document why such assessments are not needed. 

(12) Air emission standards. The owner or operator must 
manage all hazardous waste placed in a surface impoundment 
in accordance with the applicable requirements of 40 C.F.R. 
Part 264, Subparts AA, BB, and CC, which are incorporated 
by reference at WAC 173-303-690 through 173-303-692. 

(13) Existing and newly regulated surface impound- 
ments. The requirements of 3005 (j)(1) and (6) of the 
Resource Conservation and Recovery Act (RCRA) of 1976, 
as amended, are incorporated by reference. Surface impound- 
ments regulated for the first time by a listing or characteristic 
adopted after November 8, 1984, must comply with new unit 
requirements or stop dangerous waste activity by four years 
after the date of adoption of the new listing or characteristic. 


AMENDATORY SECTION (Amending WSR 04-24-065, 
filed 11/30/04, effective 1/1/05) 


WAC 173-303-680 Miscellaneous units. (1) Applica- 
bility. The requirements of this section apply to owners and 
operators of facilities that treat, store, or dispose of dangerous 
waste in miscellaneous units, except as WAC 173-303-600 
provides otherwise. 

(2) Environmental performance standards. A miscella- 
neous unit must be located, designed, constructed, operated, 
maintained, and closed in a manner that will ensure protec- 
tion of human health and the environment. Permits for mis- 
cellaneous units are to contain such terms and provisions as 
necessary to protect human health and the environment((;)) 
including, but not limited to, as appropriate, design and oper- 
ating requirements, detection and monitoring requirements, 
and requirements for responses to releases of dangerous 
waste or dangerous constituents from the unit. Permit terms 
and provisions must include those requirements in WAC 
173-303-630 through 173-303-670, 40 C.F.R. Part 264, Sub- 
parts AA through CC, which are incorporated by reference at 
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WAC 173-303-690 through 173-303-692, WAC 173-303- 
800 through 173-303-806, part 63 subpart EEE (which is 
incorporated by reference at WAC 173-400-075 (5)(a)), and 
40 C.F.R. Part 146 that are appropriate for the miscellaneous 
units being permitted. Protection of human health and the 
environment includes, but is not limited to: 

(a) Prevention of any releases that may have adverse 
effects on human health or the environment due to migration 
of wastes constituents in the groundwater or subsurface envi- 
ronment, considering: 

(i) The volume and physical and chemical characteristics 
of the waste in the unit, including its potential for migration 
through soil, liners, or other containing structures; 

(ii) The hydrologic and geologic characteristics of the 
unit and the surrounding area; 

(iii) The existing quality of groundwater, including other 
sources of contamination and their cumulative impact on the 
groundwater; 

(iv) The quantity and direction of groundwater flow; 

(v) The proximity to and withdrawal rates of current and 
potential groundwater users; 

(vi) The patterns of land use in the region; 

(vii) The potential for deposition or migration of waste 
constituents into subsurface physical structures, and into the 
root zone of food-chain crops and other vegetation; 

(viii) The potential for health risks caused by human 
exposure to waste constituents; and 

(ix) The potential for damage to domestic animals, wild- 
life, crops, vegetation, and physical structures caused by 
exposure to waste constituents. 

(b) Prevention of any release that may have adverse 
effects on human health or the environment due to migration 
of waste constituents in surface water, or wetlands or on the 
soil surface considering: 

(i) The volume and physical and chemical characteristics 
of the waste in the unit; 

(ii) The effectiveness and reliability of containing, con- 
fining, and collecting systems and structures in preventing 
migration; 

(iii) The hydrologic characteristics of the unit and the 
surrounding area, including the topography of the land 
around the unit; 

(iv) The patterns of precipitation in the region; 

(v) The quantity, quality, and direction of groundwater 
flow; 

(vi) The proximity of the unit to surface waters; 

(vii) The current and potential uses of nearby surface 
waters and any water quality standards established for those 
surface waters; 

(viii) The existing quality of surface waters and surface 
soils, including other sources of contamination and their 
cumulative impact on surface waters and surface soils; 

(ix) The patterns of land use in the region; 

(x) The potential for health risks caused by human expo- 
sure to waste constituents; and 

(xi) The potential for damage to domestic animals, wild- 
life, crops, vegetation, and physical structures caused by 
exposure to waste constituents. 
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(c) Prevention of any release that may have adverse 
effects on human health or the environment due to migration 
of waste constituents in the air, considering: 

(1) The volume and physical and chemical characteristics 
of the waste in the unit, including its potential for the emis- 
sion and dispersal of gases, aerosols and particulates; 

(11) The effectiveness and reliability of systems and 
structures to reduce or prevent emissions of dangerous con- 
stituents to the air; 

(111) The operating characteristics of the unit; 

(iv) The atmospheric, meteorologic, and topographic 
characteristics of the unit and the surrounding area; 

(v) The existing quality of the air, including other 
sources of contamination and their cumulative impact on the 
air; 

(vi) The potential for health risks caused by human expo- 
sure to waste constituents; and 

(vii) The potential for damage to domestic animals, wild- 
life, crops, vegetation, and physical structures caused by 
exposure to waste constituents. 

(3) Monitoring, analysis, inspection, response, reporting, 
and corrective action. Monitoring, testing, analytical data, 
inspections, response, and reporting procedures and frequen- 
cies must ensure compliance with subsection (2) of this sec- 
tion, WAC 173-303-320, 173-303-340(1), 173-303-390, and 
173-303-64620 as well as meet any additional requirements 
needed to protect human health and the environment as spec- 
ified in the permit. 

(4) Post-closure care. A miscellaneous unit that is a dis- 
posal unit must be maintained in a manner that complied with 
subsection (2) of this section during the post-closure care 
period. In addition, if a treatment or storage unit has contam- 
inated soils or groundwater that cannot be completely 
removed or decontaminated during closure, then that unit 
must also meet the requirements of subsection (2) of this sec- 
tion during post-closure care. The post-closure plan under 
WAC 173-303-610(8) must specify the procedures that will 
be used to satisfy this requirement. 


AMENDATORY SECTION (Amending WSR 15-01-123, 
filed 12/18/14, effective 1/18/15) 


WAC 173-303-800 Permit requirements for danger- 
ous waste management facilities. (1) The purpose of WAC 
173-303-800 through 173-303-840 is to establish the require- 
ments for permits which will allow a dangerous waste facility 
to operate without endangering the public health and the 
environment. 

(2) The owner/operator of a dangerous waste facility that 
((transfers;)) treats, stores, or disposes (TSD) ((er-ree¥eles)) 
dangerous waste must((-~when required bythis—chapter,)) 
have a permit issued, or obtain a permit, in accordance with 
WAC 173-303-800 through 173-303-840 ((eevering)). When 
required by this chapter, the owner/operator of a dangerous 


waste facility that transfers or recycles dangerous waste must 
also obtain a permit, in accordance with this section through 


WAC 173-303-840. The dangerous waste permit must cover 
the active life, closure period, groundwater protection com- 
pliance period, and for any regulated unit (as defined in WAC 
173-303-040) or for any facility which at closure does not 
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meet the removal or decontamination limits of WAC 173- 
303-610 (2)(b), post-closure care period, unless ((they)) the 
owner/operator can demonstrate closure by removal or 
decontamination as provided under WAC 173-303-800 (9) 
and (10), or obtain an enforceable document in lieu of a post- 
closure permit, as provided under subsection (12) of this sec- 
tion. If a post-closure permit is required, the permit must 
address applicable groundwater monitoring, unsaturated 
zone monitoring, corrective action, and post-closure care 
requirements of this chapter. The denial of a permit for the 
active life of a dangerous waste management facility or unit 
does not affect the requirement to obtain a post-closure per- 
mit under this section. 

(3) TSD facility permits will be granted only if the objec- 
tives of the siting and performance standards set forth in 
WAC 173-303-282 and 173-303-283 are met. 

(4) Permits will be issued according to the requirements 
of all applicable TSD facility standards. 

(5) The owner/operator of a TSD facility is responsible 
for obtaining all other applicable federal, state, and local per- 
mits authorizing the development and operation of the TSD 
facility. 

(6) The terms used in regard to permits which are not 
defined in WAC 173-303-040 have the same meanings as set 
forth in 40 C.F.R. 270.2. 

(7) Exemptions. 

(a) A permit for an on-site cleanup action may be 
exempted as provided in a consent decree or order signed by 
the department and issued pursuant to chapter 70.105D 
RCW. 

(b) A permit is not required for an on-site cleanup action 
performed by the department pursuant to chapter 70.105D 
RCW. 

(c) Further exemptions. 

(i) A person is not required to obtain a dangerous waste 
permit for treatment or containment activities taken during 
immediate response to any of the following situations: 

(A) A discharge of a dangerous waste; 

(B) An imminent and substantial threat of a discharge of 
dangerous waste; 

(C) A discharge of a material that, when discharged, 
becomes a dangerous waste; 

(D) An immediate threat to human health, public safety, 
property, or the environment from the known or suspected 
presence of military munitions, other explosive material, or 
an explosive device, as determined by an explosive or muni- 
tions emergency response specialist as defined in WAC 173- 
303-040. 

(E) In the case of emergency responses involving mili- 
tary munitions, the responding military emergency response 
specialist's organizational unit must retain records for three 
years identifying the dates of the response, the responsible 
persons responding, the type and description of material 
addressed, and its disposition. 

(11) Any person who continues or initiates dangerous 
waste treatment or containment activities after the immediate 
response is over is subject to all applicable requirements of 
this chapter for those activities. 

(iii) Universal waste handlers and universal waste trans- 
porters (as defined in WAC 173-303-040) handling the 
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wastes listed below are not required to obtain a dangerous 
waste permit. These handlers are subject to regulation under 
WAC 173-303-573, when handling the below listed universal 
wastes. 

(A) Batteries as described in WAC 173-303-573(2); 

(B) Mercury-containing equipment as described in WAC 
173-303-573(3); and 

(C) Lamps as described in WAC 173-303-573(5). 

(8) Each permit issued under this chapter will contain 
terms and conditions as the department determines necessary 
to protect human health and the environment. 

(9) Closure by removal. Owners/operators of surface 
impoundments, land treatment units, and waste piles closing 
by removal or decontamination under 40 C.F.R. Part 265 
standards as referenced by WAC 173-303-400 must obtain a 
post-closure permit unless they can demonstrate to the 
department that the closure met the standards for closure by 
removal or decontamination in WAC 173-303-650(6), 173- 
303-655(8), or 173-303-660(9), as appropriate, and such 
removal or decontamination must assure that the levels of 
dangerous waste or dangerous waste constituents or residues 
do not exceed standards for closure at 40 C.F.R. Part 264. 
111, as appropriate. The demonstration may be made in the 
following ways: 

(a) If the owner/operator has submitted a Part B applica- 
tion for a post-closure permit, the owner/operator may 
request a determination, based on information contained in 
the application, that 40 C.F.R. Part 264.111 standards for clo- 
sure by removal were met. If the department believes that 40 
C.F.R. Part 264.111 standards were met, the department will 
notify the public of this proposed decision, allow for public 
comment, and reach a final determination according to the 
procedures in subsection (10) of this section. 

(b) If the owner/operator has not submitted a Part B 
application for a post-closure permit, the owner/operator may 
petition the department for a determination that a post-clo- 
sure permit is not required because the closure met the appli- 
cable 40 C.F.R. Part 264.111 closure standards. 

(1) The petition must include data demonstrating that 
standards for closure by removal or decontamination were 
met, or it must demonstrate that the unit closed under chapter 
173-303 WAC requirements that met or exceeded the appli- 
cable 40 C.F.R. Part 264.111 closure-by-removal standard. 

(11) The department will approve or deny the petition 
according to the procedures outline in subsection (10) of this 
section. 

(10) Procedures for closure equivalency determination. 

(a) If a facility owner/operator seeks an equivalency 
demonstration under subsection (9) of this section, the 
department will provide the public, through a newspaper 
notice, the opportunity to submit written comments on the 
information submitted by the owner/operator within thirty 
days from the date of the notice. The department will also, in 
response to a request or at the discretion of the department, 
hold a public hearing whenever such a hearing might clarify 
one or more issues concerning the equivalence of the 40 
C.F.R. Part 265 closure, as referenced by WAC 173-303-400, 
to a 40 C.F.R. Part 264.111 closure. The department will give 
public notice of the hearing at least thirty days before it 
occurs. (Public notice of the hearing may be given at the same 
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time as notice of the opportunity for the public to submit writ- 
ten comments, and the two notices may be combined.) 

(b) The department will determine whether the 40 C.F.R. 
Part 265 closure met 40 C.F.R. Part 264.111 closure by 
removal or decontamination requirements within ninety days 
of its receipt. If the department finds that the closure did not 
meet the applicable 40 C.F.R. Part 264.111 standards, the 
department will provide the owner/operator with a written 
statement of the reasons why the closure failed to meet 40 
C.F.R. Part 264.111 standards. The owner/operator may sub- 
mit additional information in support of an equivalency 
demonstration within thirty days after receiving such written 
statement. The department will review any additional infor- 
mation submitted and make a final determination within sixty 
days. 

(c) If the department determines that the facility did not 
close in accordance with 40 C.F.R. Part 264.111 standards 
for closure by removal, the facility is subject to post-closure 
permitting requirements. 

(11) The department may require a permittee or an appli- 
cant to submit information in order to establish permit condi- 
tions under subsection (8) of this section and WAC 173-303- 
806 (11)(d). 

(12) Enforceable documents for post-closure care. At the 
discretion of the department, an owner or operator may 
obtain, in lieu of a post-closure permit, an enforceable docu- 
ment imposing the requirements of 40 C.F.R. 265.121 as 
incorporated by reference in WAC 173-303-400 (3)(a). 
"Enforceable document" has the same meaning as defined in 
WAC 173-303-040. 


AMENDATORY SECTION (Amending WSR 15-01-123, 
filed 12/18/14, effective 1/18/15) 


WAC 173-303-806 Final facility permits. (1) Applica- 
bility. This section applies to all dangerous waste facilities 
required to have a final facility permit. The final facility per- 
mit requirements are applicable to: 

(a) Final status TSD facilities; and 

(b) Certain recycling facilities that are not exempt from 
the permit requirements. 

(2)(a) Application. Any person subject to the permit 
requirements of this section who intends to operate a new 
TSD facility must comply with WAC 173-303-281 and apply 
for a final facility permit. The department may, at any time, 
require the owner or operator of an existing TSD facility to 
apply for a final facility permit. Such owner or operator will 
be allowed one hundred eighty days to submit his applica- 
tion; the department may extend the length of the application 
period if it finds that there are good reasons to do so. The 
owner or operator of an existing TSD facility may voluntarily 
apply for a final facility permit at any time. Any person seek- 
ing a final facility permit must complete, sign, and submit an 
application to the department. An application must consist of 
a Part A permit form (which can be obtained from the depart- 
ment), and the contents of Part B as specified in subsection 
(4) of this section. The requirements for the contents of a part 
A permit application are at WAC 173-303-803(3). 

(b) Persons covered by permits by rule (WAC 173-303- 
802) need not apply. Procedures for applications, issuance 
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and administration of emergency permits are found exclu- 
sively in WAC 173-303-804. Procedures for application, 
issuance and administration of research, development, and 
demonstration permits are found exclusively in WAC 173- 
303-809. 

(3) Effective regulations. A final facility permit will 
include all applicable requirements of this chapter which are 
in effect on the date that the permit is issued by the depart- 
ment, WAC 173-303-840(7) provides a means for reopening 
permit proceedings at the discretion of the department where 
new requirements become effective during the permitting 
process and are of sufficient magnitude to make additional 
proceedings desirable. Any other changes to the final facility 
permit will be in accordance with the permit modification 
requirements of WAC 173-303-830. 

(4) Contents of Part B. Part B of a permit application 
must consist of the information required in (a) through (m) of 
this subsection. 

(a) General requirements. Part B of the permit applica- 
tion consists of the general information requirements of this 
subsection, and the specific information requirements in (b) 
through (h) of this subsection as applicable to the facility. 
The Part B information requirements presented in (a) through 
(h) of this subsection, reflect the standards promulgated in 
WAC 173-303-600. These information requirements are nec- 
essary in order for the department to determine compliance 
with WAC 173-303-600 through 173-303-670. If owners and 
operators of TSD facilities can demonstrate that the informa- 
tion prescribed in Part B cannot be provided to the extent 
required, the department may make allowance for submission 
of such information on a case-by-case basis. Information 
required in Part B must be submitted to the department and 
signed in accordance with requirements in WAC 173-303- 
810(12). ((Certaintechnieal data,such-as-desien drawings 


by ategistered prefessionalengmeer-)) All documents as 
defined in WAC 196-23-020(1) submitted under this section 
shall be subject to chapters 196-23 WAC and 18.43 RCW. 
For post-closure permits, only the information specified in 
WAC 173-303-806 (4)(0) is required in Part B of the permit 
application. The following information is required for all 
TSD facilities, except as WAC 173-303-600(3) provides oth- 
erwise. 

(i) A general description of the facility. 

(ii) Chemical, biological, and physical analyses of the 
dangerous waste and hazardous debris to be handled at the 
facility. At a minimum, these analyses must contain all the 
information which must be known to treat, store, or dispose 
of the wastes properly in accordance with WAC 173-303- 
600. 

(iii) A copy of the waste analysis plan required by WAC 
173-303-300(5) and, if applicable WAC 173-303-300 (5)(g). 

(iv) A description of the security procedures and equip- 
ment required by WAC 173-303-310, or a justification 
demonstrating the reasons for requesting a waiver of this 
requirement. 

(v) A copy of the general inspection schedule required 
by WAC 173-303-320(2): Include where applicable, as part 
of the inspection schedule, specific requirements in WAC 
173-303-395 (1)(d), 173-303-630(6), 173-303-640 (4)(a)(i) 
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and (6), 173-303-650(4), 173-303-655(4), 173-303-660 (4) 
and (5), 173-303-665(4), 173-303-670(7), and 173-303-680 
(3), and 40 C.F.R. 264.1033, 264.1035, 264.1052, 264.1053, 
264.1058, 264.1064, 264.1067, 264.1084, 264.1085, 264. 
1086, and 264.1088. 

(vi) A justification of any request for a waiver(s) of the 
preparedness and prevention requirements of WAC 173-303- 
340, or a description of the procedures used to comply with 
these requirements. 

(vii) A copy of the contingency plan required by WAC 
173-303-350: Include, where applicable, as part of the con- 
tingency plan, specific requirements in WAC 173-303-640 
(7), 173-303-650(5) and 173-303-660(6). 

(viii) A description of procedures, structures, or equip- 
ment used at the facility to: 

(A) Prevent hazards and contain spills in unloading/load- 
ing operations (for example, ramps, berms, pavement, special 
forklifts); 

(B) Prevent runoff from dangerous waste handling areas 
to other areas of the facility or environment, or to prevent 
flooding (for example, berms, dikes, trenches); 

(C) Prevent contamination of water supplies; 

(D) Mitigate effects of equipment failure and power out- 
ages; 

(E) Prevent undue exposure of personnel to dangerous 
waste (for example, protective clothing); and 

(F) Prevent releases to the atmosphere. 

(ix) A description of precautions to prevent accidental 
ignition or reaction of ignitable, reactive, or incompatible 
wastes as required to demonstrate compliance with WAC 
173-303-395 including documentation demonstrating com- 
pliance with WAC 173-303-395 (1)(c). 

(x) Traffic pattern, estimated volume (number, types of 
vehicles) and control (for example, show turns across traffic 
lanes, and stacking lanes (if appropriate); describe access 
road surfacing and load bearing capacity; show traffic control 
signals). 

(xi) Seismic risk consideration. The owner/operator of a 
proposed facility or expansion of an existing facility must 
identify the seismic risk zone in which the facility is intended 
to be located. Where state or local maps are not available, 
United States Geological Survey Open File Report number 
82-1033 may be used to identify seismic risk zones. The 
owner/operator must demonstrate that the facility can and 
will be designed to resist seismic ground motion and that the 
design is sufficient to withstand the maximum horizontal 
acceleration of a design earthquake specified in the demon- 
stration. 

(xii) An outline of both the introductory and continuing 
training programs by owners or operators to prepare persons 
to operate or maintain the TSD facility in a safe manner as 
required to demonstrate compliance with WAC 173-303-330. 
A brief description of how training will be designed to meet 
actual job tasks in accordance with requirements in WAC 
173-303-330 (1)(d). 

(xiii) A copy of the closure plan and, where applicable, 
the post-closure plan required by WAC 173-303-610 (3) and 
(8). Include, where applicable, as part of the plans, specific 
requirements in WAC 173-303-630(10), 173-303-640(8), 
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173-303-650(6), 173-303-655(8), 173-303-660(9), 173-303- 
665(6), 173-303-670(8), and 173-303-680 (2) and (4). 

(xiv) For dangerous waste disposal units that have been 
closed, documentation that notices required under WAC 173- 
303-610(10) have been filed. 

(xv) The most recent closure cost estimate for the facility 
prepared in accordance with WAC 173-303-620(3) and a 
copy of the documentation required to demonstrate financial 
assurance under WAC 173-303-620(4). For a new facility, a 
copy of the required documentation may be submitted sixty 
days prior to the initial receipt of dangerous wastes, if that is 
later than the submission of the Part B. 

(xvi) Where applicable, the most recent post-closure cost 
estimate for the facility prepared in accordance with WAC 
173-303-620(5) plus a copy of the documentation required to 
demonstrate financial assurance under WAC 173-303-620 
(6). For a new facility, a copy of the required documentation 
may be submitted sixty days prior to the initial receipt of dan- 
gerous wastes, if that is later than the submission of the Part 
B. 

(xvii) Where applicable, a copy of the insurance policy 
or other documentation which comprises compliance with the 
requirements of WAC 173-303-620(8). For a new facility, 
documentation showing the amount of insurance meeting the 
specification of WAC 173-303-620 (8)(a) and, if applicable, 
WAC 173-303-620 (8)(b), that the owner or operator plans to 
have in effect before initial receipt of dangerous waste for 
treatment, storage, or disposal. A request for a variance in the 
amount of required coverage, for a new or existing facility, 
may be submitted as specified in WAC 173-303-620 (8)(c). 

(xviii) A topographic map showing a distance of one 
thousand feet around the facility at a scale of 2.5 centimeters 
(1 inch) equal to not more than 61.0 meters (200 feet). Con- 
tours must be shown on the map. The contour interval must 
be sufficient to clearly show the pattern of surface water flow 
in the vicinity of and from each operational unit of the facil- 
ity. For example, contours with an interval of 1.5 meters (5 
feet), if relief is greater than 6.1 meters (20 feet), or an inter- 
val of 0.6 meters (2 feet), if relief is less than 6.1 meters (20 
feet). Owners and operators of TSD facilities located in 
mountainous areas should use large contour intervals to ade- 
quately show topographic profiles of facilities. The map must 
clearly show the following: 

(A) Map scale and date; 

(B) One hundred-year flood plain area; 

(C) Surface waters including intermittent streams; 

(D) Surrounding land uses (residential, commercial, 
agricultural, recreational); 

(E) A wind rose (i.e., prevailing windspeed and direc- 
tion); 

(F) Orientation of the map (north arrow); 

(G) Legal boundaries of the TSD facility site; 

(H) Access control (fences, gates); 

(I) Injection and withdrawal wells both on-site and off- 
site; 

(J) Buildings; treatment, storage, or disposal operations; 
or other structure (recreation areas, runoff control systems, 
access and internal roads, storm, sanitary, and process sewer- 
age systems, loading and unloading areas, fire control facili- 
ties, etc.); 
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(K) Barriers for drainage or flood control; and 

(L) Location of operational units within the TSD facility 
site, where dangerous waste is (or will be) treated, stored, or 
disposed (include equipment clean-up areas). 

(Note - For large TSD facilities the department will 
allow the use of other scales on a case-by-case basis.) 

(xix) Applicants may be required to submit such infor- 
mation as may be necessary to enable the department to carry 
out its duties under other state or federal laws as required. 

(xx) Additional information requirements. The follow- 
ing additional information regarding protection of groundwa- 
ter is required from owners or operators of dangerous waste 
facilities containing a regulated unit except as otherwise pro- 
vided in WAC 173-303-645 (1)(b): 

(A) A summary of the groundwater monitoring data 
obtained during the interim status period under 40 C.F.R. 
265.90 through 265.94, where applicable; 

(B) Identification of the uppermost aquifer and aquifers 
hydraulically interconnected beneath the facility property, 
including groundwater flow direction and rate, and the basis 
for such identification (that is, the information obtained from 
hydrogeologic investigations of the facility area); 

(C) On the topographic map required under (a)(xviii) of 
this subsection, a delineation of the waste management area, 
the property boundary, the proposed "point of compliance" as 
defined under WAC 173-303-645(6), the proposed location 
of groundwater monitoring wells as required under WAC 
173-303-645(8), and, to the extent possible, the information 
required in (a)(xx)(B) of this subsection; 

(D) A description of any plume of contamination that has 
entered the groundwater from a regulated unit at the time that 
the application was submitted that: 

(I) Delineates the extent of the plume on the topographic 
map required under (a)(xviii) of this subsection; 

(ID Identifies the concentration of each constituent 
throughout the plume or identifies the maximum concentra- 
tions of each constituent in the plume. (Constituents are those 
listed in Appendix "Ground-Water Monitoring List" in 
Chemical Testing Methods for Designating Dangerous 
Waste which is incorporated at WAC 173-303-110 (3)(c) and 
(7), and any other constituents not listed there which have 
caused a managed waste to be regulated under this chapter.); 

(E) Detailed plans and an engineering report describing 
the proposed groundwater monitoring program to be imple- 
mented to meet the requirements of WAC 173-303-645(8); 

(F) If the presence of dangerous constituents has not 
been detected in the groundwater at the time of permit appli- 
cation, the owner or operator must submit sufficient informa- 
tion, supporting data, and analyses to establish a detection 
monitoring program which meets the requirements of WAC 
173-303-645(9). This submission must address the following 
items specified under WAC 173-303-645(9): 

(I) A proposed list of indicator parameters, waste constit- 
uents, or reaction products that can provide a reliable indica- 
tion of the presence of dangerous constituents in the ground- 
water; 

(ID A proposed groundwater monitoring system; 

(IH) Background values for each proposed monitoring 
parameter or constituent, or procedures to calculate such val- 
ues; and 
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(IV) A description of proposed sampling, analysis and 
statistical comparison procedures to be utilized in evaluating 
groundwater monitoring data; 


(G) If the presence of dangerous constituents has been 
detected in the groundwater at the point of compliance at the 
time of permit application, the owner or operator must submit 
sufficient information, supporting data, and analyses to estab- 
lish a compliance monitoring program which meets the 
requirements of WAC 173-303-645(10). The owner or oper- 
ator must also submit an engineering feasibility plan for a 
corrective action program necessary to meet the requirements 
of WAC 173-303-645(11) except as provided in WAC 173- 
303-645 (9)(h)(v). Alternatively, the owner or operator can 
obtain written authorization in advance from the department 
to submit a proposed permit schedule for development and 
submittal of such information. To demonstrate compliance 
with WAC 173-303-645(10), the owner or operator must 
address the following items: 


(1) A description of the wastes previously handled at the 
facility; 

(ID A characterization of the contaminated groundwater, 
including concentrations of dangerous constituents and 
parameters; 


(IH) A list of constituents and parameters for which com- 
pliance monitoring will be undertaken in accordance with 
WAC 173-303-645 (8) and (10); 

(IV) Proposed concentration limits for each dangerous 
constituent and parameter, based on the criteria set forth in 
WAC 173-303-645 (5)(a), including a justification for estab- 
lishing any alternate concentration limits; 

(V) Detailed plans and an engineering report describing 
the proposed groundwater monitoring system, in accordance 
with the requirements of WAC 173-303-645(8); and 


(VI) A description of proposed sampling, analysis and 
statistical comparison procedures to be utilized in evaluating 
groundwater monitoring data; and 


(H) If dangerous constituents or parameters have been 
measured in the groundwater which exceed the concentration 
limits established under WAC 173-303-645(5), Table 1, or if 
groundwater monitoring conducted at the time of permit 
application under 40 C.F.R. 265.90 through 265.94 at the 
waste boundary indicates the presence of dangerous constitu- 
ents from the facility in groundwater over background con- 
centrations, the owner or operator must submit sufficient 
information, supporting data, and analyses to establish a cor- 
rective action program which meets the requirements of 
WAC 173-303-645(11). However, an owner or operator is 
not required to submit information to establish a corrective 
action program if he demonstrates to the department that 
alternate concentration limits will protect human health and 
the environment after considering the criteria listed in WAC 
173-303-645(5). An owner or operator who is not required to 
establish a corrective action program for this reason must 
instead submit sufficient information to establish a compli- 
ance monitoring program which meets the requirements of 
WAC 173-303-645 (10) and (a)(xx)(F) of this subsection. To 
demonstrate compliance with WAC 173-303-645(11), the 
owner or operator must address, at a minimum, the following 
items: 
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(I) A characterization of the contaminated groundwater, 
including concentrations of dangerous constituents and 
parameters; 

(ID) The concentration limit for each dangerous constitu- 
ent and parameter found in the groundwater as set forth in 
WAC 173-303-645(5); 

(IH) Detailed plans and an engineering report describing 
the corrective action to be taken; 

(IV) A description of how the groundwater monitoring 
program will demonstrate the adequacy of the corrective 
action; and 

(V) The permit may contain a schedule for submittal of 
the information required in (a)(xx)(H)(IHJ) and (IV) of this 
subsection, provided the owner or operator obtains written 
authorization from the department prior to submittal of the 
complete permit application. 

(xxi) Contingent groundwater protection program. The 
following actions are required for owners or operators of pro- 
posed land-based facilities and may be required for owners/ 
operators of existing land-based facilities, except as provided 
in WAC 173-303-645 (1)(b). 

(A) Contingent groundwater protection program. The 
owner or operator must develop a contingent groundwater 
protection program. The purpose of this program will be to 
prevent the migration of dangerous waste or dangerous waste 
constituents from waste management units to the nearest 
hydraulically downgradient receptor at any time during the 
life of the facility. For the purposes of this subsection, the 
downgradient receptor will be the facility property line, 
perennial surface water or domestic well, whichever is near- 
est to the dangerous waste management unit. The contingent 
groundwater protection program must at a minimum: 

(I) Define the local and regional hydrogeologic charac- 
teristics. The contingent groundwater protection program 
must be based on a sufficient understanding of site geology, 
hydrology, and other factors to allow evaluation of its ade- 
quacy by the department. Site characterization must be per- 
formed in sufficient detail to provide, at a minimum, the fol- 
lowing information: Site geostratigraphy; site hydrostratigra- 
phy; identification of aquifers, aquitards, and aquicludes; 
flow models for each stratum (i.e., porus media or fracture 
flow); the distribution of vertical and horizontal hydraulic 
conductivity; effective porosity; horizontal and vertical 
hydraulic gradients; groundwater travel time to receptors; 
and heterogeneity for each stratigraphic unit. Site interpreta- 
tive models must include ranges of tested values: The provi- 
sions of WAC 173-303-806 (4)(a)(xx) and 173-303-645, 
must be used as guidance in the development of the contin- 
gent groundwater protection program. 

(II) Identify the range of potential release scenarios that 
could occur during facility operation and the post-closure 
care period. The scenarios must incorporate the intended 
design(s) of the dangerous waste management unit(s), wastes 
to be placed in the dangerous waste management unit(s), 
waste and leachate chemistry, waste, and soil and rock geo- 
chemical interactions, and the results of site characterization 
pursuant to WAC 173-303-806 (4)(a)(xx) and (xxi); 

(IID) Include specific physical action to be taken if dan- 
gerous waste or dangerous waste constituents are detected in 
one or more of the monitoring wells. The physical actions 
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must be based upon engineering feasibility studies describing 
remedial actions established from site specific conditions and 
waste features. Such actions may include installation of a 
pump and treat system between the monitoring well and the 
receptor or installation of a section of slurry wall to decrease 
groundwater travel times. The description of the systems 
must also provide how the remediation system will achieve 
cleanup, its efficiency, and the time frames involved; 

(IV) Incorporate the design, construction, and sampling 
methods outlined in WAC 173-303-645 (8)(c), (d), (e), (f), 
and (8); 

(V) Demonstrate to the satisfaction of the department 
that the owner/operator of the dangerous waste management 
facility has the financial capability to implement the pro- 
posed groundwater protection plan; and 

(VD Include reporting procedures to the department. 

(B) The response actions identified in WAC 173-303- 
806 (4)(a)(xxi)(A)(III) must be activated if the presence of 
dangerous waste or dangerous waste constituents have been 
detected at the point of compliance in accordance with WAC 
173-303-645 (9)(g), and must continue until the concentra- 
tion of dangerous waste or dangerous waste constituents 
under WAC 173-303-645(4) are reduced to levels below their 
respective concentration limits specified in WAC 173-303- 
645(5). 

(C) If the owner/operator does not demonstrate that the 
groundwater protection program will prevent the migration 
of dangerous waste or its constituents to the nearest receptor, 
the department will require corrections to be made in the pro- 
tection program, increase setbacks from the nearest receptor, 
or deny the permit. 

(xxii) Additional requirements for incineration facilities. 
The following actions regarding the protection of human 
health and the environment must be taken by owners/opera- 
tors of proposed hazardous waste incineration facilities and 
may be required for owners or operators of existing incinera- 
tion facilities. 

(A) Ambient monitoring program. The owner/operator 
will be required to develop an ambient monitoring program. 
The purpose of this ambient monitoring program will be to: 
Gather baseline environmental information characterizing 
on-site and off-site environmental conditions prior to facility 
operation; and, to identify and measure changes in the envi- 
ronment which may be linked to the construction and opera- 
tion of the facility. The ambient monitoring program must, at 
a minimum: 

(I) Include a characterization of facility emission sources 
and pathways of contaminant transport. 

(ID) Characterize local and regional ecosystems, includ- 
ing agricultural, and their sensitivity to the potential contam- 
inants from the facility. 

(I) Incorporate the findings of the environmental 
impact statement's health risk assessment and/or other assess- 
ments specific to the proposal or available to the scientific 
community regarding emissions from dangerous waste man- 
agement facilities and their potential human health and envi- 
ronmental effects. 

(IV) Identify sensitive indicator plants and animals for 
biomonitoring, identify specific chemical constituents of 
concern, sampling locations, sampling frequency, sampling 
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and analytical methods, chain of custody procedures, quality 
assurance/quality control procedures, reporting times, 
recordkeeping procedures, and data evaluation procedures. 

(B) Environmental review procedures. The owner/oper- 
ator must establish procedures to allow for public review of 
facility operation and all monitoring data required by the 
facility's permit. In developing this process, the owner/opera- 
tor must, at a minimum: 

(I) Coordinate this effort with the public and interested 
local organizations; 

(ID Identify the informational needs of the community 
and develop a public information process which meets these 
needs; and 

(IH) Develop procedures allowing full access by the pub- 
lic to all monitoring data required by the permit. 

(C) Impact mitigation plan. Prior to the department issu- 
ing a permit, the owner/operator must submit an impact miti- 
gation plan which demonstrates to the satisfaction of the 
department that the owner/operator will mitigate all probable 
significant adverse impacts, including economic, due to facil- 
ity location and operations. The owner/operator must use as a 
basis for identifying probable significant adverse economic 
impacts those probable economic impacts identified during a 
public review process, such as the environmental impact 
statement scoping process, if applicable. 

The plan must include, but is not limited to, a description 
of what the owner/operator will do to reduce or prevent any 
probable significant impacts before they occur, to mitigate 
such impacts should they occur, and to ensure the owner/ 
operator has and will have the financial capability to imple- 
ment such preventative and mitigative measures. Mitigation 
measures may include, as an element, financial compensation 
to adversely affected parties. 

This plan may be submitted with environmental reports 
the department requires for compliance with the State Envi- 
ronmental Policy Act, with the written citizen proponent 
negotiation report and agreements, or with the Part B permit 
application. If the plan does not demonstrate that the 
owner/operator is capable of adequately mitigating the iden- 
tified probable significant adverse economic impacts, the 
department will require modification of the plan or of the pro- 
posed facility location, or will deny the permit application. 
The department must be satisfied with the plan prior to the 
issuance of the permit. 

(xxiii) Information requirements for solid waste manage- 
ment units. 

(A) The following information is required for each solid 
waste management unit: 

(I) The location of the unit on the topographic map 
required under (a)(xvi11) of this subsection. 

(ID Designation of type of unit. 

(IID) General dimensions and structural description (sup- 
ply any available drawings). 

(IV) Time frame over which the unit was operated. 

(V) Specification of all wastes that have been managed 
in the unit, to the extent available. 

(B) The owner/operator of any facility containing one or 
more solid waste management units must submit all available 
information pertaining to any release of dangerous wastes or 
dangerous constituents from such unit or units. 
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(C) The owner/operator must conduct and provide the 
results of sampling and analysis of groundwater, landsurface, 
and subsurface strata, surface water, or air, which may 
include the installation of wells, where the department deter- 
mines it is necessary to complete a RCRA Facility Assess- 
ment that will determine if a more complete investigation is 
necessary. 

WAC 173-303-806 (4)(a)(xxiv): 

(xxiv) Information requirements for known releases. 

(A) In order to provide for corrective action necessary to 
protect human health and the environment, the following 
information is required for all known significant releases of 
dangerous waste and dangerous constituents (as defined by 
WAC 173-303-64610(4)) at, and from, the facility. A signif- 
icant release is a release which has affected or has the poten- 
tial to affect human health or the environment at or beyond 
the facility. 

(I) The location of the release on the topographic map 
required under (a)(xviii) of this subsection. 

(ID) General dimensions of the release and any relevant 
structural description. For example, if the release is from a 
storage tank, provide a structural description of the tank. Sup- 
ply any available drawings. 

(II) Time frame over which the release occurred. 

(IV) Specification of all dangerous waste or dangerous 
constituents (as defined by WAC 173-303-64610(4)) present 
in the release, to the extent available. 

(xxv) A summary of the preapplication meeting, along 
with a list of attendees and their addresses, and copies of any 
written comments or materials submitted at the meeting, as 
required under WAC 173-303-281 (3)(c). 

(xxvi) For land disposal facilities, if a case-by-case 
extension has been approved under 40 C.F.R. 268.5 or a peti- 
tion has been approved under 40 C.F.R. 268.6, a copy of the 
notice of approval for the extension or petition is required. 

(b) Specific Part B information requirements for contain- 
ers. Except as otherwise provided in WAC 173-303-600(3), 
owners or operators of facilities that store containers of dan- 
gerous waste must provide the following additional informa- 
tion: 

(i) A description of the containment system to demon- 
strate compliance with WAC 173-303-630(7). Show at least 
the following: 

(A) Basic design parameters, dimensions, and materials 
of construction including allowance for a twenty-five-year, 
twenty-four-hour storm; 

(B) How the design promotes positive drainage control 
or how containers are kept from contact with standing liquids 
in the containment system; 

(C) Capacity of the containment system relative to the 
volume of the largest container to be stored; 

(D) Provisions for preventing or managing run-on; 

(E) How accumulated liquids can be analyzed and 
removed to prevent overflow; and 

(F) A description of the building or other protective cov- 
ering for EHW containers; 

(ii) For storage areas that store containers holding wastes 
that do not contain free liquids, a demonstration of compli- 
ance with WAC 173-303-630 (7)(c), including: 
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(A) Test procedures and results or other documentation 
or information to show that the wastes do not contain free liq- 
uids; and 

(B) A description of how the storage area is designed or 
operated to drain and remove liquids or how containers are 
kept from contact with standing liquids; 

(iii) A description of the procedures for labeling contain- 
ers; 

(iv) Sketches, drawings, or data demonstrating compli- 
ance with WAC 173-303-630(8) (location of buffer zone and 
containers holding ignitable or reactive wastes) and WAC 
173-303-630 (9)(c) (location of incompatible wastes), where 
applicable; 

(v) Where incompatible wastes are stored or otherwise 
managed in containers, a description of the procedures used 
to ensure compliance with WAC 173-303-630 (9)(a) and (b), 
and 173-303-395 (1)(b) and (c); and 

(vi) Information on air emission control equipment as 
required in (m) of this subsection. 

(c) Specific Part B information requirements for tanks. 
Except as otherwise provided in WAC 173-303-600(3), own- 
ers and operators of facilities that use tanks to store or treat 
dangerous waste must provide the following information: 

(i) A written assessment that is reviewed and certified by 
an independent, qualified, registered professional engineer as 
to the structural integrity and suitability for handling danger- 
ous waste of each tank system, as required under WAC 173- 
303-640 (2) and (3); 

(11) Dimensions and capacity of each tank; 

(111) Description of feed systems, safety cutoff, bypass 
systems, and pressure controls (e.g., vents); 

(iv) A diagram of piping, instrumentation, and process 
flow for each tank system; 

(v) A description of materials and equipment used to 
provide external corrosion protection, as required under 
WAC 173-303-640 (3)(a)(iii)(B); 

(vi) For new tank systems, a detailed description of how 
the tank system(s) will be installed in compliance with WAC 
173-303-640 (3)(b), (c), (d), and (e); 

(vii) Detailed plans and a description of how the second- 
ary containment system for each tank system is or will be 
designed, constructed, and operated to meet the requirements 
of WAC 173-303-640 (4)(a), (b), (c), (d), (e), and (f); 

(viii) For tank systems for which a variance from the 
requirements of WAC 173-303-640(4) is sought (as provided 
by WAC 173-303-640 (4)(g)): 

(A) Detailed plans and engineering and hydrogeologic 
reports, as appropriate, describing alternate design and oper- 
ating practices that will, in conjunction with location aspects, 
prevent the migration of any dangerous waste or dangerous 
constituents into the groundwater or surface water during the 
life of the facility; or 

(B) A detailed assessment of the substantial present or 
potential hazards posed to human health or the environment 
should a release enter the environment. 

(ix) Description of controls and practices to prevent 
spills and overflows, as required under WAC 173-303-640 
(5)(b); 

(x) For tank systems in which ignitable, reactive, or 
incompatible wastes are to be stored or treated, a description 
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of how operating procedures and tank system and facility 
design will achieve compliance with the requirements of 
WAC 173-303-640 (9) and (10); 

(xi) A description of the marking and/or labeling of 
tanks; 

(xii) Tank design to prevent escape of vapors and emis- 
sions of acutely or chronically toxic (upon inhalation) EHW; 
and 

(xiii) Information on air emission control equipment as 
required in (m) of this subsection. 

(d) Specific Part B information requirements for surface 
impoundments. Except as otherwise provided in WAC 173- 
303-600(3), owners and operators of facilities that store, 
treat, or dispose of dangerous waste in surface impoundments 
must provide the following additional information: 

(i) A list of the dangerous wastes placed or to be placed 
in each surface impoundment; 

(ii) Detailed plans and an engineering report describing 
how the surface impoundment is designed, and is or will be 
constructed, operated and maintained to meet the require- 
ments of WAC 173-303-650 (2)(j), (10), (11), and 173-303- 
335, addressing the following items: 

(A) The liner system (except for an existing portion of a 
surface impoundment), including the certification required 
by WAC 173-303-650 (2)(a)(1)(D) for EHW management. If 
an exemption from the requirement for a liner is sought as 
provided by WAC 173-303-650 (2)(b), submit detailed plans 
and engineering and hydrogeologic reports, as appropriate, 
describing alternate design and operating practices that will, 
in conjunction with location aspects, prevent the migration of 
any dangerous constituents into the groundwater or surface 
water at any future time; 

(B) Prevention of overtopping; 

(C) Structural integrity of dikes; 

(D) The double liner and leak (leachate) detection, col- 
lection, and removal system, if the surface impoundment 
must meet the requirements of WAC 173-303-650 (2)(j). If 
an exemption from the requirements for double liners and a 
leak detection, collection, and removal system or alternative 
design is sought as provided by WAC 173-303-650 (2)(k), 
(1), or (m), submit appropriate information; 

(E) If the leak detection system is located in a saturated 
zone, submit detailed plans and an engineering report 
explaining the leak detection system design and operation, 
and the location of the saturated zone in relation to the leak 
detection system; 

(F) The construction quality assurance (CQA) plan if 
required under WAC 173-303-335; and 

(G) Proposed action leakage rate, with rationale, if 
required under WAC 173-303-650(10), and response action 
plan, if required under WAC 173-303-650(1 1). 

(iii) Reserve. 

(iv) A description of how each surface impoundment, 
including the double liner system, leak detection system, 
cover systems and appurtenances for control of overtopping, 
will be inspected in order to meet the requirements of WAC 
173-303-650 (4)(a), (b), and (d). This information should be 
included in the inspection plan submitted under (a)(v) of this 
subsection; 
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(v) A certification by an independent qualified registered 
professional engineer which attests to the structural integrity 
of each dike, as required under WAC 173-303-650 (4)(c). For 
new units, the owner or operator must submit a statement by 
an independent qualified registered professional engineer 
that he will provide such a certification upon completion of 
construction in accordance with the plans and specifications; 

(vi) A description of the procedure to be used for remov- 
ing a surface impoundment from service, as required under 
WAC 173-303-650 (5)(b) and (c). This information should be 
included in the contingency plan submitted under (a)(vii) of 
this subsection; 

(vii) A description of how dangerous waste residues and 
contaminated materials will be removed from the unit at clo- 
sure, as required under WAC 173-303-650 (6)(a)(i). For any 
wastes not to be removed from the unit upon closure, the 
owner or operator must submit detailed plans and an engi- 
neering report describing how WAC 173-303-650 (6)(a)(11) 
and (b) will be complied with. This information should be 
included in the closure plan and, where applicable, the post- 
closure plan submitted under (a)(xiii) of this subsection; 

(viii) If ignitable or reactive wastes are to be placed in a 
surface impoundment, an explanation of how WAC 173-303- 
650(7) will be complied with; 

(ix) If incompatible wastes, or incompatible wastes and 
materials will be placed in a surface impoundment, an expla- 
nation of how WAC 173-303-650(8) will be complied with; 

(x) Where applicable, a waste management plan for Dan- 
gerous Waste Nos. F020, F021, F022, F023, F026, or F027 
describing how the surface impoundment is or will be 
designed to meet the requirements of WAC 173-303-650(9); 
and 

(xi) Information on air emission control equipment as 
required in (m) of this subsection. 

(e) Specific Part B information requirements for waste 
piles. Except as otherwise provided in WAC 173-303-600(3), 
owners and operators of facilities that store or treat dangerous 
waste in waste piles must provide the following additional 
information: 

(i) A list of dangerous wastes placed or to be placed in 
each waste pile; 

(ii) If an exemption is sought to WAC 173-303-660(2), 
and 173-303-645 as provided by WAC 173-303-660 (1)(c), 
an explanation of how the standards of WAC 173-303-660 
(1)(c) will be complied with; 

(iii) Detailed plans and an engineering report describing 
how the waste pile is designed, and is or will be constructed, 
operated, and maintained to meet the requirements of WAC 
173-303-335, 173-303-660 (2)(j), (11) and (12), addressing 
the following items: 

(A)(I) The liner system (except for an existing portion of 
a pile) if the waste pile must meet the requirements of WAC 
173-303-660(2), including the independent qualified regis- 
tered professional engineer's certification when required by 
WAC 173-303-660 (2)(c). If an exemption from the require- 
ment for a liner is sought, as provided by WAC 173-303-660 
(2)(d), submit detailed plans and engineering and hydrogeo- 
logic reports, as applicable, describing alternate design and 
operating practices that will, in conjunction with location 


Proposed [124] 


Washington State Register, Issue 20-08 


aspects, prevent the migration of any dangerous constituents 
into the groundwater or surface water at any future time; 

(ID The double liner and leak (leachate) detection, col- 
lection, and removal system, if the waste pile must meet the 
requirements of WAC 173-303-660 (2)(j). If an exemption 
from the requirements for double liners and a leak detection, 
collection, and removal system or alternative design is sought 
as provided by WAC 173-303-660 (2)(k), (1), or (m), submit 
appropriate information; 

(II) If the leak detection system is located in a saturated 
zone, submit detailed plans and an engineering report 
explaining the leak detection system design and operation, 
and the location of the saturated zone in relation to the leak 
detection system; 

(IV) The construction quality assurance (CQA) plan if 
required under WAC 173-303-335; 

(V) Proposed action leakage rate, with rationale, if 
required under WAC 173-303-660(3), and response action 
plan, if required under WAC 173-303-660(4); 

(B) Control of run-on; 

(C) Control of runoff; 

(D) Management of collection and holding units associ- 
ated with run-on and runoff control systems; and 

(E) Control of wind dispersal of particulate matter, 
where applicable; 

(iv) Reserve. 

(v) A description of how each waste pile, including the 
double liner system, leachate collection and removal system, 
leak detection system, cover system and appurtenances for 
control of run-on and runoff, will be inspected in order to 
meet the requirements of WAC 173-303-660(5). This infor- 
mation should be included in the inspection plan submitted 
under (a)(v) of this subsection. If an exemption is sought to 
WAC 173-303-645 pursuant to WAC 173-303-660(4), 
describe in the inspection plan how the inspection require- 
ments of WAC 173-303-660 (4)(a)(iii) will be complied 
with; 

(vi) If treatment is carried out on or in the pile, details of 
the process and equipment used, and the nature and quality of 
the residuals; 

(vii) If ignitable or reactive wastes are to be placed in a 
waste pile, an explanation of how the requirements of WAC 
173-303-660(7) will be complied with; 

(viii) If incompatible wastes, or incompatible wastes and 
materials will be placed in a waste pile, an explanation of 
how WAC 173-303-660(8) will be complied with; 

(ix) A description of how dangerous waste, waste resi- 
dues and contaminated materials will be removed from the 
waste pile at closure, as required under WAC 173-303-660 
(9)(a). For any waste not to be removed from the waste pile 
upon closure, the owner or operator must submit detailed 
plans and an engineering report describing how WAC 173- 
303-665 (6)(a) and (b) will be complied with. This informa- 
tion should be included in the closure plan and, where appli- 
cable, the post-closure plan submitted under (a)(xiii) of this 
subsection; 

(x) Where applicable, a waste management plan for Dan- 
gerous Waste Nos. F020, F021, F022, F023, F026, or F027 
describing how a waste pile that is not enclosed (as defined in 
WAC 173-303-660 (1)(c)) is or will be designed, con- 
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structed, operated, and maintained to meet the requirements 
of WAC 173-303-660(10). 

(f) Specific Part B information requirements for inciner- 
ators. Except as WAC 173-303-670(1) and subsection (4)(f) 
(v) of this section provide otherwise, owners and operators of 
facilities that incinerate dangerous waste must fulfill the 
informational requirements of (f) of this subsection. 

(i) When seeking an exemption under WAC 173-303- 
670 (1)(b) (ignitable or reactive wastes only): 

(A) Documentation that the waste is listed as a danger- 
ous waste in WAC 173-303-080, solely because it is ignit- 
able; or 

(B) Documentation that the waste is listed as a dangerous 
waste in WAC 173-303-080, solely because it is reactive for 
characteristics other than those listed in WAC 173-303-090 
(7)(a)(iv) and (v), and will not be burned when other danger- 
ous wastes are present in the combustion zone; or 

(C) Documentation that the waste is a dangerous waste 
solely because it possesses the characteristic of ignitability, 
as determined by the tests for characteristics of dangerous 
waste under WAC 173-303-090; or 

(D) Documentation that the waste is a dangerous waste 
solely because it possesses the reactivity characteristics listed 
in WAC 173-303-090 (7)(a)(1), (ii), Gii), (vi), (vii), and (viii), 
and that it will not be burned when other dangerous wastes 
are present in the combustion zone. 

(11) Submit a trial burn plan or the results of a trial burn, 
including all required determinations, in accordance with 
WAC 173-303-807. 

(iii) In lieu of a trial burn, the applicant may submit the 
following information; 

(A) An analysis of each waste or mixture of wastes to be 
burned including: 

(I) Heating value of the waste in the form and composi- 
tion in which it will be burned; 

(ID Viscosity (if applicable), or description of physical 
form of the waste, and specific gravity of the waste; 

(IH) An identification of any dangerous organic constit- 
uents listed in WAC 173-303-9905 or, if not listed, which 
cause the waste(s) to be regulated, which are present in the 
waste to be burned, except that the applicant need not analyze 
for constituents which would reasonably not be expected to 
be found in the waste. The constituents excluded from analy- 
sis must be identified and the basis for their exclusion stated. 
The waste analysis must rely on analytical techniques speci- 
fied in WAC 173-303-110 (3)(a), or their equivalent as 
approved by the department; 

(IV) An approximate quantification of the dangerous 
constituents identified in the waste, within the precision pro- 
duced by the analytical methods specified in WAC 173-303- 
110 (3)(a); and 

(V) A quantification of those dangerous constituents in 
the waste which may be designated as principal organic dan- 
gerous constituents (PODCs) based on data submitted from 
other trial or operational burns which demonstrate compli- 
ance with the performance standards in WAC 173-303-670 
(4); 

(B) A detailed engineering description of the incinerator, 
including: 
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(I) Manufacturer's name and model number of incinera- 
tor; 

(ID Type of incinerator; 

(IH) Linear dimension of incinerator unit including cross 
sectional area of combustion chamber; 

(IV) Description of auxiliary fuel system (type/feed); 

(V) Capacity of prime mover; 

(VI) Description of automatic waste feed cutoff sys- 
tem(s); 

(VID Stack gas monitoring and pollution control moni- 
toring system; 

(VIII) Nozzle and burner design; 

(IX) Construction materials; and 

(X) Location and description of temperature, pressure, 
and flow indicating devices and control devices; 

(C) A description and analysis of the waste to be burned 
compared with the waste for which data from operational or 
trial burns are provided to support the contention that a trial 
burn is not needed. The data should include those items listed 
in (f)(i11)(A) of this subsection. This analysis should specify 
the principal organic dangerous constituents (PODCs) which 
the applicant has identified in the waste for which a permit is 
sought, and any differences from the PODCs in the waste for 
which burn data are provided; 

(D) The design and operating conditions of the incinera- 
tor unit to be used, compared with that for which comparative 
burn data are available; 

(E) A description of the results submitted from any pre- 
viously conducted trial burn(s) including: 

(I) Sampling and analysis techniques used to calculate 
performance standards in WAC 173-303-670(4); and 

(ID Methods and results of monitoring temperatures, 
waste feed rates, carbon monoxide, and an appropriate indi- 
cator of combustion gas velocity (including a statement con- 
cerning the precision and accuracy of this measurement); 

(F) The expected incinerator operation information to 
demonstrate compliance with WAC 173-303-670 (4) and (6), 
including: 

(I) Expected carbon monoxide (CO) level in the stack 
exhaust gas; 

(ID Waste feed rate; 

(IH) Combustion zone temperature; 

(IV) Indication of combustion gas velocity; 

(V) Expected stack gas volume, flow rate, and tempera- 
ture; 

(VI) Computed residence time for waste in the combus- 
tion zone; 

(VID) Expected hydrochloric acid removal efficiency; 

(VIII) Expected fugitive emissions and their control pro- 
cedures; and 

(IX) Proposed waste feed cutoff limits based on the iden- 
tified significant operating parameters; 

(G) Such supplemental information as the department 
finds necessary to achieve the purposes of this subsection; 

(H) Waste analysis data, including that submitted in 
(f)(iii)(A) of this subsection, sufficient to allow the depart- 
ment to specify as permit principal organic dangerous con- 
stituents (permit PODCs) those constituents for which 
destruction and removal efficiencies will be required; and 
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(I) Test protocols and sampling and analytical data to 
demonstrate the designation status under WAC 173-303-070 
of: 

(I) Incinerator ash residues, if any; and 

(ID) Residues from the air pollution control devices. 

(iv) The department will approve a permit application 
without a trial burn if the department finds that: 

(A) The wastes are sufficiently similar; and 

(B) The incinerator units are sufficiently similar, and the 
data from other trial burns are adequate to specify (under 
WAC 173-303-670(6)) operating conditions that will ensure 
that the performance standards in WAC 173-303-670(4) will 
be met by the incinerator. 

(v) When an owner or operator of a dangerous waste 
incineration unit becomes subject to dangerous waste permit 
requirements after October 12, 2005, or when an owner or 
operator of an existing dangerous waste incinerator unit 
demonstrates compliance with the air emission standards and 
limitations in 40 C.F.R. Part 63, Subpart EEE (that is, by con- 
ducting a comprehensive performance test and submitting a 
Notification of Compliance under 40 C.F.R. 63.1207() and 
63.1210(d) documenting compliance with all applicable 
requirements of 40 C.F.R. Part 63, Subpart EEE), the require- 
ments of this subsection do not apply, except those provisions 
the department determines are necessary to ensure compli- 
ance with WAC 173-303-670 (6)(a) and (c) if you elect to 
comply with 40 C.F.R. 270.235 (a)(1)(@), which is incorpo- 
rated by reference at WAC 173-303-841, to minimize emis- 
sions of toxic compounds from startup, shutdown, and mal- 
function events. Nevertheless, the department may apply the 
provisions of this subsection, on a case-by-case basis, for 
purposes of information collection in accordance with WAC 
173-303-800(11) and 173-303-815 (2)(b)(ii). Note that 40 
C.F.R. Part 63, Subpart EEE is incorporated by reference at 
WAC 173-400-075 (5)(a). If you are subject to 40 C.F.R. Part 
63 you must get an air permit from ecology or the local air 
authority. 

(g) Specific Part B information requirements for land 
treatment facilities. Except as otherwise provided in WAC 
173-303-600(3), owners and operators of facilities that use 
land treatment to dispose of dangerous waste must provide 
the following additional information: 

(i) A description of plans to conduct a treatment demon- 
stration as required under WAC 173-303-655(3). The 
description must include the following information: 

(A) The wastes for which the demonstration will be 
made and the potential dangerous constituents in the waste; 

(B) The data sources to be used to make the demonstra- 
tion (e.g., literature, laboratory data, field data, or operating 
data); 

(C) Any specific laboratory or field test that will be con- 
ducted, including: 

(I) The type of test (e.g., column leaching, degradation); 

(ID Materials and methods, including analytical proce- 
dures; 

(II) Expected time for completion; and 

(IV) Characteristics of the unit that will be simulated in 
the demonstration, including treatment zone characteristics, 
climatic conditions, and operating practices; 
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(ii) A description of a land treatment program, as 
required under WAC 173-303-655(2). This information must 
be submitted with the plans for the treatment demonstration, 
and updated following the treatment demonstration. The land 
treatment program must address the following items: 

(A) The wastes to be land treated; 

(B) Design measures and operating practices necessary 
to maximize treatment in accordance with WAC 173-303- 
655 (4)(a) including: 

(I) Waste application method and rate; 

(ID) Measures to control soil pH; 

(IH) Enhancement of microbial or chemical reactions; 
and 

(IV) Control of moisture content; 

(C) Provisions for unsaturated zone monitoring, includ- 
ing: 

(I) Sampling equipment, procedures, and frequency; 

(ID) Procedures for selecting sampling locations; 

(IH) Analytical procedures; 

(IV) Chain of custody control; 

(V) Procedures for establishing background values; 

(VI) Statistical methods for interpreting results; and 

(VID The justification for any dangerous constituents 
recommended for selection as principal dangerous constitu- 
ents, in accordance with the criteria for such selection in 
WAC 173-303-655 (6)(a); 

(D) A list of dangerous constituents reasonably expected 
to be in, or derived from, the wastes to be land treated based 
on waste analysis performed pursuant to WAC 173-303-300; 

(E) The proposed dimensions of the treatment zone; 

(iii) A description of how the unit is or will be designed, 
constructed, operated, and maintained in order to meet the 
requirements of WAC 173-303-655(4). This submission 
must address the following items: 

(A) Control of run-on; 

(B) Collection and control of runoff; 

(C) Minimization of runoff of dangerous constituents 
from the treatment zone; 

(D) Management of collection and holding facilities 
associated with run-on and runoff control systems; 

(E) Periodic inspection of the unit. This information 
should be included in the inspection plan submitted under (a) 
(v) of this subsection; and 

(F) Control of wind dispersal of particulate matter, if 
applicable; 

(iv) If food-chain crops are to be grown in or on the treat- 
ment zone of the land treatment unit, a description of how the 
demonstration required under WAC 173-303-655(5) will be 
conducted including: 

(A) Characteristics of the food-chain crop for which the 
demonstration will be made; 

(B) Characteristics of the waste, treatment zone, and 
waste application method and rate to be used in the demon- 
stration; 

(C) Procedures for crop growth, sample collection, sam- 
ple analysis, and data evaluation; 

(D) Characteristics of the comparison crop including the 
location and conditions under which it was or will be grown; 
and 
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(E) If cadmium is present in the land treated waste, a 
description of how the requirements of WAC 173-303-655 
(5)(b) will be complied with; 

(v) A description of the vegetative cover to be applied to 
closed portions of the facility, and a plan for maintaining 
such cover during the post-closure care period, as required 
under WAC 173-303-655 (8)(a)(vili) and (c)(ii). This infor- 
mation should be included in the closure plan and, where 
applicable, the post-closure care plan submitted under 
(a)(xii1) of this subsection; 

(vi) If ignitable or reactive wastes will be placed in or on 
the treatment zone, an explanation of how the requirements 
of WAC 173-303-655(9) will be complied with; and 

(vii) If incompatible wastes, or incompatible wastes and 
materials, will be placed in or on the same treatment zone, an 
explanation of how WAC 173-303-655(10) will be complied 
with. 

(viii) Where applicable, a waste management plan for 
Dangerous Waste Nos. F020, F021, F022, F023, F026, or 
F027 describing how a land treatment facility is or will be 
designed, constructed, operated, and maintained to meet the 
requirements of WAC 173-303-655(12). This submission 
must address the following items as specified in WAC 173- 
303-655(12): 

(A) The volume, physical, and chemical characteristics 
of the wastes, including their potential to migrate through soil 
or to volatilize or escape into the atmosphere; 

(B) The attenuative properties of underlying and sur- 
rounding soils or other materials; 

(C) The mobilizing properties of other materials codis- 
posed with these wastes; and 

(D) The effectiveness of additional treatment, design, or 
monitoring techniques. 

(h) Specific Part B information requirements for land- 
fills. Except as otherwise provided in WAC 173-303-600(3), 
owners and operators of facilities that dispose of dangerous 
waste in landfills must provide the following additional infor- 
mation; 

(i) A list of the dangerous wastes placed or to be placed 
in each landfill or landfill cell; 

(ii) Detailed plans and an engineering report describing 
how the landfill is designed, and is or will be constructed, 
operated and maintained to comply with the requirements of 
WAC 173-303-335, 173-303-665 (2), (8) and (9) addressing 
the following items: 

(A)(I) The liner system (except for an existing portion of 
a landfill), if the landfill must meet the requirements of WAC 
173-303-665 (2)(a), including the independent qualified reg- 
istered professional engineer's certification required by WAC 
173-303-665 (2)(a)(i). If an exemption from the requirements 
for a liner and a leachate collection and removal system is 
sought, as provided by WAC 173-303-665 (2)(b), submit 
detailed plans and engineering and hydrogeologic reports, as 
appropriate, describing alternate designs and operating prac- 
tices that will, in conjunction with location aspects, prevent 
the migration of any dangerous constituent into the ground- 
water or surface water at any future time; 

(ID) The double liner and leak (leachate) detection, col- 
lection, and removal system, if the landfill must meet the 
requirements of WAC 173-303-665 (2)(h). If an exemption 
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from the requirements for double liners and a leak detection, 
collection, and removal system or alternative design is sought 
as provided by WAC 173-303-665 (2)(j), (k) or (1), submit 
appropriate information; 

(II) If the leak detection system is located in a saturated 
zone, submit detailed plans and an engineering report 
explaining the leak detection system design and operation, 
and the location of the saturated zone in relation to the leak 
detection system; 

(IV) The construction quality assurance (CQA) plan if 
required under WAC 173-303-335; 

(V) Proposed action leakage rate, with rationale, if 
required under WAC 173-303-665(8), and response action 
plan, if required under 173-303-665(9); 

(B) Control of run-on; 

(C) Control of runoff; 

(D) Management of collection and holding facilities 
associated with run-on and runoff control systems; and 

(E) Control of wind dispersal of particulate matter, 
where applicable; 

(iii) Reserve. 

(iv) A description of how each landfill, including the 
double liner system, leachate collection and removal system, 
cover systems, and appurtenances for control for run-on and 
runoff will be inspected in order to meet the requirements of 
WAC 173-303-665(4). This information must be included in 
the inspection plan submitted under (a)(v) of this subsection; 

(v) Detailed plans and an engineering report describing 
the final cover which will be applied to each landfill or land- 
fill cell at closure in accordance with WAC 173-303-665 (6) 
(a), and a description of how each landfill will be maintained 
and monitored after closure in accordance with WAC 173- 
303-665 (6)(b) and (c). This information should be included 
in the closure and post-closure plans submitted under (a)(xi11) 
of this subsection; 

(vi) If incompatible wastes, or incompatible wastes and 
materials will be landfilled, an explanation of how WAC 
173-303-665(7) will be complied with; 

(vii) A description of how each landfill will be designed 
and operated in order to comply with WAC 173-303-140. 

(i) Specific Part B information requirements for miscel- 
laneous units. Except as otherwise provided in WAC 173- 
303-680(1), owners and operators of facilities that treat, 
store, or dispose of dangerous waste in miscellaneous units 
must provide the following additional information: 

(i) A detailed description of the unit being used or pro- 
posed for use, including the following: 

(A) Physical characteristics, materials of construction, 
and dimensions of the unit; 

(B) Detailed plans and engineering reports describing 
how the unit will be located, designed, constructed, operated, 
maintained, monitored, inspected, and closed to comply with 
the requirements of WAC 173-303-680 (2) and (3); and 

(C) For disposal units, a detailed description of the plans 
to comply with the post-closure requirements of WAC 173- 
303-680(4). 

(11) Detailed hydrologic, geologic, and meteorologic 
assessments and land-use maps for the region surrounding 
the site that address and ensure compliance of the unit with 
each factor in the environmental performance standards of 
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WAC 173-303-680(2). If the applicant can demonstrate that 
he does not violate the environmental performance standards 
of WAC 173-303-680(2) and the department agrees with 
such demonstration, preliminary hydrologic, geologic, and 
meteorologic assessments will suffice. 

(iii) Information on the potential pathways of exposure 
of humans or environmental receptors to dangerous waste or 
dangerous constituents and on the potential magnitude and 
nature of such exposures. 

(iv) For any treatment unit, a report on a demonstration 
of the effectiveness of the treatment based on laboratory or 
field data. 

(v) Any additional information determined by the 
department to be necessary for evaluation of compliance of 
the unit with the environmental performance standards of 
WAC 173-303-680(2). 

(j) Specific Part B information requirements for process 
vents. Except as otherwise provided in WAC 173-303-600 
(3), owners and operators of facilities that have process vents 
to which WAC 173-303-690 applies must provide the follow- 
ing additional information: 

(i) For facilities that cannot install a closed-vent system 
and control device to comply with the provisions of WAC 
173-303-690 on the effective date that the facility becomes 
subject to the provisions of WAC 173-303-690 or 40 C.F.R. 
265 Subpart AA incorporated by reference at WAC 173-303- 
400 (3)(a), an implementation schedule as specified in 40 
C.F.R. section 264.1033 (a)(2). 

(11) Documentation of compliance with the process vent 
standards in 40 C.F.R. section 264.1032, including: 

(A) Information and data identifying all affected process 
vents, annual throughput and operating hours of each affected 
unit, estimated emission rates for each affected vent and for 
the overall facility (i.e., the total emissions for all affected 
vents at the facility), and the approximate location within the 
facility of each affected unit (e.g., identify the dangerous 
waste management units on a facility plot plan). 

(B) Information and data supporting estimates of vent 
emissions and emission reduction achieved by add-on control 
devices based on engineering calculations or source tests. For 
the purpose of determining compliance, estimates of vent 
emissions and emission reductions must be made using oper- 
ating parameter values (e.g., temperatures, flow rates, or con- 
centrations) that represent the conditions that exist when the 
waste management unit is operating at the highest load or 
capacity level reasonably expected to occur. 

(C) Information and data used to determine whether or 
not a process vent is subject to the requirements of 40 C.F.R. 
section 264.1032. 

(111) Where an owner or operator applies for permission 
to use a control device other than a thermal vapor incinerator, 
catalytic vapor incinerator, flare, boiler, process heater, con- 
denser, or carbon adsorption system to comply with the 
requirements of 40 C.F.R. 264.1032, and chooses to use test 
data to determine the organic removal efficiency or the total 
organic compound concentration achieved by the control 
device, a performance test plan as specified in 40 C.F.R. 264. 
1035 (b)(3). 

(iv) Documentation of compliance with 40 C.F.R. 
264.1033, including: 
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(A) A list of all information references and sources used 
in preparing the documentation. 

(B) Records, including the dates, of each compliance test 
required by 40 C.F.R. 264.1033(k). 

(C) A design analysis, specifications, drawings, sche- 
matics, and piping and instrumentation diagrams based on the 
appropriate sections of "APTI Course 415: Control of Gas- 
eous Emissions" (incorporated by reference at WAC 173- 
303-110 (3)(g)(vili)) or other engineering texts acceptable to 
the department that present basic control device information. 
The design analysis must address the vent stream characteris- 
tics and control device operation parameters as specified in 
40 C.F.R. 264.1035 (b)(4)(iii). 

(D) A statement signed and dated by the owner or oper- 
ator certifying that the operating parameters used in the 
design analysis reasonably represent the conditions that exist 
when the dangerous waste management unit is or would be 
operating at the highest load or capacity level reasonably 
expected to occur. 

(E) A statement signed and dated by the owner or opera- 
tor certifying that the control device is designed to operate at 
an efficiency of 95 weight percent or greater unless the total 
organic emission limits of 40 C.F.R. 264.1032(a) for affected 
process vents at the facility can be attained by a control 
device involving vapor recovery at an efficiency less than 95 
weight percent. 

(k) Specific Part B information requirements for equip- 
ment. Except as otherwise provided in WAC 173-303-600 
(3), owners and operators of facilities that have equipment to 
which WAC 173-303-691 applies must provide the following 
additional information: 

(i) For each piece of equipment to which WAC 173-303- 
691 applies: 

(A) Equipment identification number and dangerous 
waste management unit identification. 

(B) Approximate locations within the facility (e.g., iden- 
tify the dangerous waste management unit on a facility plot 
plan). 

(C) Type of equipment (e.g., a pump or pipeline valve). 

(D) Percent by weight total organics in the hazardous 
waste stream at the equipment. 

(E) Hazardous waste state at the equipment (e.g., 
gas/vapor or liquid). 

(F) Method of compliance with the standard (e.g., 
"monthly leak detection and repair" or "equipped with dual 
mechanical seals"). 

(ii) For facilities that cannot install a closed-vent system 
and control device to comply with the provisions of WAC 
173-303-691 on the effective date that the facility becomes 
subject to the provisions of WAC 173-303-691 or 40 C.F.R. 
Part 265, Subpart BB incorporated by reference at WAC 173- 
303-400 (3)(a), an implementation schedule as specified in 
40 C.F.R. 264.1033 (a)(2). 

(111) Where an owner or operator applies for permission 
to use a control device other than a thermal vapor incinerator, 
catalytic vapor incinerator, flare, boiler, process heater, con- 
denser, or carbon adsorption system and chooses to use test 
data to determine the organic removal efficiency or the total 
organic compound concentration achieved by the control 
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device, a performance test plan as specified in 40 C.F.R. sec- 
tion 264.1035 (b)(3). 

(iv) Documentation that demonstrates compliance with 
the equipment standards in 40 C.F.R. sections 264.1052 to 
264.1059. This documentation will contain the records 
required under 40 C.F.R. 264.1064. The department may 
request further documentation before deciding if compliance 
has been demonstrated. 

(v) Documentation to demonstrate compliance with 40 
C.F.R. section 264.1060 will include the following informa- 
tion: 

(A) A list of all information references and sources used 
in preparing the documentation. 

(B) Records, including the dates, of each compliance test 
required by 40 C.F.R. 264.1033(j). 

(C) A design analysis, specifications, drawings, sche- 
matics, and piping and instrumentation diagrams based on the 
appropriate sections of "ATPI Course 415: Control of Gas- 
eous Emissions" (incorporated by reference as specified in 
WAC 173-303-110 (3)(g)(vili)) or other engineering texts 
acceptable to the department that present basic control device 
information. The design analysis must address the vent 
stream characteristics and control device operation parame- 
ters as specified in 40 C.F.R. 264.1035 (b)(4)(iii). 

(D) A statement signed and dated by the owner or oper- 
ator certifying that the operating parameters used in the 
design analysis reasonably represent the conditions that exist 
when the dangerous waste management unit is operating at 
the highest load or capacity level reasonably expected to 
occur. 

(E) A statement signed and dated by the owner or opera- 
tor certifying that the control device is designed to operate at 
an efficiency of 95 weight percent or greater. 

(1) Special Part B information requirements for drip 
pads. 

Except as otherwise provided by WAC 173-303-600(3), 
owners and operators of dangerous waste treatment, storage, 
or disposal facilities that collect, store, or treat hazardous 
waste on drip pads must provide the following additional 
information: 

(i) A list of hazardous wastes placed or to be placed on 
each drip pad. 

(ii) If an exemption is sought to WAC 173-303-645, as 
provided by WAC 173-303-645(1), detailed plans and an 
engineering report describing how the requirements of WAC 
173-303-645 (1)(b) will be met. 

(iii) Detailed plans and an engineering report describing 
how the drip pad is or will be designed, constructed, operated 
and maintained to meet the requirements of WAC 173-303- 
675(4), including the as-built drawings and specifications. 
This submission must address the following items as speci- 
fied in WAC 173-303-675(2): 

(A) The design characteristics of the drip pad; 

(B) The liner system; 

(C) The leakage detection system, including the leak 
detection system and how it is designed to detect the failure 
of the drip pad or the presence of any releases of hazardous 
waste or accumulated liquid at the earliest practicable time; 

(D) Practices designed to maintain drip pads; 

(E) The associated collection system; 
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(F) Control of run-on to the drip pad; 

(G) Control of runoff from the drip pad; 

(H) The interval at which drippage and other materials 
will be removed from the associated collection system and a 
statement demonstrating that the interval will be sufficient to 
prevent overflow onto the drip pad; 

(I) Procedures for cleaning the drip pad at least once 
every seven days to ensure the removal of any accumulated 
residues of waste or other materials, including but not limited 
to rinsing, washing with detergents or other appropriate sol- 
vents, or steam cleaning and provisions for documenting the 
date, time, and cleaning procedure used each time the pad is 
cleaned. 

(J) Operating practices and procedures that will be fol- 
lowed to ensure that tracking of hazardous waste or waste 
constituents off the drip pad due to activities by personnel or 
equipment is minimized; 

(K) Procedures for ensuring that, after removal from the 
treatment vessel, treated wood from pressure and nonpres- 
sure processes is held on the drip pad until drippage has 
ceased, including recordkeeping practices; 

(L) Provisions for ensuring that collection and holding 
units associated with the run-on and runoff control systems 
are emptied or otherwise managed as soon as possible after 
storms to maintain design capacity of the system; 

(M) If treatment is carried out on the drip pad, details of 
the process equipment used, and the nature and quality of the 
residuals. 

(N) A description of how each drip pad, including appur- 
tenances for control of run-on and runoff, will be inspected in 
order to meet the requirements of WAC 173-303-675(4). 
This information should be included in the inspection plan 
submitted under (a)(v) of this subsection. 

(O) A certification signed by an independent qualified, 
registered professional engineer, stating that the drip pad 
design meets the requirements of WAC 173-303-675 (4)(a) 
through (f). 

(P) A description of how hazardous waste residues and 
contaminated materials will be removed from the drip pad at 
closure, as required under WAC 173-303-675 (6)(a). For any 
waste not to be removed from the drip pad upon closure, the 
owner or operator must submit detailed plans and an engi- 
neering report describing how WAC 173-303-665(6) will be 
complied with. This information should be included in the 
closure plan and, where applicable, the post-closure plan sub- 
mitted under (a)(xiii) of this subsection. 

(m) Specific Part B information requirements for air 
emission controls for tanks, surface impoundments, and con- 
tainers (Subpart CC) at 40 C.F.R. 270.27 are incorporated by 
reference. 

(n) When an owner or operator of a cement kiln, light- 
weight aggregate kiln, solid fuel boiler, liquid fuel boiler or 
hydrochloric acid production furnace demonstrates compli- 
ance with the air emission standards and limitations in 40 
C.F.R. Part 63, Subpart EEE (i.e., by conducting a compre- 
hensive performance test and submitting a Notification of 
Compliance under 40 C.F.R. 63.1207(j) and 63.1210(b) doc- 
umenting compliance with all applicable requirements of Part 
63, subpart EEE), the requirements of this subsection do not 
apply, except those provisions the director determines are 
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necessary to ensure compliance with 40 C.F.R. 266.102 (e) 
(1) and 266.102 (e)(2)(iii) if you elect to comply with 40 
C.F.R. 270.235 (a)(1)(i), which is incorporated by reference 
at WAC 173-303-841, to minimize emissions of toxic com- 
pounds from startup, shutdown, and malfunction events. 
Nevertheless, the director may apply the provisions of this 
subsection, on a case-by-case basis, for purposes of informa- 
tion collection in accordance with WAC 173-303-800(1 1) 
and 173-303-815 (2)(b)(ii). 

(o) For post-closure permits, the owner or operator is 
required to submit only the information specified in (a)(i), 
(iv), (v), (vi), (xi), (xili), (xiv), (xvi), (xviii), (xx), (xxiii) of 
this subsection, unless the department determines that addi- 
tional information from (a), (c), (d), (e), (g), and (h) of this 
subsection is necessary. The owner or operator is required to 
submit the same information when an alternative authority is 
used in lieu of a post-closure permit as provided in WAC 
173-303-800(12). 

(5) Construction. A person may begin physical construc- 
tion of a new facility, or of new portions of an existing facil- 
ity if the new portions would amount to reconstruction under 
interim status (WAC 173-303-805(7)), only after complying 
with WAC 173-303-281, submitting Part A and Part B of the 
permit application and receiving a final facility permit. All 
permit applications must be submitted at least one hundred 
eighty days before physical construction is expected to begin. 

(6) Reapplications. Any dangerous waste facility with an 
effective final facility permit must submit a new application 
one hundred eighty days prior to the expiration date of the 
effective permit, unless the department grants a later date 
provided that such date will never be later than the expiration 
date of the effective permit. 

Note: See public notice requirements at WAC 173-303-281(5). 


(7) Continuation of expiring permits. 

(a) When the owner/operator submits a timely applica- 
tion for a final facility permit and the application is deter- 
mined by the department to be complete pursuant to subsec- 
tion (8) of this section, the facility is allowed to continue 
operating under the expiring or expired permit until the effec- 
tive date of the new permit. 

(b) When the facility is not in compliance with the con- 
ditions of the expiring or expired permit, the department may 
choose to do any of the following: 

(1) Initiate enforcement action based upon the permit 
which has been continued; 

(ii) Issue a notice of intent to deny the new permit. If the 
permit is denied, the owner or operator would then be 
required to cease the activities authorized by the continued 
permit or be subject to enforcement action for operating with- 
out a permit; 

(iii) Issue a new permit with appropriate conditions; 
and/or 

(iv) Take other actions authorized by this chapter. 

(8) Completeness. The department will not issue a final 
facility permit before receiving a complete application, 
except for permits by rule or emergency permits. An applica- 
tion for a permit is complete when the department receives an 
application form and any supplemental information which 
are completed to the department's satisfaction. The depart- 
ment may consider an application for a permit to be complete 
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notwithstanding the failure of the owner or operator to submit 
the exposure information described in subsection (12) of this 
section. The department may deny a permit for the active life 
of a dangerous waste management facility or unit before 
receiving a complete application for a permit. 

(9) Recordkeeping. Applicants must keep records of all 
data used to complete the permit applications, and any sup- 
plemental information submitted to the department for a 
period of at least three years from the date the application is 
signed. 

(10) General permit conditions. All final facility permits 
will contain general permit conditions described in WAC 
173-303-810. 

(11) Permit duration. 

(a) Final facility permits will be effective for a fixed term 
not to exceed ten years. 

(b) The department may issue any final facility permit 
for a duration that is less than the full allowable term. 

(c) The term of a final facility permit will not be 
extended beyond ten years, unless otherwise authorized 
under subsection (7) of this section. 

(d) Each permit for a land disposal facility will be 
reviewed by the department five years after the date of permit 
issuance or reissuance and will be modified as necessary, as 
provided in WAC 173-303-830(3). 

(12) Exposure information. Any Part B permit applica- 
tion submitted by an owner or operator of a facility that 
stores, treats, or disposes dangerous waste in a surface 
impoundment or a landfill must be accompanied by informa- 
tion, reasonably ascertainable by the owner or operator, on 
the potential for the public to be exposed to dangerous wastes 
or dangerous constituents through releases related to the unit. 
At a minimum, such information must address: 

(a) Reasonably foreseeable potential releases from both 
normal operations and accidents at the unit, including 
releases associated with transportation to or from the unit; 

(b) The potential pathways of human exposure to dan- 
gerous waste or constituents resulting from the releases 
described under (a) of this subsection; and 

(c) The potential magnitude and nature of the human 
exposure resulting from such releases. 

(13) Grounds for denial. A permit application will be 
denied pursuant to the procedures in WAC 173-303-840 if it 
is determined that the proposed location and/or activity 
endangers public health and the environment as demonstrated 
by the permit applicant's failure to satisfy the performance 
standards of WAC 173-303-283. 

(14) Permit changes. All final facility permits will be 
subject to the requirements of permit changes, WAC 173- 
303-830. 

(15) Procedures for decision making. Issuance of final 
facility permits will be subject to the procedures for decision 
making described in WAC 173-303-840. 

(16) Other requirements for final recycling facility per- 
mits. In lieu of issuing a final recycling facility permit, the 
department may, after providing opportunity for public com- 
ment in accordance with WAC 173-303-840, defer to a per- 
mit already issued under other statutory authority adminis- 
tered by the department (such as the State Water Pollution 
Control Act, chapter 90.48 RCW, the State Clean Air Act, 
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chapter 70.94 RCW, etc.) which incorporates the require- 
ments of this section, and WAC 173-303-500 through 173- 
303-525 for recycling facilities. 

(17)(a) If the department concludes, based on one or 
more of the factors listed in (a)(i) through (ix) of this subsec- 
tion, that compliance with the standards of 40 C.F.R. Part 63, 
Subpart EEE alone may not be protective of human health or 
the environment, the department will require the additional 
information or assessment(s) necessary to determine whether 
additional controls are necessary to ensure protection of 
human health and the environment. This includes informa- 
tion necessary to evaluate the potential risk to human health 
and/or the environment resulting from both direct and indi- 
rect exposure pathways. The department may also require a 
permittee or applicant to provide information necessary to 
determine whether such an assessment(s) should be required. 

The department will base the evaluation of whether com- 
pliance with the standards of 40 C.F.R. Part 63, Subpart EEE 
alone is protective of human health or the environment on 
factors relevant to the potential risk from a hazardous waste 
combustion unit, including, as appropriate, any of the follow- 
ing factors: 

(i) Particular site-specific considerations such as proxim- 
ity to receptors (such as schools, hospitals, nursing homes, 
day care centers, parks, community activity centers, or other 
potentially sensitive receptors), unique dispersion patterns, 
etc.; 

(11) Identities and quantities of emissions of persistent, 
bioaccumulative or toxic pollutants considering enforceable 
controls in place to limit those pollutants; 

(111) Identities and quantities of nondioxin products of 
incomplete combustion most likely to be emitted and to pose 
significant risk based on known toxicities (confirmation of 
which should be made through emissions testing); 

(1v) Identities and quantities of other off-site sources of 
pollutants in proximity of the facility that significantly influ- 
ence interpretation of a facility-specific risk assessment; 

(v) Presence of significant ecological considerations, 
such as the proximity of a particularly sensitive ecological 
area; 

(vi) Volume and types of wastes, for example wastes 
containing highly toxic constituents; 

(vii) Other on-site sources of hazardous air pollutants 
that significantly influence interpretation of the risk posed by 
the operation of the source in question; 

(viii) Adequacy of any previously conducted risk assess- 
ment, given any subsequent changes in conditions likely to 
affect risk; and 

(ix) Such other factors as may be appropriate. 

(b) Reserved. 


AMENDATORY SECTION (Amending WSR 15-01-123, 
filed 12/18/14, effective 1/18/15) 


WAC 173-303-810 General permit conditions. (1) 
Purpose and applicability. This section sets forth the general 
permit conditions that are applicable to all permits, except 
interim status permits and permits by rule, to assure compli- 
ance with this chapter. If the conditions of this section are 
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incorporated in a permit by reference, a specific citation to 
this section must be given in the permit. 

(2) Duty to comply. The permittee must comply with all 
conditions of his permit. Any permit noncompliance consti- 
tutes a violation and is grounds for enforcement action; for 
permit termination, revocation and reissuance, or modifica- 
tion; or for denial of a permit renewal application. The per- 
mittee need not comply with the conditions of his permit to 
the extent and for the duration such noncompliance is autho- 
rized in an emergency permit. 

(3) Duty to reapply. If the permittee wishes to continue 
an activity regulated by the permit after its expiration date, 
the permittee must apply for and obtain a new permit. 

(4) Duty to halt or reduce activity. A permittee who has 
not complied with his permit, and who subsequently is sub- 
ject to enforcement actions, may not argue that it would have 
been necessary to halt or reduce the permitted activities in 
order to maintain compliance with the conditions of the per- 
mit. 

(5) Duty to mitigate. The permittee must take all steps 
required by the department to minimize or correct any 
adverse impact on the environment resulting from noncom- 
pliance with the permit. 

(6) Proper operation and maintenance. The permittee 
must at all times properly operate and maintain all facilities 
and systems of treatment and control which are installed or 
used by the permittee to achieve compliance with the condi- 
tions of the permit. Proper operation and maintenance 
includes effective performance, adequate funding, adequate 
operator staffing and training, and adequate laboratory and 
process controls, including appropriate quality assurance pro- 
cedures. This provision requires the operation of back-up or 
auxiliary facilities or similar systems only when necessary to 
achieve compliance with the conditions of the permit. 

(7) Permit actions. The permit may be modified, revoked 
and reissued, or terminated for cause. The filing of a request 
by the permittee for a permit modification, revocation and 
reissuance, termination, notification of planned changes, or 
anticipated noncompliance, does not stay any permit condi- 
tion. 

(8) Effect of a permit. 

(a) Compliance with a final facility permit during its 
term constitutes compliance for the purpose of enforcement 
with chapter 173-303 WAC except for permit modifications 
and those requirements not included in the permit that: 

(i) Become effective by statute; 

(ii) Are adopted under 40 C.F.R. Part 268 restricting the 
placement of dangerous waste in or on the land; 

(iii) Are adopted under WAC 173-303-650 through 173- 
303-665 regarding leak detection systems for new and 
replacement surface impoundment, waste pile, and landfill 
units, and lateral expansions of surface impoundment, waste 
pile, and landfill units. The leak detection system require- 
ments include double liners, CQA programs, monitoring, 
action leakage rates, and response action plans, and will be 
implemented through the procedures of WAC 173-303-830 
Class '1 permit modifications; or 

(iv) Are adopted under 40 C.F.R. Part 265, Subparts AA, 
BB, or CC which are incorporated by reference at WAC 173- 
303-400 (3)(a) limiting air emissions. 
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(b) A permit may be modified, revoked and reissued, or 
terminated during its term for cause as set forth in WAC 173- 
303-830 (3) and (5), or the permit may be modified upon the 
request of the permittee as set forth in WAC 173-303-830(4). 

(c) The issuance of a permit does not convey any prop- 
erty rights of any sort, or any exclusive privilege. 

(d) The issuance of a permit does not authorize any 
injury to persons or property or invasion of other private 
rights, or any infringement of state or local laws or regula- 
tions. 

(9) Duty to provide information. The permittee must fur- 
nish to the department, within a reasonable time, any infor- 
mation which it may request to determine whether cause 
exists for modifying, revoking and reissuing, or terminating a 
permit, or to determine compliance with a permit. The per- 
mittee must also furnish to the department, upon request, 
copies of records required to be kept by the permit. 

(10) Inspection and entry. The permittee must allow rep- 
resentatives of the department, upon the presentation of 
proper credentials, to: 

(a) Enter upon the permittee's premises where a regu- 
lated facility or activity is located or conducted, or where 
records must be kept under the conditions of the permit; 

(b) Have access to and copy, at reasonable times, any 
records that must be kept under the conditions of the permit; 

(c) Inspect at reasonable times any facilities, equipment 
(including monitoring and control equipment), practices, or 
operations regulated or required under the permit; and 

(d) Sample or monitor at reasonable times, for the pur- 
poses of assuring permit compliance or as otherwise autho- 
rized by chapter 173-303 WAC, any substances or parame- 
ters at any location. 

(11) Monitoring and monitoring records. 

(a) Reserve. 

(b) Samples and measurements taken for the purpose of 
monitoring must be representative of the monitored activity. 

(c) The permittee must retain records of all monitoring 
information, including all calibration and maintenance 
records and all original strip chart recordings for continuous 
monitoring instrumentation, copies of all reports required by 
this permit, the certification required by WAC 173-303-380 
(1)(q), and records of all data used to complete the applica- 
tion for this permit, for a period of at least three years from 
the date of the sample, measurement, report, or application. 
This period may be extended by request of the department at 
any time. 

(d) Records of monitoring information must include: 

(i) The date, exact place, and time of sampling or mea- 
surements; 

(11) The individual(s) who performed the sampling or 
measurements; 

(iii) The date(s) analyses were performed; 

(iv) The individual(s) who performed the analyses; 

(v) The analytical techniques or methods used; and 

(vi) The results of such analyses. 

(e) The permittee must maintain records from all ground- 
water monitoring wells and associated groundwater surface 
elevations for the active life of the facility, and for disposal 
facilities for the post-closure period as well. 
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(12) Signatory requirement. All applications, reports, or 
information submitted to the department must be signed in 
accordance with this subsection and must be certified accord- 
ing to subsection (13) of this section. 

(a) Applications. When a dangerous waste facility is 
owned by one person, but is operated by another person, then 
the operator will be the permit applicant and responsible for 
developing the permit application and all accompanying 
materials, except that the owner must also sign and certify the 
permit application. Permit applications must be signed as fol- 
lows: 

(i) For a corporation: By a responsible corporate officer. 
For the purposes of this subsection, a responsible corporate 
officer means: 

(A) A president, secretary, treasurer, or vice president of 
the corporation in charge of a principal business function, or 
any other person who performs similar policy or decision- 
making functions for the corporation; or 

(B) The manager of one or more manufacturing, produc- 
tion or operating facilities employing more than two hundred 
fifty persons or having gross annual sales or expenditures 
exceeding twenty-five million dollars (in second-quarter 
1980 dollars), if authority to sign documents has been 
assigned or delegated to the manager in accordance with cor- 
porate procedures; 

(ii) For a partnership or sole proprietorship: By a general 
partner or the proprietor, respectively; or 

(111) For a municipality, state, federal, or other public 
agency: By either a principal executive officer or ranking 
elected official. For purposes of this subsection, a principal 
executive officer of a federal agency includes: 

(A) The chief executive officer of the agency; or 

(B) A senior executive officer having responsibility for 
the overall operations of a principal geographic unit of the 
agency. 

(b) Reports. All reports required by permits and other 
information requested by the department must be signed by a 
person described in (a) of this subsection, or by a duly autho- 
rized representative of that person. A person is a duly autho- 
rized representative only if: 

(i) The authorization is made in writing by a person 
described in (a) of this subsection; 

(ii) The authorization specifies either an individual or a 
position having responsibility for overall operation of the 
regulated facility or activity such as the position of plant 
manager, operator of a well or a well field, superintendent, or 
position of equivalent responsibility. (A duly authorized rep- 
resentative may thus be either a named individual or any indi- 
vidual occupying a named position); and 

(iii) The written authorization is submitted to the depart- 
ment. 

(c) Changes to authorization. If an authorization under 
(b) of this subsection is no longer accurate because a different 
individual or position has responsibility for the overall oper- 
ation of the facility, a new authorization satisfying the 
requirements of (b) of this subsection must be submitted to 
the department prior to or together with any reports, informa- 
tion, or applications to be signed by an authorized representa- 
tive. 

(13) Certification. 
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(a) Except as provided in (b) of this subsection, any per- 
son signing the documents required under (a) or (b) of sub- 
section (12) of this section must make the following certifica- 
tion: 

"I certify under penalty of law that this document and all 
attachments were prepared under my direction or supervision 
in accordance with a system designed to assure that qualified 
personnel properly gather and evaluate the information sub- 
mitted. Based on my inquiry of the person or persons who 
manage the system, or those persons directly responsible for 
gathering the information, the information submitted is, to 
the best of my knowledge and belief, true, accurate, and com- 
plete. I am aware that there are significant penalties for sub- 
mitting false information, including the possibility of fine 
and imprisonment for knowing violations." 

(b) When a dangerous waste facility is owned by one 
person, but is operated by another person, then the permit 
application must be certified as follows: 

(i) The operator must make the certification described 
under (a) of this subsection; and 

(ii) The owner must make the following certification: 

"I certify under penalty of law that I own the real prop- 
erty described in, and am aware of the contents of, this permit 
application, and that I have received a copy of this applica- 
tion. As owner of the real property, I understand that I am 
responsible for complying with any requirements of chapter 
173-303 WAC with which only I am able to comply, and that 
there are significant penalties for failure to comply with such 
requirements." 

(14) Reporting. The following reports must be provided: 

(a) Planned changes. The permittee must give notice to 
the department as soon as possible of any planned physical 
alterations or additions to the permitted facility. For a new 
TSD facility and for a facility being modified, the permittee 
may not treat, store, or dispose of dangerous waste in the new 
or modified portion of the facility until: 

(i) The permittee has submitted to the department by cer- 
tified mail, hand delivery or other means that establish proof 
of receipt (including applicable electronic means), a letter 
signed by the permittee and a registered professional engi- 
neer stating that the facility has been constructed or modified 
in compliance with the permit; and either 
(Note: In certifying construction or modification, the independent 

qualified registered professional engineer is responsible only 

for certifying those portions of the facility which are identified 
in chapter 173-303 WAC as specifically requiring certification 
by an independent qualified registered professional engineer.) 


(ii) The department has inspected the modified or newly 
constructed facility and finds it is in compliance with the con- 
ditions of the permit; or 

(iii) Within fifteen days of the date of submission of the 
letter, the permittee has not received notice from the depart- 
ment of its intent to inspect, prior inspection is waived and 
the permittee may commence treatment, storage, or disposal 
of dangerous waste. 

(b) Anticipated noncompliance. The permittee must give 
advance notice to the department of any planned changes in 
the permitted facility or activity which may result in noncom- 
pliance with permit requirements. For a new facility, the per- 
mittee may not treat, store, or dispose of dangerous waste; 
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and for a facility being modified, the permittee may not treat, 
store, or dispose of dangerous waste in the modified portion 
of the facility except as provided in WAC 173-303-830(4). 

(c) Transfers. The permit is not transferable to any per- 
son except after notice to the department. The department 
may require modification or revocation and reissuance of the 
permit to change the name of the permittee and incorporate 
such other requirements as may be necessary. 

(d) Monitoring reports. Monitoring results (including 
monitoring of the facility's impacts as required by the appli- 
cable sections of this chapter) must be reported at the inter- 
vals specified elsewhere in the permit. 

(e) Compliance schedules. Reports of permit compliance 
or noncompliance or any progress reports on interim and 
final permit requirements contained in any compliance 
schedule must be submitted no later than fourteen days fol- 
lowing each scheduled date. 

(f) Immediate reporting. The permittee must immedi- 
ately report any noncompliance which may endanger health 
or the environment. Information must be provided orally to 
the department as soon as the permittee becomes aware of the 
circumstances. A written submission must also be provided 
within five days of the time the permittee becomes aware of 
the circumstances provided that the department may waive 
the written submission requirement in favor of a written 
report, to be submitted within fifteen days. The written sub- 
mission must contain a description of the noncompliance and 
its cause; the period of noncompliance, including exact dates 
and times, and if the noncompliance has not been corrected, 
the anticipated time it is expected to continue; and steps taken 
or planned to reduce, eliminate, and prevent reoccurrence of 
the noncompliance. 

Information which must be reported immediately must 
include: 

(i) Release of dangerous waste that may cause an endan- 
germent to drinking water supplies or ground or surface 
waters; 

(11) Any information of a release or discharge of danger- 
ous waste, fire, or explosion from the permitted facility 
which could threaten the environment or human health out- 
side the facility; 

(111) The following description of any such occurrence: 

(A) Name, address, and telephone number of the owner 
or operator; 

(B) Name, address, and telephone number of the facility; 

(C) Date, time, and type of incident; 

(D) Name and quantity of material(s) involved; 

(E) The extent of injuries, if any; 

(F) An assessment of actual or potential hazards to the 
environment and human health outside the facility, where this 
is applicable; and 

(G) Estimated quantity and disposition of recovered 
material that resulted from the incident. 

(g) Other noncompliance. The permittee must report all 
instances of noncompliance not reported under (d), (e), and 
(f) of this subsection, at the time monitoring reports are sub- 
mitted. The reports must contain the information listed in (f) 
of this subsection. 

(h) Other information. Where the permittee becomes 
aware that he failed to submit any relevant facts in a permit 
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application, or submitted incorrect information in a permit 
application or in any report to the department, he must 
promptly submit this information. 

(i) Other reports. In addition, the following reports are 
required when appropriate: 

(i) Manifest discrepancy report as required by WAC 
173-303-370(5); 

(11) Unmanifested waste report as required by WAC 173- 
303-390(1); and 

(111) Annual report as required by WAC 173-303-390(2). 

(15) Confidentiality. 

(a) Information submitted by the owner/operator of a 
facility identified as confidential will be treated in accor- 
dance with chapter 42.17 RCW and RCW 43.21A.160. 

(b) Proprietary information can be held confidential if: 

(i) The processes are unique to the owner/operator's 
business or the owner/operator's competitive position may be 
adversely affected if the information is released to the public 
or to a competitor; and 

(11) The director determines that granting the owner/ 
operator's request is not detrimental to the public interest and 
is in accord with the policies and purposes of chapter 43.21A 
RCW. 

(c) Claims of confidentiality for permit application infor- 
mation must be substantiated at the time the application is 
submitted and in the manner prescribed in the application 
instructions. Claims of confidentiality for the name and 
address of any permit applicant will be denied. 

(d) If a submitter does not provide substantiation, the 
department will notify the owner/operator by certified mail of 
the requirement to do so. If the department does not receive 
the substantiation within ten days after the submitter receives 
the notice, the department will place the unsubstantiated 
information in the public file. 

(e) The department will determine if the owner/opera- 
tor's request meets the confidential information criteria. 

(16) General permit conditions. Information repository. 
The director may require the permittee to establish and main- 
tain an information repository at any time, based on the fac- 
tors set forth in WAC 173-303-281 (6)(b). The information 
repository will be governed by the provisions in WAC 173- 
303-281 (6)(c) through (f). 


AMENDATORY SECTION (Amending WSR 98-03-018, 
filed 1/12/98, effective 2/12/98) 


WAC 173-303-900 Public involvement and partici- 
pation. (1) Intent. Public involvement and participation plays 
a significant role in the decision making process. The depart- 
ment intends to foster public awareness, information and con- 
sultation, and to respond actively to public concerns. The 
department will inform the public of major issues, proposed 
projects, and regulatory changes, and will consult interested 
and affected segments of the public before making important 
decisions. The overall goal of the department is to provide 
knowledge to the public about dangerous waste issues that 
vitally affect the state, to encourage broader understanding of 
the public role in dangerous wastes and their proper manage- 
ment, and to promote an open dialogue between the public, 
industry, and government. 
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(2) Applicable requirements. In fulfilling the intent of 
public involvement and participation in the decision making 
process, the department will refer to and, where applicable, 
follow the requirements and guidance set forth in the follow- 
ing: 

(a) Chapter ((34.04)) 34.05 RCW, Administrative Proce- 
dure Act; 

(b) Chapter 34.08 RCW, Washington State Register Act 
of 1977; 

(c) Chapter 42.17 RCW, Public Records Act; 

(d) Chapter 197-11 WAC, Guidelines interpreting and 
implementing the State Environmental Policy Act; 

(e) 40 C.F.R. Part 25, Public Participation in Programs 
Under the Resource Conservation and Recovery Act, the Safe 
Drinking Water Act, and the Clean Water Act; and 

(£) Reserve. 


AMENDATORY SECTION (Amending WSR 09-14-105, 
filed 6/30/09, effective 7/31/09) 


WAC 173-303-910 Petitions. (1) General petitions. 

(a) Any person may petition the department to modify or 
revoke any provision in this chapter. This subsection sets 
forth general requirements which apply to all such petitions. 
The remaining subsections of this section describe additional 
requirements for specific types of petitions. 

(b) Each petition must be submitted to the department by 
certified mail and must include: 

(i) The petitioner's name and address; 

(ii) A statement of the petitioner's interest in the pro- 
posed action; 

(111) A description of the proposed action, including 
(where appropriate) suggested regulatory language; and 

(1v) A statement of the need and justification for the pro- 
posed action, including any supporting tests, studies, or other 
information. 

(c) The department will make a tentative decision to 
grant or deny the petition and give public notice of the tenta- 
tive decision in writing. The notice will be distributed to 
interested persons on a mailing list developed specifically for 
petitions and persons expressing interest in amendments to 
this chapter. The public comment period will be a minimum 
of twenty-one days. 

(d) Upon the written request of any interested person, the 
director may, at his discretion, hold a conference to consider 
oral comments on the action proposed in the petition. A per- 
son requesting a conference must state the issues to be raised 
and explain why written comments would not suffice to com- 
municate the person's views. The director may in any case 
decide on his own motion to hold a conference. 

(e) After evaluating all public comments the department 
will make a final decision in accordance with RCW 34.05.- 
330 or 34.05.240. The department will either deny the peti- 
tion in writing (stating its reasons for denial), or grant the 
petition and, when appropriate, initiate rule-making proceed- 
ings in accordance with RCW 34.05.330. 

(2) Petitions for equivalent testing or analytical methods. 

(a) Any person seeking to add a testing or analytical 
method to WAC 173-303-110 may petition for a regulatory 
amendment under this section. To be successful, the person 
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must demonstrate to the satisfaction of the department that 
the proposed method is equal to or superior to the corre- 
sponding method prescribed in WAC 173-303-110, in terms 
of its sensitivity, accuracy, and precision (i.e., reproducibil- 
ity). 

(b) Each petition must include, in addition to the infor- 
mation required by subsection (1) of this section: 

(i) A full description of the proposed method, including 
all procedural steps and equipment used in the method; 

(ii) A description of the types of wastes or waste matri- 
ces for which the proposed method may be used; 

(111) Comparative results obtained from using the pro- 
posed method with those obtained from using the relevant or 
corresponding methods prescribed in WAC 173-303-110; 

(iv) An assessment of any factors which may interfere 
with, or limit the use of, the proposed method; and 

(v) A description of the quality control procedures neces- 
sary to ensure the sensitivity, accuracy and precision of the 
proposed method. 

(c) After receiving a petition for an equivalent testing or 
analytical method, the department may request any additional 
information on the proposed method which it may reasonably 
require to evaluate the proposal. 

(d) If the department amends the regulations to permit 
use of a new testing method, the method will be incorporated 
at WAC 173-303-110(3) and in a document which will be 
available from the department. 

(3) Petitions for exempting dangerous wastes from a par- 
ticular generator. Note that a generator must also petition the 
U.S. EPA to exempt their waste if it is a federally listed 
waste. 

(a) Any generator seeking to exempt his dangerous waste 
may petition the department for exemption from the require- 
ments of WAC 173-303-070 through 173-303-100. 

(b) To be successful, the generator must make the 
demonstrations required in WAC 173-303-072(3) and, where 
applicable, (4). 

(c) Each petition must include, in addition to the infor- 
mation required by subsection (1) of this section: 

(i) The name and address of the laboratory facility per- 
forming the sampling or tests of the waste; 

(11) The names and qualifications of the persons sam- 
pling and testing the waste; 

(iii) The dates of sampling and testing; 

(iv) The location of the generating facility; 

(v) A description of the manufacturing processes or other 
operations and feed materials producing the waste and an 
assessment of whether such processes, operations, or feed 
materials can or might produce a waste that is not covered by 
the demonstration; 

(vi) A description of the waste and an estimate of the 
average and maximum monthly and annual quantities of 
waste covered by the demonstration; 

(vii) Pertinent data on and discussion of the factors delin- 
eated in WAC 173-303-072(3) and, where applicable, (4); 

(viii) A description of the methodologies and equipment 
used to obtain the representative samples; 

(ix) A description of the sample handling and prepara- 
tion techniques, including techniques used for extraction, 
containerization and preservation of the samples; 
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(x) A description of the tests performed (including 
results); 

(x1) The names and model numbers of the instruments 
used in performing the tests and the date of the last calibra- 
tion for instruments which must be calibrated according to 
manufacturer's instructions; and 

(xii) The following statement signed by the generator of 
the waste or his authorized representative: 


I certify under penalty of law that I have personally 
examined and am familiar with the information sub- 
mitted in this demonstration and all attached docu- 
ments, and that, based on my inquiry of those indi- 
viduals immediately responsible for obtaining the 
information, I believe that the submitted informa- 
tion is true, accurate, and complete. I am aware that 
there are significant penalties for submitting false 
information, including the possibility of fine and 
imprisonment. 


(d) After receiving a petition for a dangerous waste 
exemption, the department may request any additional infor- 
mation which it may reasonably require to evaluate the peti- 
tion. 

(e) An exemption will only apply to the waste generated 
by the particular generator covered by the demonstration and 
will not apply to waste from any other generator. 

(f) The department may exempt only part of the waste 
for which the demonstration is submitted where there is rea- 
son to believe that variability of the waste justifies a partial 
exemption. 

(g) The department may (but will not be required to) 
grant a temporary exemption before making a final decision 
under subsection (1) of this section, whenever it finds that 
there is a substantial likelihood that an exemption will be 
finally granted. 

(h) Any waste for which an exemption is sought will 
remain designated and be subject to the applicable require- 
ments of this chapter until the generator of the waste is noti- 
fied by the department that his waste is exempt. 

(4) Petition for exclusion. 

(a) Any generators seeking exclusion of a class of similar 
or identical wastes under WAC 173-303-071, excluded cate- 
gories of waste, may petition the department for exclusion. 
To be successful, the generator(s) must make the demonstra- 
tions required in WAC 173-303-072(6) for all those wastes 
generated in the state which might be excluded pursuant to 
granting a petition submitted under this subsection. No class 
of wastes will be excluded if any of the wastes are regulated 
as hazardous waste under 40 C.F.R. Part 261. 

(b) Each petition for exclusion must include the informa- 
tion required by subsections (1) and (3)(c) of this section and 
any other information required by the department. 

(c) After receiving a petition for exclusion, the depart- 
ment may request any additional information it deems neces- 
sary to evaluate the petition. 

(5) Petition for designation change. The provisions of 
(a)(i) of this subsection do not apply to any dangerous waste 
which is also designated as a hazardous waste under 40 
C.F.R. Part 261, Subpart D. 
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(a) A generator may petition the department to change 
the designation of his waste as follows: 

(i) A waste which is designated only for toxicity pursu- 
ant to WAC 173-303-100 but which is toxic solely because it 
is highly acidic or basic (1.e., due to high or low pH) may be 
subject only to the requirements for corrosive dangerous 
wastes, provided that the generator can demonstrate this fact 
to the department's satisfaction through information provided 
under (b) of this subsection; and 

(11) A waste which is designated EHW may be redesig- 
nated DW, provided that the generator can demonstrate that 
such redesignation is appropriate through information pro- 
vided under (b) of this subsection. 

(b) A petition under this subsection must include: 

(i) The information required by subsections (1) and 
(3)(c) of this section; and 

(11) Such other information as required by the depart- 
ment. 

(c) A designation change under this subsection will 
become effective only after the department has approved the 
change and notified the generator of such approval. 

(6) Petitions to allow land disposal of a waste restricted 
under WAC 173-303-140. 

(a) Any person seeking a land disposal restriction 
exemption allowed under WAC 173-303-140(6) must submit 
a petition to the department. The petition must include the 
following general information: 

(i) The petitioner's name and address; 

(11) A statement of the petitioner's interest in the pro- 
posed action; 

(iii) A description of the proposed action; 

(iv) A statement of the need and justification for the pro- 
posed action; 

(v) An identification of the specific waste and the spe- 
cific land disposal unit for which the exemption is desired; 

(vi) A waste analysis to describe fully the chemical and 
physical characteristics of the subject waste. All waste and 
environmental sampling, test, and analysis data must be accu- 
rate and reproducible to the extent that state-of-the-art tech- 
niques allow; and 

(vii) A quality assurance and quality control plan that 
addresses all sampling and testing aspects of the information 
provided in the petition. 

(b) In addition to the general information requirements in 
subsection (a) of this section, the following specific informa- 
tion must be provided in the petition for individual case-by- 
case exemptions. 

(i) Petition for land disposal exemption for treatment 
residuals. Petitions for exemption of treatment residuals, as 
allowed under WAC 173-303-140 (6)(a), must: 

(A) Provide the type of waste management or treatment 
method applied to the waste and the rationale for selecting 
this method as the best achievable management method; and 

(B) Document that the land disposal of the treatment 
residual would not pose a greater risk to public health and the 
environment than land disposal of the original wastes, includ- 
ing an analysis of the treatment residuals to fully describe 
their chemical and physical characteristics; and 

(C) Provide the management alternatives for the treat- 
ment residuals and the factors which, if an exemption is not 
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granted, would prevent the utilization of the best achievable 
management method for the original dangerous waste. 

(ii) Petition for economic hardship exemption. Petitions 
for exemption on the basis of economic hardship, as allowed 
under WAC 173-303-140 (6)(b), must: 

(A) Supply the current management costs and the pro- 
jected management costs to comply with the requirements of 
WAC 173-303-140; and 

(B) Provide the source of information utilized in deter- 
mining the economic estimates; and 

(C) Provide a discussion of how the projected compli- 
ance costs would impose an unreasonable economic burden. 

(iii) Petition for leachable inorganic waste exemption. 
Petitions for exemption of leachable inorganic wastes, as 
allowed under WAC 173-303-140 (6)(c), must: 

(A) Provide information demonstrating that the stabiliza- 
tion of the dangerous waste is less protective of public health 
and the environment than landfilling; or 

(B) Provide a list of stabilization facilities that could 
accept the dangerous waste and information demonstrating 
that they do not have available capacity to stabilize the waste; 
or 

(C) Provide information describing the types of stabili- 
zation utilized which did not reduce the solubility and mobil- 
ity of the dangerous waste constituents and describe any 
other stabilization methods that have been considered but not 
utilized. 

(iv) Petition for organic/carbonaceous waste exemption. 
Petitions for exemption of organic/carbonaceous wastes, as 
allowed under WAC 173-303-140 (6)(c), must: 

(A) Provide information demonstrating that recycling, 
treatment and incineration facilities are unavailable for the 
waste, including a map marked both with the point of waste 
generation and the point(s) of the nearest treatment, recycling 
and incineration facility(s) that could manage the dangerous 
waste; or 

(B) Provide information demonstrating that the alterna- 
tive management methods for organic/carbonaceous waste 
are less protective of public health and the environment than 
stabilization and landfilling; or 

(C) Provide information demonstrating that: 

(I) Recycling and treatment facilities are unavailable for 
the waste, including a map marked both with the point of 
waste generation and the point(s) of the nearest treatment, 
recycling and incineration facility(s) that could manage the 
dangerous waste; and 

(ID The organic/carbonaceous waste has a heat content 
less than 3,000 BTU/LB or a moisture content greater than 
sixty-five percent. 

(c) Each petition must include the following statement 
signed by the petitioner or an authorized representative: 


I certify under penalty of law that I have personally 
examined and am familiar with the information sub- 
mitted in this petition and all attached documents, 
and that, based on my inquiry of those individuals 
immediately responsible for obtaining the informa- 
tion, I believe the submitted information is true, 
accurate, and complete. I am aware that there are 
significant penalties for submitting false informa- 


Washington State Register, Issue 20-08 


tion, including the possibility of fine and imprison- 
ment. 


(d) Each petition must be submitted to: 


Department of Ecology 
HWTR Program 

Attn Land Disposal Exemption 
P.O. Box 47600 

Olympia, WA 98504-7600 


(e) After receiving a petition, the department may 
request any additional information that reasonably may be 
required to evaluate the petition and accompanying demon- 
stration, such as a comprehensive characterization of the dis- 
posal unit site including an analysis of background air, soil, 
and water quality. Simulation models must be calibrated for 
the specific waste and site conditions, and verified for accu- 
racy by comparison with actual measurements. 

(f)(i) The department will make a tentative decision to 
grant or deny the petition and give public notice of the tenta- 
tive decision in writing. The notice will be distributed to 
interested persons on a mailing list developed specifically for 
petitions and persons expressing interest in amendments to 
this chapter. The public comment period will be a minimum 
of twenty-one days. 

(11) Upon the written request of any interested person, the 
department may, at its discretion, hold a conference to con- 
sider oral comments on the action proposed in the petition. A 
person requesting a conference must state the issues to be 
raised and explain why written comments would not suffice 
to communicate the person's views. The department may in 
any case decide on its own motion to hold a conference. 

(iii) After evaluating all public comments the department 
will make a final decision in accordance with RCW ((34.04— 
060-er-34.04.080)) 34.05.240 or 34.05.330. The department 
will either deny the petition in writing (stating its reasons for 
denial), or grant the petition. 

(g) Prior to the department's decision, the applicant is 
required to comply with all restrictions on land disposal 
under WAC 173-303-140. The department should respond to 
a petition within ninety days. 

(h) If an exemption is granted, the department may 
include specific conditions as deemed necessary by the 
department to protect public health and the environment. 

(1) If granted, the exemption will apply to land disposal 
of the specific restricted waste at the individual disposal unit 
described in the petition and accompanying demonstration. 
The exemption will not apply to any other restricted waste at 
that disposal unit, nor will it apply to that specific restricted 
waste at any other disposal unit. 

(j) If an exemption is granted, the department may with- 
draw the exemption on the following bases: 

(1) If there is a threat to public health and the environ- 
ment; or 

(11) If there is migration of dangerous waste constituents 
from the land disposal unit or site for as long as the waste 
remains dangerous; or 

(iii) If the department finds reason to believe that the 
information submitted in a petition is inaccurate or has been 
falsified such that the petition should have been denied. 
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(k) The term of an exemption granted under this subsec- 
tion will be established by the department at the time of issu- 
ance. 

(1) Any exemption granted by the department does not 
relieve the petitioner of his responsibilities in the manage- 
ment of dangerous waste under chapter 173-303 WAC. 

(m) The department may (but will not be required to) 
grant a temporary exemption before making a final decision, 
whenever it finds that there is a substantial likelihood that an 
exemption will be finally granted. Temporary exemptions 
will not be subject to the procedures of (f) of this subsection. 
Temporary exemptions will not be a cause of delaying final 
decision making on the petition request. 

(7) Petitions to amend WAC 173-303-573 to include 
additional dangerous wastes. 

(a) Any person seeking to add a dangerous waste or a 
category of dangerous waste to the universal waste regula- 
tions of WAC 173-303-573 may petition for a regulatory 
amendment under this section and WAC 173-303-573 (39) 
and (40). 

(b) To be successful, the petitioner must demonstrate to 
the satisfaction of the department that regulation under the 
universal waste regulations of WAC 173-303-573: Is appro- 
priate for the waste or category of waste; will improve man- 
agement practices for the waste or category of waste; and will 
improve implementation of the dangerous waste program. 
The petition must include the information required by sub- 
section (1) of this section. The petition should also address as 
many of the factors listed in WAC 173-303-573(40) as are 
appropriate for the waste or category of waste addressed in 
the petition. 

(c) The department will grant or deny a petition using the 
factors listed in WAC 173-303-573(40). The decision will be 
based on the weight of evidence showing that regulation 
under WAC 173-303-573 is appropriate for the waste or cat- 
egory of waste, will improve management practices for the 
waste or category of waste, and will improve implementation 
of the dangerous waste program. 

(d) The department may request additional information 
needed to evaluate the merits of the petition. 


AMENDATORY SECTION (Amending WSR 19-04-038, 
filed 1/28/19, effective 4/28/19) 


WAC 173-303-9903 Discarded chemical products 
list. 


Discarded Chemical Products List 
"P" Chemical Products 


Comment: For the convenience of the regulated commu- 
nity, the primary hazardous properties of these 
materials have been indicated by the letters T 
(Toxicity), and R (Reactivity). Absence of a let- 
ter indicates that the compound is only listed for 
acute toxicity. Wastes are first listed in alpha- 
betical order by substance and then listed again 
in numerical order by Dangerous Waste Num- 
ber. 


Proposed 


WSR 20-08-048 


Washington State Register, Issue 20-08 


The "P" wastes and their corresponding Dangerous Waste Numbers 


are: 

Alphabetical List 
Dangerous Chemical 
Waste No. Abstracts No. 
P023 107-20-0 
P002 591-08-2 
P057 640-19-7 
P058 62-74-8 
P002 591-08-2 
P003 107-02-8 
P070 116-06-3 
P203 1646-88-4 
P004 309-00-2 
P005 107-18-6 
P006 20859-73-8 
P007 2763-96-4 
P008 504-24-5 
P009 131-74-8 
P119 7803-55-6 
P099 506-61-6 
P010 7778-39-4 
P012 1327-53-3 
P011 1303-28-2 
P011 1303-28-2 
P012 1327-53-3 
P038 692-42-2 
P036 696-28-6 
P054 151-56-4 
P067 75-55-8 
P013 542-62-1 
P024 06-47-8 
P077 00-01-6 
P028 00-44-7 
P042 51-43-4 
P046 22-09-8 
P014 08-98-5 
P127 563-66-2 
P188 57-64-7 
P001 181-81-2 
P028 100-44-7 
P015 7440-41-7 
P017 598-31-2 
P018 357-57-3 
P045 39196-18-4 


Proposed 


Substance 

Acetaldehyde, chloro- 

Acetamide, N-(aminothioxomethyl)- 
Acetamide, 2-fluoro- 

Acetic acid, fluoro-, sodium salt 
1-Acetyl-2-thiourea 

Acrolein 

Aldicarb 

Aldicard sulfone 

Aldrin 

Allyl alcohol 

Aluminum phosphide (R,T) 
5-(Aminomethyl)-3-isoxazolol 
4-Aminopyridine 

Ammonium picrate (R) 

Ammonium vanadate 

Argentate(1-), bis(cyano-C)-, potassium 
Arsenic acid H3AsOy 

Arsenic oxide As203 


Arsenic oxide As,O5 


Arsenic pentoxide 

Arsenic trioxide 

Arsine, diethyl- 

Arsonous dichloride, phenyl- 

Aziridine 

Aziridine, 2-methyl- 

Barium cyanide 

Benzenamine, 4-chloro- 

Benzenamine, 4-nitro- 

Benzene, (chloromethyl)- 
1,2-Benzenediol, 4-[1-hydroxy-2-(methyl- 
amino)ethyl]-, (R)- 

Benzeneethanamine, alpha,alpha-dimethyl- 
Benzenethiol 


7-Benzofuranol, 2,3-dihydro-2,2-dimethyl- 
, methylcarbamate 


Benzoic acid, 2-hydroxy-, compd. with 
(3aS-cis)-1,2,3,3a,8,8a-hexahydro-1,3a,8- 
trimethylpyrrolo[2,3-b]indo1-5-yl methyl- 
carbamate ester (1:1) 


2H-1-Benzopyran-2-one, 4-hydroxy-3-(3- 
oxo-1-phenylbutyl)-, & salts, when present 
at concentrations greater than 0.3% 


Benzyl chloride 

Beryllium powder 
Bromoacetone 

Brucine 

2-Butanone, 3,3-dimethyl-1- 
(methylthio)-, O- 


The "P" wastes and their corresponding Dangerous Waste Numbers 


are: 

Alphabetical List 
Dangerous Chemical 
Waste No. Abstracts No. 
P021 592-01-8 
P189 55285-14-8 
P191 644-64-4 
P192 119-38-0 
P190 1129-41-5 
P127. 1563-66-2 
P021 592-01-8 
P022 75-15-0 
P189 55285-14-8 
P095 75-44-5 
P023 107-20-0 
P024 106-47-8 
P026 5344-82-1 
P027 542-76-7 
P029 544-92-3 
P029 544-92-3 
P202 64-00-6 
P030 

P031 460-19-5 
P033 506-77-4 
P033 506-77-4 
P034 131-89-5 
P016 542-88-1 
P036 696-28-6 
P037 60-57-1 
P038 692-42-2 
P041 311-45-5 
P040 297-97-2 
P043 55-91-4 
P191 644-64-4 
P004 309-00-2 
P060 465-73-6 
P037 60-57-1 


Substance 
[(methylamino)carbonyl] oxime 
Calcium cyanide 


Carbamic acid, [(dibutylamino)- 
thio]methyl-, 2,3-dihydro-2,2- 
dimethyl- 7-benzofuranyl ester 


Carbamic acid, dimethyl-, 1- 
[(dimethyl-amino)carbonyl]- 5- 
methyl- 1H-pyrazol-3-yl ester 


Carbamic acid, dimethyl-, 3-methyl- 
1- (1-methylethyl)-1H- pyrazol-5-yl 
ester 


Carbamic acid, methyl-, 3- 
methylphenyl ester 


Carbofuran 

Calcium cyanide Ca(CN) 
Carbon disulfide 
Carbosulfan 

Carbonic dichloride 
Chloroacetaldehyde 
p-Chloroaniline 
1-(o-Chlorophenyl)thiourea 
3-Chloropropionitrile 
Copper cyanide 

Copper cyanide Cu(CN) 
m-Cumenyl methylcarbamate 


Cyanides (soluble cyanide salts), not other- 
wise specified 


Cyanogen 

Cyanogen chloride 

Cyanogen chloride (CN)Cl 
2-Cyclohexyl-4,6-dinitrophenol 
Dichloromethy] ether 
Dichlorophenylarsine 

Dieldrin 

Diethylarsine 
Diethyl-p-nitrophenyl phosphate 
O,O-Diethyl O-pyrazinyl phosphorothioate 
Diisopropylfluorophosphate (DFP) 
Dimetilan 


1,4,5,8-Dimethanonaphthalene, 
1,2,3,4,10,10-hexa-chloro-1,4,4a,5,8,8a,- 
hexahydro-, (lalpha,4alpha,4abeta,Salpha, 
8alpha,8abeta)- 


1,4,5,8-Dimethanonaphthalene, 
1,2,3,4,10,10-hexa-chloro-1,4,4a,5,8,8a- 
hexahydro-, (lalpha,4alpha,4abeta,Sbeta, 
8beta,8abeta)- 
2,7:3,6-Dimethanonaphth[2,3-b]oxirene, 
3,4,5,6,9,9-hexachloro-1a,2,2a,3,6,6a,7,7a- 
octahydro-, (1aalpha,2beta,2aalpha,3beta, 
6beta,6aalpha,7beta, 7aalpha)- 
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The "P" wastes and their corresponding Dangerous Waste Numbers 


are: 


Alphabetical List 
Dangerous Chemical 
Waste No. Abstracts No. 
P051 172-20-8 
P044 60-51-5 
P046 122-09-8 
P047 1534-52-1 
P048 51-28-5 
P020 88-85-7 
P085 152-16-9 
P111 107-49-3 
P039 298-04-4 
P049 541-53-7 
P185 26419-73-8 
P050 115-29-7 
P088 145-73-3 
P051 72-20-8 
P051 72-20-8 
P042 51-43-4 
P031 460-19-5 
P194 23135-22-0 
P066 16752-77-5 
P101 107-12-0 
P054 151-56-4 
P097 52-85-7 
P056 7782-41-4 
P057 640-19-7 
P058 62-74-8 
P198 23422-53-9 
P197 17702-57-7 
P065 628-86-4 
P059 76-44-8 
P062 757-58-4 
P116 79-19-6 
P068 60-34-4 
P063 74-90-8 
P063 74-90-8 
P096 7803-51-2 
P060 465-73-6 
P192 119-38-0 
P202 64-00-6 
P007 2763-96-4 


Substance 


2,7:3,6-Dimethanonaphth [2,3-b]oxirene, 
3,4,5,6,9,9-hexachloro-1a,2,2a,3,6,6a,7,7a- 
octahydro-, (laalpha,2beta,2abeta,3alpha, 
6alpha,6abeta,7beta, 7aalpha)-, & metabo- 
lites 


Dimethoate 
alpha,alpha-Dimethylphenethylamine 
4,6-Dinitro-o-cresol, & salts 
2,4-Dinitrophenol 

Dinoseb 

Diphosphoramide, octamethyl- 
Diphosphoric acid, tetraethyl ester 
Disulfoton 

Dithiobiuret 


1,3-Dithiolane-2-carboxaldehyde, 
2,4-dimethyl-, O- [(methylamino)- 
carbonyl]oxime 


Endosulfan 

Endothall 

Endrin 

Endrin, & metabolites 
Epinephrine 
Ethanedinitrile 


Ethanimidothioic acid, 2- 
(dimethylamino)-N-[[(methylamino) 
carbonyl]oxy]-2-oxo-, methyl ester 


Ethanimidothioic acid, N- 
[[(methylamino)carbonyl]oxy]-, 
methyl ester 


Ethyl cyanide 

Ethyleneimine 

Famphur 

Fluorine 

Fluoroacetamide 

Fluoroacetic acid, sodium salt 
Formetanate hydrochloride 
Formparanate 

Fulminic acid, mercury(2+) salt (R,T) 
Heptachlor 

Hexaethyl tetraphosphate 
Hydrazinecarbothioamide 
Hydrazine, methyl- 
Hydrocyanic acid 

Hydrogen cyanide 

Hydrogen phosphide 

Isodrin 

Isolan 


3-Isopropylphenyl N- 
methylcarbamate 


3(2H)-Isoxazolone, 5-(aminomethyl)- 
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The "P" wastes and their corresponding Dangerous Waste Numbers 


are: 

Alphabetical List 
Dangerous Chemical 
Waste No. Abstracts No. 
P196 15339-36-3 
P196 15339-36-3 
P092 62-38-4 
P065 628-86-4 
P198 23422-53-9 
P197 17702-57-7 
P082 62-75-9 
P064 624-83-9 
P016 542-88-1 
P112 509-14-8 
P118 75-70-7 
P050 115-29-7 
P059 76-44-8 
P199 2032-65-7 
P066 16752-77-5 
P068 60-34-4 
P064 624-83-9 
P069 75-86-5 
P071 298-00-0 
P190 1129-41-5 
P128 315-18-4 
P072 86-88-4 
P073 13463-39-3 
P073 13463-39-3 
P074 557-19-7 
P074 557-19-7 
P075 154-11-5 
P076 10102-43-9 
P077 100-01-6 
P078 10102-44-0 
P076 10102-43-9 
P078 10102-44-0 
P081 55-63-0 
P082 62-75-9 
P084 4549-40-0 
P085 152-16-9 
P087 20816-12-0 


Substance 


Manganese, 
bis(dimethylcarbamodithioato-S,S')- 


Manganese dimethyldithiocarbamate 
Mercury, (acetato-O)phenyl- 
Mercury fulminate (R,T) 


Methanimidamide, N,N-dimethyl- 
N'-[3-[[(methylamino)- 
carbonyl]oxy]phenyl]-, 
monohydrochloride 


Methanimidamide, N,N-dimethyl- 
N'-[2-methyl-4- 
[Gnethylamino)carbonyl]oxy] 
phenyl]- 

Methanamine, N-methyl-N-nitroso- 
Methane, isocyanato- 

Methane, oxybis[chloro- 

Methane, tetranitro- (R) 
Methanethiol, trichloro- 


6,9-Methano-2,4,3-benzodioxathiepin, 
6,7,8,9, 10, 10-hexachloro-1,5,5a,6,9,9a- 
hexahydro-, 3-oxide 


4,7-Methano-1H-indene, 1,4,5,6,7,8,8-hep- 
tachloro-3a,4,7,7a-tetrahydro- 


Methiocarb 

Methomyl 

Methyl hydrazine 
Methyl isocyanate 
2-Methyllactonitrile 
Methyl parathion 
Metolcarb 

Mexacarbate 
alpha-Naphthylthiourea 
Nickel carbonyl 

Nickel carbonyl Ni(CO)4, (T-4)- 
Nickel cyanide 

Nickel cyanide Ni(CN)> 


Nicotine, & salts (this listing does not 


include patches, gums, and lozenges that 
are FDA-approved over-the-counter nico- 
tine replacement therapies) 


Nitric oxide 
p-Nitroaniline 
Nitrogen dioxide 
Nitrogen oxide NO 
Nitrogen oxide NO, 
Nitroglycerine (R) 


N-Nitrosodimethylamine 


N-Nitrosomethylvinylamine 
Octamethylpyrophosphoramide 
Osmium oxide Os04, (T-4)- 


Proposed 


WSR 20-08-048 


Washington State Register, Issue 20-08 


The "P" wastes and their corresponding Dangerous Waste Numbers 


are: 

Alphabetical List 
Dangerous Chemical 
Waste No. Abstracts No. 
P087 20816-12-0 
P088 145-73-3 
P194 23135-22-0 
P089 56-38-2 
P034 131-89-5 
P128 315-18-4 
P199 2032-65-7 
P048 51-28-5 
P047 1534-52-1 
P202 64-00-6 
P201 2631-37-0 
P020 88-85-7 
P009 131-74-8 
P092 62-38-4 
P093 103-85-5 
P094 298-02-2 
P095 75-44-5 
P096 7803-51-2 
P041 311-45-5 
P039 298-04-4 
P094 298-02-2 
P044 60-51-5 
P043 55-91-4 
P089 56-38-2 
P040 297-97-2 
P097 52-85-7 
P071 298-00-0 
P204 57-47-6 
P188 57-64-7 
P110 78-00-2 
P098 151-50-8 
P098 151-50-8 
P099 506-61-6 
P201 2631-37-0 
P203 1646-88-4 
P070 116-06-3 


Proposed 


Substance 

Osmium tetroxide 
7-Oxabicyclo[2.2.1]heptane-2,3-dicarbox- 
ylic acid 

Oxamyl 

Parathion 

Phenol, 2-cyclohexyl-4,6-dinitro- 


Phenol, 4-(dimethylamino)-3,5- 
dimethyl-, methylcarbamate (ester) 


Phenol, (3,5-dimethyl-4- 

(methylthio)-, methylcarbamate 

Phenol, 2,4-dinitro- 

Phenol, 2-methyl-4,6-dinitro-, & salts 
Phenol, 3-(1-methylethyl)-, methyl carba- 
mate 


Phenol, 3-methyl-5-(1-methylethyl)-, 
methyl carbamate 


Phenol, 2-(1-methylpropyl)-4,6-dinitro- 
Phenol, 2,4,6-trinitro-, ammonium salt (R) 
Phenylmercury acetate 

Phenylthiourea 

Phorate 

Phosgene 

Phosphine 

Phosphoric acid, diethyl 4-nitropheny] ester 
Phosphorodithioic acid, O,O-diethyl S-[2- 
(ethylthio)ethyl] ester 

Phosphorodithioic acid, O,O-diethyl S- 
[(ethylthio)methyl] ester 
Phosphorodithioic acid, O,O-dimethyl S- 
[2-(methylamino)-2-oxoethyl] ester 
Phosphorofluoridic acid, bis(1-methy- 
lethyl) ester 

Phosphorothioic acid, O,O-diethyl O-(4- 
nitrophenyl) ester 

Phosphorothioic acid, O,O-diethyl O-pyra- 
zinyl ester 

Phosphorothioic acid, O-[4-[(dimethyl- 
amino)sulfonyl]phenyl] O,O-dimethyl ester 
Phosphorothioic acid, O,O,-dimethyl O-(4- 
nitrophenyl) ester 

Physostigmine 

Physostigmine salicylate 

Plumbane, tetraethyl- 

Potassium cyanide 

Potassium cyanide K(CN) 

Potassium silver cyanide 

Promecarb 

Propanal, 2-methyl-2-(methyl-sulfonyl)-, 
O-[(methylamino)carbonyl] oxime 
Propanal, 2-methyl-2-(methylthio)-, O- 
[(methylamino)carbonyl]oxime 
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The "P" wastes and their corresponding Dangerous Waste Numbers 


are: 

Alphabetical List 
Dangerous Chemical 
Waste No. Abstracts No. 
P101 107-12-0 
P027 542-76-7 
P069 75-86-5 
P081 55-63-0 
P017 598-31-2 
P102 107-19-7 
P003 107-02-8 
P005 107-18-6 
P067 75-55-8 
P102 107-19-7 
P008 504-24-5 
P075 154-11-5 
P204 57-47-6 
P114 12039-52-0 
P103 630-10-4 
P104 506-64-9 
P104 506-64-9 
P105 26628-22-8 
P106 143-33-9 
P106 143-33-9 
P108 157-24-9 
P018 357-57-3 
P108 157-24-9 
P115 7446-18-6 
P109 3689-24-5 
P110 78-00-2 
P111 107-49-3 
P112 509-14-8 
P062 757-58-4 
P113 1314-32-5 
P113 1314-32-5 
P114 12039-52-0 
P115 7446-18-6 
P109 3689-24-5 
P045 39196-18-4 
P049 541-53-7 
P014 108-98-5 
P116 79-19-6 
P026 5344-82-1 
P072 86-88-4 
P093 103-85-5 


Substance 

Propanenitrile 

Propanenitrile, 3-chloro- 
Propanenitrile, 2-hydroxy-2-methyl- 
1,2,3-Propanetriol, trinitrate (R) 
2-Propanone, 1-bromo- 
Propargyl alcohol 

2-Propenal 

2-Propen-1-ol 
1,2-Propylenimine 
2-Propyn-1-ol 

4-Pyridinamine 


Pyridine, 3-(1-methyl-2-pyrrolidinyl)-, (S)- 
, & salts (this listing does not include 

patches, gums, and lozenges that are FDA- 
approved over-the-counter nicotine replace- 


ment therapies) 

Pyrrolo[2,3-b]indol-5-ol, 1,2,3,3a,8,8a- 
hexahydro-1,3a,8-trimethyl-, methylcarba- 
mate (ester), (3aS-cis)- 


Selenious acid, dithallium(1+) salt 
Selenourea 

Silver cyanide 

Silver cyanide Ag(CN) 

Sodium azide 

Sodium cyanide 

Sodium cyanide Na(CN) 
Strychnidin-10-one, & salts 
Strychnidin-10-one, 2,3-dimethoxy- 
Strychnine, & salts 

Sulfuric acid, dithallium(1+) salt 
Tetraethyldithiopyrophosphate 
Tetraethyl lead 

Tetraethyl pyrophosphate 
Tetranitromethane (R) 
Tetraphosphoric acid, hexaethyl ester 
Thallic oxide 

Thallium oxide T1,03 

Thallium(I) selenite 

Thallium(1) sulfate 
Thiodiphosphoric acid, tetraethyl ester 
Thiofanox 

Thioimidodicarbonic diamide 
[(H2N)C(S)]2NH 

Thiophenol 

Thiosemicarbazide 

Thiourea, (2-chlorophenyl)- 
Thiourea, 1-naphthalenyl- 
Thiourea, phenyl- 
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The "P" wastes and their corresponding Dangerous Waste Numbers 


are: 


Alphabetical List 
Dangerous Chemical 
Waste No. Abstracts No. 
P185 26419-73-8 
P123 8001-35-2 
P118 75-70-7 
P119 7803-55-6 
P120 1314-62-1 
P120 1314-62-1 
P084 4549-40-0 
P001 181-81-2 
P205 137-30-4 
P121 557-21-1 
P121 557-21-1 
P122 1314-84-7 
P205 137-30-4 


Numerical List 


Dangerous 
Waste No. 


P001 


P001 


P002 
P002 
P003 
P003 
P004 
P004 


P005 
P005 
P006 
P007 
P007 
P008 
P008 
P009 
P009 
P010 
P011 
P011 
P012 
P012 
P013 
P014 


Chemical 
Abstracts No. 


181-81-2 


181-81-2 


591-08-2 
591-08-2 
107-02-8 
107-02-8 
309-00-2 
309-00-2 


107-18-6 
107-18-6 
20859-73-8 
2763-96-4 
2763-96-4 
504-24-5 
504-24-5 
31-74-8 
31-74-8 
7778-39-4 
303-28-2 
303-28-2 
327-53-3 
327-53-3 
542-62-1 
08-98-5 


Substance 

Tirpate 

Toxaphene 
Trichloromethanethiol 
Vanadic acid, ammonium salt 


Vanadium oxide V205 


Vanadium pentoxide 
Vinylamine, N-methyl-N-nitroso- 


Warfarin, & salts, when present at concen- 
trations greater than 0.3% 


Zinc, bis(dimethylcarbamodithioato-S,S')- 
Zinc cyanide 

Zinc cyanide Zn(CN)> 

Zinc phosphide ZnzP,, when present at 
concentrations greater than 10% (R,T) 


Ziram 


Substance 


2H-1-Benzopyran-2-one, 4-hydroxy-3-(3- 
oxo-1-phenylbutyl)-, & salts, when present 
at concentrations greater than 0.3% 


Warfarin, & salts, when present at concen- 
trations greater than 0.3% 


Acetamide, -(aminothioxomethyl)- 
1-Acetyl-2-thiourea 

Acrolein 

2-Propenal 

Aldrin 


1,4,5,8-Dimethanonaphthalene, 
1,2,3,4,10,10-hexa-chloro-1,4,4a,5,8,8a,- 
hexahydro-, (lalpha,4alpha,4abeta,Sal- 
pha,8alpha,8abeta)- 


Allyl alcohol 

2-Propen-1-ol 

Aluminum phosphide (R,T) 
5-(Aminomethyl)-3-isoxazolol 
3(2H)-Isoxazolone, 5-(aminomethyl)- 
4-Aminopyridine 

4-Pyridinamine 

Ammonium picrate (R) 

Phenol, 2,4,6-trinitro-, ammonium salt (R) 
Arsenic acid H3 AsO4 

Arsenic oxide As2 O5 

Arsenic pentoxide 

Arsenic oxide As2 03 

Arsenic trioxide 

Barium cyanide 


Benzenethiol 
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Numerical List 


Dangerous 
Waste No. 


P014 
P015 
P016 
P016 
P017 
P017 
P018 
P018 
P020 
P020 
P021 
P021 
P022 
P023 
P023 
P024 
P024 
P026 
P026 
P027 
P027 
P028 
P028 
P029 
P029 
P030 


P031 
P031 
P033 
P033 
P034 
P034 
P036 
P036 
P037 
P037 


P038 
P038 
P039 
P039 


P040 
P040 


P041 
P041 


Chemical 
Abstracts No. 


108-98-5 
7440-41-7 
542-88-1 
542-88-1 
598-31-2 
598-31-2 
357-57-3 
357-57-3 
88-85-7 
88-85-7 
592-01-8 
592-01-8 
75-15-0 
107-20-0 
107-20-0 
106-47-8 
106-47-8 
5344-82-1 
5344-82-1 
542-76-7 
542-76-7 
100-44-7 
100-44-7 
544-92-3 
544-92-3 


460-19-5 
460-19-5 
506-77-4 
506-77-4 
131-89-5 
131-89-5 
696-28-6 
696-28-6 
60-57-1 

60-57-1 


692-42-2 
692-42-2 
298-04-4 
298-04-4 


297-97-2 
297-97-2 


311-45-5 
311-45-5 


WSR 20-08-048 


Substance 

Thiophenol 

Beryllium powder 
Dichloromethy] ether 
Methane, oxybis[chloro- 
Bromoacetone 
2-Propanone, 1-bromo- 
Brucine 
Strychnidin-10-one, 2,3-dimethoxy- 
Dinoseb 

Phenol, 2-(1-methylpropyl)-4,6-dinitro- 
Calcium cyanide 

Calcium cyanide Ca(CN)2 
Carbon disulfide 
Acetaldehyde, chloro- 
Chloroacetaldehyde 
Benzenamine, 4-chloro- 
p-Chloroaniline 
1-(o-Chlorophenyl)thiourea 
Thiourea, (2-chlorophenyl)- 
3-Chloropropionitrile 
Propanenitrile, 3-chloro- 
Benzene, (chloromethyl)- 
Benzyl chloride 

Copper cyanide 

Copper cyanide Cu(CN) 


Cyanides (soluble cyanide salts), not other- 
wise specified 


Cyanogen 

Ethanedinitrile 

Cyanogen chloride 

Cyanogen chloride (CN)C1 
2-Cyclohexyl-4,6- dinitrophenol 
Phenol, 2-cyclohexyl-4,6-dinitro- 
Arsonous dichloride, phenyl- 
Dichlorophenylarsine 

Dieldrin 
2,7:3,6-Dimethanonaphth[2,3-b] 
oxirene, 3,4,5,6,9,9-hexachloro- 
la,2,2a,3,6,6a,7,7a-octahydro-, 


(laalpha,2beta,2aalpha,3beta,6beta, 
6aalpha,7beta, 7aalpha)- 


Arsine, diethyl- 
Diethylarsine 
Disulfoton 


Phosphorodithioic acid, O,O-diethyl S-[2- 
(ethylthio)ethyl]ester 


O,O-Diethyl O-pyrazinyl phosphorothioate 


Phosphorothioic acid, O,O-diethyl O-pyra- 
zinyl ester 


Diethyl-p-nitrophenyl phosphate 
Phosphoric acid, diethyl 4-nitrophenyl ester 


Proposed 


WSR 20-08-048 


Numerical List 


Dangerous 
Waste No. 


P042 


P042 
P043 
P043 


P044 
P044 


P045 


P045 
P046 
P046 
P047 
P047 
P048 
P048 
P049 
P049 


P050 
P050 


P051 


P051 
P051 
P054 
P054 
P056 
P057 
P057 
P058 
P058 
P059 
P059 


P060 


P060 
P062 
P062 
P063 
P063 
P064 


Proposed 


Chemical 
Abstracts No. 


51-43-4 


51-43-4 
55-91-4 
55-91-4 


60-51-5 
60-51-5 


39196-18-4 


39196-18-4 
122-09-8 
122-09-8 
534-52-1 
534-52-1 
51-28-5 
51-28-5 
541-53-7 
541-53-7 


115-29-7 
115-29-7 


172-20-8 


72-20-8 
72-20-8 
151-56-4 
151-56-4 
7782-41-4 
640-19-7 
640-19-7 
62-74-8 
62-74-8 
76-44-8 
76-44-8 


465-73-6 


465-73-6 
757-58-4 
757-58-4 
74-90-8 
74-90-8 
624-83-9 
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Substance 

1,2-Benzenediol, 4-[1-hydroxy-2-(methyl- 
amino)ethyl]-, (R)- 

Epinephrine 

Diisopropylfluorophosphate (DFP) 


Phosphorofluoridic acid, bis(1-methy- 
lethyl) ester 


Dimethoate 


Phosphorodithioic acid, O,O-dimethyl S- 
[2-(methyl amino)-2-oxoethyl] ester 


2-Butanone, 3,3-dimethyl-1-(methylthio)-, 
O-[(methylamino)carbonyl]oxime 


Thiofanox 
Benzeneethanamine,alpha,alpha-dimethyl- 
alpha,alpha-Dimethylphenethylamine 
4,6-Dinitro-o-cresol, & salts 

Phenol, 2-methyl-4,6-dinitro-, & salts 
2,4-Dinitrophenol 

Phenol, 2,4-dinitro- 

Dithiobiuret 


Thioimidodicarbonic diamide[(H2 
N)C(S)]2 NH 


Endosulfan 


6,9-Methano-2,4,3-benzodioxathi- 
epin,6,7,8,9, 10, 10-hexachloro- 
1,5,5a,6,9,9a-hexahydro-, 3-oxide 


2,7:3,6-Dimethanonaphth [2,3-b]oxirene, 
3,4,5,6,9,9- 
hexachloro-1a,2,2a,3,6,6a,7,7a- 
octahydro-,(laalpha,2beta,2abeta, 
3alpha,6alpha,6abeta,7beta, 

Taalpha)-, & metabolites 


Endrin 

Endrin, & metabolites 
Aziridine 

Ethyleneimine 

Fluorine 

Acetamide, 2-fluoro- 
Fluoroacetamide 

Acetic acid, fluoro-, sodium salt 
Fluoroacetic acid, sodium salt 
Heptachlor 


4,7-Methano-1H-indene, 1,4,5,6,7,8,8-hep- 
tachloro-3a,4,7,7a-tetrahydro- 


1,4,5,8-Dimethanonaphthalene, 
1,2,3,4,10,10-hexa-chloro-1,4,4a,5,8,8a- 
hexahydro-,(1alpha,4al- 
pha,4abeta,5beta,8beta, 8abeta)- 


Isodrin 

Hexaethyl tetraphosphate 
Tetraphosphoric acid, hexaethyl ester 
Hydrocyanic acid 

Hydrogen cyanide 


Methane, isocyanato- 


Numerical List 


Dangerous 
Waste No. 


P064 
P065 
P065 
P066 


P066 
P067 
P067 
P068 
P068 
P069 
P069 
P070 
P070 


P071 
P071 


P072 
P072 
P073 
P073 
P074 
P074 
P075 


P075 


P076 
P076 
P077 
P077 
P078 
P078 
P081 
P081 
P082 
P082 
P084 
P084 
P085 
P085 
P087 
P087 
P088 
P088 


Chemical 
Abstracts No. 


624-83-9 
628-86-4 
628-86-4 
16752-77-5 


16752-77-5 
75-55-8 
75-55-8 
60-34-4 
60-34-4 
75-86-5 
75-86-5 
116-06-3 
116-06-3 


298-00-0 
298-00-0 


86-88-4 
86-88-4 
13463-39-3 
13463-39-3 
557-19-7 
557-19-7 
54-11-5 


154-11-5 


10102-43-9 
10102-43-9 
100-01-6 
100-01-6 
10102-44-0 
10102-44-0 
55-63-0 
55-63-0 
62-75-9 
62-75-9 
4549-40-0 
4549-40-0 
152-16-9 
152-16-9 
20816-12-0 
20816-12-0 
145-73-3 
145-73-3 


Substance 

Methyl isocyanate 

Fulminic acid, mercury(2+) salt (R,T) 
Mercury fulminate (R,T) 


Ethanimidothioic acid, N-[[(methyl- 
amino)carbonyl]oxy]-, methyl ester 


Methomyl 

Aziridine, 2-methyl- 
1,2-Propylenimine 

Hydrazine, methyl- 

Methyl hydrazine 

2-Methyllactonitrile 

Propanenitrile, 2-hydroxy-2-methyl- 
Aldicarb 

Propanal, 2-methyl-2-(methylthio)-, O- 
[(methylamino)carbonyl]oxime 


Methyl parathion 


Phosphorothioic acid, O,O,-dimethyl O-(4- 
nitrophenyl)ester 


alpha-Naphthylthiourea 

Thiourea, 1-naphthalenyl- 

Nickel carbonyl 

Nickel carbonyl Ni(CO)4, (T-4)- 
Nickel cyanide 

Nickel cyanide Ni(CN)2 

Nicotine, & salts (this listing does not 


include patches, gums, and lozenges that 
are FDA-approved over-the-counter nico- 
tine replacement therapies) 


Pyridine, 3-(1-methyl-2-pyrrolidinyl)-, 
(S)-, & salts (this listing does not include 
patches, gums, and lozenges that are FDA- 
approved over-the-counter nicotine replace- 


ment therapies) 


Nitric oxide 


Nitrogen oxide NO 
Benzenamine, 4-nitro- 
p-Nitroaniline 

Nitrogen dioxide 

Nitrogen oxide NO2 
Nitroglycerine (R) 
1,2,3-Propanetriol, trinitrate (R) 
Methanamine, -methyl-N-nitroso- 


N-Nitrosodimethylamine 


N-Nitrosomethylvinylamine 
Vinylamine, -methyl-N-nitroso- 
Diphosphoramide, octamethyl- 
Octamethylpyrophosphoramide 
Osmium oxide OsO4, (T-4)- 
Osmium tetroxide 

Endothall 


7-Oxabicyclo[2.2.1]heptane-2,3-dicarbox- 
ylic acid 


Numerical List 


Dangerous 
Waste No. 


P089 
P089 


P092 
P092 
P093 
P093 
P094 
P094 


P095 
P095 
P096 
P096 
P097 
P097 


P098 
P098 
P099 
P099 
P101 
P101 
P102 
P102 
P103 
P104 
P104 
P105 
P106 
P106 
P108 
P108 
P109 
P109 
P110 
P110 
P111 
P111 
P112 
P112 
P113 
P113 
P114 
P114 
P115 
P115 
P116 
P116 
P118 


Chemical 
Abstracts No. 


56-38-2 
56-38-2 


62-38-4 
62-38-4 
103-85-5 
103-85-5 
298-02-2 
298-02-2 


75-44-5 
75-44-5 
7803-51-2 
7803-51-2 
52-85-7 
52-85-7 


151-50-8 
151-50-8 
506-61-6 
506-61-6 
107-12-0 
107-12-0 
107-19-7 
107-19-7 
630-10-4 
506-64-9 
506-64-9 
26628-22-8 
143-33-9 
143-33-9 
157-24-9 
157-24-9 
3689-24-5 
3689-24-5 
78-00-2 
78-00-2 
107-49-3 
107-49-3 
509-14-8 
509-14-8 
1314-32-5 
1314-32-5 
12039-52-0 
12039-52-0 
7446-18-6 
7446-18-6 
79-19-6 
79-19-6 
75-70-7 
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Substance 


Parathion 


Phosphorothioic acid, O,O-diethyl O-(4- 


nitrophenyl)ester 

Mercury, (acetato-O)phenyl- 
Phenylmercury acetate 
Phenylthiourea 

Thiourea, phenyl- 

Phorate 


Phosphorodithioic acid, O,O-diethyl S- 
[(ethylthio)methyl]ester 


Carbonic dichloride 

Phosgene 

Hydrogen phosphide 

Phosphine 

Famphur 

Phosphorothioic acid, O-[4-[(dimethyl- 


amino)sulfonyl]phenyl]O,O-dimethyl ester 


Potassium cyanide 

Potassium cyanide K(CN) 
Argentate(1-), bis(cyano-C)-,potassium 
Potassium silver cyanide 

Ethyl cyanide 

Propanenitrile 

Propargyl alcohol 

2-Propyn-1-ol 

Selenourea 

Silver cyanide 

Silver cyanide Ag(CN) 

Sodium azide 

Sodium cyanide 

Sodium cyanide Na(CN) 
Strychnidin-10-one, & salts 
Strychnine, & salts 
Tetraethyldithiopyrophosphate 
Thiodiphosphoric acid,tetraethyl ester 
Plumbane, tetraethyl- 

Tetraethyl lead 

Diphosphoric acid, tetraethylester 
Tetraethyl pyrophosphate 
Methane, tetranitro-(R) 
Tetranitromethane (R) 

Thallic oxide 

Thallium oxide T12 03 

Selenious acid, dithallium(1+) salt 
Thallium(I) selenite 

Sulfuric acid, dithallium(1+) salt 
Thallium(1) sulfate 
Hydrazinecarbothioamide 
Thiosemicarbazide 


Methanethiol, trichloro- 
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Numerical List 


Dangerous 
Waste No. 


P118 
P119 
P119 
P120 
P120 
P121 
P121 
P122 


P123 
P127 


P127 
P128 
P128 


P185 


P185 
P188 


P188 
P189 


P189 
P190 


P190 
P191 


P191 
P192 


P192 
P194 


P194 
P196 


P196 
P197 
P197 


P198 
P198 


Chemical 
Abstracts No. 


75-70-7 
7803-55-6 
7803-55-6 
1314-62-1 
1314-62-1 
557-21-1 
557-21-1 
1314-84-7 


8001-35-2 
1563-66-2 


1563-66-2 
315-18-4 
315-18-4 


26419-73-8 


26419-73-8 
57-64-7 


57-64-7 
55285-14-8 


55285-14-8 
1129-41-5 


1129-41-5 
644-64-4 


644-64-4 
119-38-0 


119-38-0 
23135-22-0 


23135-22-0 
15339-36-3 


15339-36-3 
17702-57-7 
17702-57-7 


23422-53-9 
23422-53-9 


WSR 20-08-048 


Substance 

Trichloromethanethiol 

Ammonium vanadate 

Vanadic acid, ammonium salt 

Vanadium oxide V205 

Vanadium pentoxide 

Zinc cyanide 

Zinc cyanide Zn(CN)2 

Zinc phosphide Zn3 P2, when present at 
concentrations greater than 10% (R,T) 
Toxaphene 

7-Benzofuranol, 2,3-dihydro-2,2- 
dimethyl-,methylcarbamate 

Carbofuran 

Mexacarbate 

Phenol, 4-(dimethylamino)-3,5-dimethyl-, 
methylcarbamate(ester) 
1,3-Dithiolane-2-carboxaldehyde, 2,4- 
dimethyl-, O-[(methylamino)-car- 
bonyl]oxime 

Tirpate 

Benzoic acid, 2-hydroxy-,compd. with 
(3aS-cis)-1,2,3,3a,8,8a-hexahydro-1,3a,8- 
trimethylpyrrolo[2,3-b]indol-5-yl methyl- 
carbamate ester (1:1) 

Physostigmine salicylate 


Carbamic acid, [(dibutylamino)- 
thio]methyl-, 2,3-dihydro-2,2-dimethyl-7- 
benzofurany] ester 


Carbosulfan 


Carbamic acid, methyl-, 3-methylphenyl 
ester 


Metolcarb 


Carbamic acid, dimethyl-, 1-[(dimethyl- 
amino)carbonyl]-5-methyl-1H-pyrazol-3- 
yl ester 


Dimetilan 


Carbamic acid, dimethyl-, 3-methyl-1-(1- 
methylethyl)-1H-pyrazol-5-yl ester 

Isolan 

Ethanimidthioic acid, 2-(dimethylamino)- 
N-[[Gmethylamino)carbonyl]oxy]-2-oxo-, 
methylester 

Oxamyl 
Manganese,bis(dimethylcarbamodithioato- 
S,S')-, 
Manganesedimethyldithiocarbamate 
Formparanate 


Methanimidamide, N,N-dimethyl-N'-[2- 
methyl-4-[[(methylamino)car- 
bonyl]oxy]phenyl]- 


Formetanate hydrochloride 


Methanimidamide, N,N-dimethyl-N'-[3- 
[[Gnethylamino)-carbonyl]oxy]phenyl]- 
monohydrochloride 
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Numerical List 


Dangerous Chemical 
Waste No. Abstracts No. Substance 


P199 2032-65-7 Methiocarb 

P199 2032-65-7 Phenol, (3,5-dimethyl-4- 
(methylthio)-,methylcarbamate 

P201 2631-37-0 Phenol, 3-methyl-5-(1-methylethyl)-, meth- 
ylcarbamate 

P201 2631-37-0 Promecarb 

P202 64-00-6 m-Cumenyl methylcarbamate 

P202 64-00-6 3-Isopropylphenyl N-methylcarbamate 

P202 64-00-6 Phenol, 3-(1-methylethyl)-,methyl carba- 
mate 

P203 1646-88-4 Aldicarb sulfone 

P203 1646-88-4 Propanal, 2-methyl-2-(methyl-sulfonyl)-, 
O-[(methylamino)carbonyl]oxime 

P204 57-47-6 Physostigmine 

P204 57-47-6 Pyrrolo[2,3-b]indol-5-ol,1,2,3,3a,8,8a- 


hexahydro-1,3a,8- 
trimethyl-,methylcarbamate 
(ester),(3aS-cis)- 


P205 137-30-4 Zinc, bis 
(dimethylcarbamodithioato-S,S”)-, 
P205 137-30-4 Ziram 


FOOTNOTE: ! CAS Number given for parent compound only. 
"U" Chemical Products 


Comment: For the convenience of the regulated community, the pri- 
mary hazardous properties of these materials have been 
indicated by the letters T (Toxicity), R (Reactivity), I 
(Ignitability) and C (Corrosivity). Absence of a letter indi- 
cates that the compound is only listed for toxicity. Wastes 
are first listed in alphabetical order by substance and then 
listed again in numerical order by Dangerous Waste Num- 
ber. 


The "U" wastes and their corresponding Dangerous Waste Numbers 
are: 


Alphabetical List 

Dangerous Chemical 

Waste No. Abstracts No. Substance 

U394 30558-43-1 A2213 

U0O01 75-07-0 Acetaldehyde (1) 

U034 75-87-6 Acetaldehyde, trichloro- 

Ul87 62-44-2 Acetamide, N-(4-ethoxyphenyl)- 

U005 53-96-3 Acetamide, N-9H-fluoren-2-yl- 

U240 194-75-7 Acetic acid, (2,4-dichlorophenoxy)-, salts 
& esters 

U112 141-78-6 Acetic acid ethyl ester (T) 

Ul44 301-04-2 Acetic acid, lead(2+) salt 

U214 563-68-8 Acetic acid, thallium(1+) salt 

See F027 93-76-5 Acetic acid, (2,4,5-trichlorophenoxy)- 

U002 67-64-1 Acetone (I) 

U003 75-05-8 Acetonitrile (1,T) 

U004 98-86-2 Acetophenone 

U005 53-96-3 2-Acetylaminofluorene 

U006 75-36-5 Acetyl chloride (C,R,T) 


Proposed 
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The "U" wastes and their corresponding Dangerous Waste Numbers 


are: 

Alphabetical List 
Dangerous Chemical 
Waste No. Abstracts No. 
U007 79-06-1 
U008 79-10-7 
U009 107-13-1 
U011 61-82-5 
U012 62-53-3 
U136 75-60-5 
U014 492-80-8 
U015 115-02-6 
U010 50-07-7 
U280 101-27-9 
U278 22781-23-3 
U364 22961-82-6 
U271 17804-35-2 
U157 56-49-5 

U0 225-51-4 
U0 98-87-3 
U192 23950-58-5 
U018 56-55-3 
U094 57-97-6 
U012 62-53-3 
U014 492-80-8 
U049 3165-93-3 
U093 60-11-7 
U328 95-53-4 
U353 106-49-0 
U158 101-14-4 
U222 636-21-5 
U181 99-55-8 
U019 71-43-2 
U038 510-15-6 
U030 101-55-3 
U035 305-03-3 
U037 108-90-7 
U221 25376-45-8 
U028 117-81-7 
U069 84-74-2 
U088 84-66-2 


Substance 

Acrylamide 

Acrylic acid (I) 
Acrylonitrile 

Amitrole 

Aniline (1,T) 

Arsinic acid, dimethyl- 
Auramine 

Azaserine 


Azirino[2',3':3,4]pyrrolo[1,2-a]indole-4,7- 
dione, 6-amino-8-[[(aminocar- 
bonyl)oxy]methyl]-1,1a,2,8,8a,8b-hexahy- 
dro-8a-methoxy-5-methyl-, [1aS-(laalpha, 
8beta,8aalpha,8balpha)]- 


Barban 
Bendiocarb 
Bendiocarb phenol 
Benomyl 


Benz[j]aceanthrylene, 1,2-dihydro-3- 
methyl- 


Benz[c]acridine 

Benzal chloride 

Benzamide, 3,5-dichloro-N-(1,1-dimethyl- 
2-propynyl)- 

Benz[a]anthracene 

Benz[a]anthracene, 7,12-dimethyl- 
Benzenamine (1,T) 


Benzenamine, 4,4'-carbonimidoylbis[N,N- 
dimethyl- 


Benzenamine, 4-chloro-2-methyl-, hydro- 
chloride 


Benzenamine, N,N-dimethyl-4-(phe- 
nylazo)- 


Benzenamine, 2-methyl- 

Benzenamine, 4-methyl- 

Benzenamine, 4,4'-methylenebis[2-chloro- 
Benzenamine, 2-methyl-, hydrochloride 
Benzenamine, 2-methyl-5-nitro- 

Benzene (1,T) 


Benzeneacetic acid, 4-chloro-alpha-(4- 
chlorophenyl)-alpha-hydroxy-, ethyl ester 


Benzene, 1-bromo-4-phenoxy- 


Benzenebutanoic acid, 4-[bis(2-chloro- 
ethyl)amino]- 


Benzene, chloro- 
Benzenediamine, ar-methyl- 


1,2-Benzenedicarboxylic acid,bis(2-ethyl- 
hexyl) ester 


1,2-Benzenedicarboxylic acid, dibutyl ester 


1,2-Benzenedicarboxylic acid, diethyl ester 
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The "U" wastes and their corresponding Dangerous Waste Numbers 


are: 

Alphabetical List 
Dangerous Chemical 
Waste No. Abstracts No. 
U102 131-11-3 
U107 117-84-0 
U070 95-50-1 
U071 541-73-1 
U072 106-46-7 
U060 72-54-8 
U017 98-87-3 
U223 26471-62-5 
U239 1330-20-7 
U201 108-46-3 
Ul27 118-74-1 
U056 110-82-7 
U220 108-88-3 
U105 121-14-2 
U106 606-20-2 
U055 98-82-8 
U169 98-95-3 
U183 608-93-5 
U185 82-68-8 
U020 98-09-9 
U020 98-09-9 
U207 95-94-3 
U061 50-29-3 
U247 72-43-5 
U023 98-07-7 
U234 99-35-4 
U021 92-87-5 
U278 22781-23-3 
U364 22961-82-6 
U203 94-59-7 
Ul41 120-58-1 
U090 94-58-6 
U367 1563-38-8 
U064 189-55-9 
U248 181-81-2 
U022 50-32-8 
U197 106-51-4 
U023 98-07-7 
U085 1464-53-5 
U021 92-87-5 


Substance 


1,2-Benzenedicarboxylic acid, dimethyl 
ester 


1,2-Benzenedicarboxylic acid, dioctyl ester 
Benzene, 1,2-dichloro- 
Benzene, 1,3-dichloro- 
Benzene, 1,4-dichloro- 


Benzene, 1,1'-(2,2-dichloroe- 
thylidene)bis[4-chloro- 


Benzene, (dichloromethyl)- 


Benzene, 1,3-diisocyanatomethyl- 
(RT) 


Benzene, dimethyl- (1) 
1,3-Benzenediol 

Benzene, hexachloro- 

Benzene, hexahydro- (I) 
Benzene, methyl- 

Benzene, 1-methyl-2,4-dinitro- 
Benzene, 2-methyl-1,3-dinitro- 
Benzene, (1-methylethyl)- (I) 
Benzene, nitro- 

Benzene, pentachloro- 
Benzene, pentachloronitro- 
Benzenesulfonic acid chloride (C,R) 
Benzenesulfonyl chloride (C,R) 
Benzene, 1,2,4,5-tetrachloro- 


Benzene, 1,1'-(2,2,2-trichloroe- 
thylidene)bis[4-chloro- 


Benzene, 1,1'-(2,2,2-trichloroe- 
thylidene)bis[4-methoxy- 


Benzene, (trichloromethyl)- 
Benzene, 1,3,5-trinitro- 
Benzidine 


1,3-Benzodioxol-4-ol, 2,2-dimethyl-, 
methyl carbamate 


1,3-Benzodioxol-4-ol, 2,2-dimethyl]- 
1,3-Benzodioxole, 5-(2-propenyl)- 
1,3-Benzodioxole, 5-(1-propenyl)- 
1,3-Benzodioxole, 5-propyl- 


7-Benzofuranol, 
2,3-dihydro-2,2-dimethyl- 


Benzo[rst]pentaphene 


2H-1-Benzopyran-2-one, 4-hydroxy-3-(3- 
oxo-1-phenyl-butyl)-, & salts, when present 
at concentrations of 0.3% or less 


Benzo[a]pyrene 
p-Benzoquinone 
Benzotrichloride (C,R,T) 
2,2'-Bioxirane 


[1,1'-Biphenyl]-4,4'-diamine 
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The "U" wastes and their corresponding Dangerous Waste Numbers 


are: 
Alphabetical List 
Dangerous Chemical 
Waste No. Abstracts No. 
U073 91-94-1 
U091 119-90-4 
U095 119-93-7 
W225 75-25-2 
U030 101-55-3 
U128 87-68-3 
Ul72 924-16-3 
U031 71-36-3 
U159 78-93-3 
U160 1338-23-4 
U053 4170-30-3 
U074 764-41-0 
U143 303-34-4 
U031 71-36-3 
U136 75-60-5 
U032 13765-19-0 
U238 51-79-6 
Ul78 615-53-2 
U372 10605-21-7 
U271 17804-35-2 
U280 101-27-9 
U373 122-42-9 
U409 23564-05-8 
U097 79-44-7 
U114 1111-54-6 
U062 2303-16-4 
U389 2303-17-5 
U387 52888-80-9 
U279 63-25-2 
U372 10605-21-7 
U367 1563-38-8 
U215 6533-73-9 
U033 353-50-4 
U156 79-22-1 
U033 353-50-4 
U211 56-23-5 


Substance 
[1,1'-Bipheny]]-4,4'-diamine,3,3'-dichloro- 


[1,1'-Biphenyl]-4,4'-diamine, 3,3'-dime- 
thoxy- 


[1,1'-Biphenyl]-4,4'-diamine,3,3'-dimethyl- 
Bromoform 

4-Bromopheny] phenyl ether 
1,3-Butadiene, 1,1,2,3,4,4-hexachloro- 
1-Butanamine, N-butyl-N-nitroso- 
1-Butanol (I) 

2-Butanone (1,T) 

2-Butanone, peroxide (R,T) 

2-Butenal 

2-Butene, 1,4-dichloro- (1,T) 


2-Butenoic acid, 2-methyl-, 7-[[2,3-dihy- 
droxy-2-(1-methoxyethyl)-3-methyl-1- 
oxobutoxy]methyl]-2,3,5,7a-tetrahydro- 
1H-pyrrolizin-1-ylester, [1S-[1al- 
pha(Z),7(2S*,3R*), 7aalpha]]- 


n-Butyl alcohol (1) 

Cacodylic acid 

Calcium chromate 

Carbamic acid, ethyl ester 

Carbamic acid, methylnitroso-,ethyl ester 


Carbamic acid, 1H-benzimidazol-2-yl, 
methyl ester 


Carbamic acid, [1-[(butylamino)carbony]] - 
1H-benzimidazol-2-yl]-, methyl ester 


Carbamic acid, (3-chlorophenyl)-, 4- 
chloro-2-butynyl ester 


Carbamic acid, phenyl-, 1-methylethyl ester 


Carbamic acid, [1,2-phenylenebis (imino- 
carbonothioyl)]bis-, dimethyl ester 


Carbamic chloride, dimethyl- 


Carbamodithioic acid, 1,2-ethanediylbis-, 
salts & esters 


Carbamothioic acid, bis(1-methylethyl)-, S- 
(2,3-dichloro-2- 
propenyl) ester 


Carbamothioic acid, bis(1-methylethyl)-, S- 
(2,3,3-trichloro-2-propenyl) ester 


Carbamothioic acid, dipropyl-, S-(phenyl- 
methyl) ester 


Carbaryl 

Carbendazim 

Carbofuran phenol 

Carbonic acid, dithallium(1+) salt 
Carbonic difluoride 

Carbonochloridic acid, methyl ester (1,T) 
Carbon oxyfluoride (R,T) 


Carbon tetrachloride 
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The "U" wastes and their corresponding Dangerous Waste Numbers 


are: 


Alphabetical List 
Dangerous Chemical 
Waste No. Abstracts No. 
U034 75-87-6 
U035 305-03-3 
U036 57-74-9 
U026 494-03-1 
U037 108-90-7 
U038 510-15-6 
U039 59-50-7 
U042 110-75-8 
U044 67-66-3 
U046 107-30-2 
U047 91-58-7 
U048 95-57-8 
U049 3165-93-3 
U032 13765-19-0 
U050 218-01-9 
UO0S1 

U052 1319-77-3 
U053 4170-30-3 
U055 98-82-8 
U246 506-68-3 
U197 106-51-4 
U056 110-82-7 
U129 58-89-9 
U057 108-94-1 
U130 77-47-4 
U058 50-18-0 
U240 194-75-7 
U059 20830-81-3 
U060 72-54-8 
U061 50-29-3 
U062 2303-16-4 
U063 53-70-3 
U064 189-55-9 
U066 96-12-8 
U069 84-74-2 
U070 95-50-1 
U071 541-73-1 
U072 106-46-7 
U073 91-94-1 
U074 764-41-0 
U075 75-71-8 
U078 75-35-4 
U079 156-60-5 
U025 111-44-4 
U027 108-60-1 
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Substance 
Chloral 

Chlorambucil 

Chlordane, alpha & gammaisomers 
Chlornaphazin 

Chlorobenzene 

Chlorobenzilate 

p-Chloro-m-cresol 

2-Chloroethyl vinyl ether 


Chloroform 


Chloromethyl methyl ether 
beta-Chloronaphthalene 
o-Chlorophenol 
4-Chloro-o-toluidine,hydrochloride 


Chromic acid HyCrOq, calcium salt 


Chrysene 

Creosote 

Cresol (Cresylic acid) 
Crotonaldehyde 

Cumene (1) 

Cyanogen bromide (CN)Br 
2,5-Cyclohexadiene-1,4-dione 
Cyclohexane (I) 


Cyclohexane, 1,2,3,4,5,6-hexachloro-, (lal- 


pha,2alpha,3beta,4alpha, Salpha, 
6beta)- 


Cyclohexanone (1) 


1,3-Cyclopentadiene, 1,2,3,4,5,5-hexa- 
chloro- 


Cyclophosphamide 

2,4-D, salts & esters 
Daunomycin 

DDD 

DDT 

Diallate 
Dibenz[a,h]anthracene 
Dibenzo[a,i]pyrene 
1,2-Dibromo-3-chloropropane 
Dibutyl phthalate 
o-Dichlorobenzene 
m-Dichlorobenzene 
p-Dichlorobenzene 
3,3'-Dichlorobenzidine 
1,4-Dichloro-2-butene (1,T) 
Dichlorodifluoromethane 
1,1-Dichloroethylene 
1,2-Dichloroethylene 
Dichloroethyl ether 
Dichloroisopropyl ether 
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The "U" wastes and their corresponding Dangerous Waste Numbers 


are: 


Alphabetical List 
Dangerous Chemical 
Waste No. Abstracts No. 
U024 111-91-1 
U081 120-83-2 
U082 87-65-0 
U084 542-75-6 
U085 1464-53-5 
U395 5952-26-1 
U108 123-91-1 
U028 117-81-7 
U086 1615-80-1 
U087 3288-58-2 
U088 84-66-2 
U089 56-53-1 
U090 94-58-6 
U091 119-90-4 
U092 124-40-3 
U093 60-11-7 
U094 57-97-6 
U095 119-93-7 
U096 80-15-9 
U097 79-44-7 
U098 57-14-7 
U099 540-73-8 
U101 105-67-9 
U102 131-11-3 
U103 77-78-1 
U105 121-14-2 
U106 606-20-2 
U107 117-84-0 
U108 123-91-1 
U109 122-66-7 
U110 142-84-7 
U111 621-64-7 
U041 106-89-8 
U0O01 75-07-0 
Ul74 55-18-5 
U404 121-44-8 
U155 91-80-5 
U067 106-93-4 
U076 75-34-3 
U077 107-06-2 
Ul31 67-72-1 
U024 111-91-1 
Ul17 60-29-7 
U025 111-44-4 
U184 76-01-7 


Substance 

Dichloromethoxy ethane 
2,4-Dichlorophenol 
2,6-Dichlorophenol 
1,3-Dichloropropene 
1,2:3,4-Diepoxybutane (LT) 
Diethylene glycol, dicarbamate 
1,4-Diethyleneoxide 
Diethylhexyl phthalate 
N,N'-Diethylhydrazine 
O,O0-Diethyl S-methyl dithiophosphate 
Diethyl phthalate 
Diethylstilbesterol 
Dihydrosafrole 
3,3'-Dimethoxybenzidine 
Dimethylamine (I) 
p-Dimethylaminoazobenzene 
7,12-Dimethylbenz[a]anthracene 
3,3'-Dimethylbenzidine 


alpha,alpha-Dimethylbenzylhydroperoxide 


(R) 

Dimethylcarbamoy]l chloride 
1,1-Dimethylhydrazine 
1,2-Dimethylhydrazine 
2,4-Dimethylphenol 
Dimethyl phthalate 
Dimethyl! sulfate 
2,4-Dinitrotoluene 
2,6-Dinitrotoluene 
Di-n-octyl phthalate 
1,4-Dioxane 
1,2-Diphenylhydrazine 
Dipropylamine (1) 
Di-n-propylnitrosamine 
Epichlorohydrin 

Ethanal (1) 

Ethanamine, N-ethyl-N-nitroso- 
Ethanamine, N,N-diethyl- 


1,2-Ethanediamine, N,N-dimethyl-N'-2- 
pyridinyl-N'-(2-thienylmethyl)- 


Ethane, 1,2-dibromo- 
Ethane, 1,1-dichloro- 
Ethane, 1,2-dichloro- 
Ethane, hexachloro- 


Ethane, 1,1'-[methylenebis(oxy)]bis[2- 
chloro- 


Ethane, 1,1'-oxybis-(1) 
Ethane, 1,1'-oxybis[2-chloro- 


Ethane, pentachloro- 
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The "U" wastes and their corresponding Dangerous Waste Numbers 


are: 


Alphabetical List 
Dangerous Chemical 
Waste No. Abstracts No. 
U208 630-20-6 
U209 79-34-5 
U218 62-55-5 
U226 71-55-6 
U227 79-00-5 
U410 59669-26-0 
U394 30558-43-1 
U359 110-80-5 
U173 1116-54-7 
U395 5952-26-1 
U004 98-86-2 
U043 75-01-4 
U042 10-75-8 
U078 75-35-4 
U079 56-60-5 
U210 27-18-4 
U228 79-01-6 
U112 41-78-6 
U113 40-88-5 
U238 51-79-6 
U117 60-29-7 
U114 1111-54-6 
U067 106-93-4 
U077 107-06-2 
U359 110-80-5 
U115 75-21-8 
U116 96-45-7 
U076 75-34-3 
U118 97-63-2 
U119 62-50-0 
U120 206-44-0 
U122 50-00-0 
U123 64-18-6 
U124 10-00-9 
U125 98-01-1 
U147 08-31-6 
U213 09-99-9 
Ul25 98-01-1 
U124 10-00-9 
U206 8883-66-4 
U206 8883-66-4 
U126 765-34-4 


Substance 

Ethane, 1,1,1,2-tetrachloro- 
Ethane, 1,1,2,2-tetrachloro- 
Ethanethioamide 

Ethane, 1,1,1-trichloro- 
Ethane, 1,1,2-trichloro- 


Ethanimidothioic acid, N,N'-[thio- 
bis[(methylimino) carbonyloxy]]bis-, 
dimethyl ester 


Ethanimidothioic acid, 2-(dimethylamino) - 
N-hydroxy-2-oxo-, methyl ester 


Ethanol, 2-ethoxy- 

Ethanol, 2,2'-(nitrosoimino)bis- 
Ethanol, 2,2'-oxybis-, dicarbamate 
Ethanone, 1-phenyl- 

Ethene, chloro- 

Ethene, (2-chloroethoxy)- 
Ethene, 1,1-dichloro- 

Ethene, 1,2-dichloro-, (E)- 
Ethene, tetrachloro- 

Ethene, trichloro- 

Ethyl acetate (I) 

Ethyl acrylate (1) 

Ethyl carbamate (urethane) 
Ethyl ether (T) 


Ethylenebisdithiocarbamic acid,salts & 
esters 


Ethylene dibromide 

Ethylene dichloride 

Ethylene glycol monoethyl ether 
Ethylene oxide (LT) 
Ethylenethiourea 

Ethylidene dichloride 

Ethyl methacrylate 

Ethyl methanesulfonate 
Fluoranthene 

Formaldehyde 

Formic acid (C,T) 

Furan (I) 
2-Furancarboxaldehyde (1) 
2,5-Furandione 

Furan, tetrahydro-(I) 

Furfural (1) 

Furfuran (I) 

Glucopyranose, 2-deoxy-2-(3- 
methyl-3-nitrosoureido)-, D- 


D-Glucose, 2-deoxy-2-[[(methylnitrosoam- 
ino)-carbonyl]amino]- 
Glycidylaldehyde 
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WSR 20-08-048 


The "U" wastes and their corresponding Dangerous Waste Numbers 


are: 

Alphabetical List 
Dangerous Chemical 
Waste No. Abstracts No. 
U163 70-25-7 
Ul27 118-74-1 
U128 87-68-3 
U130 77-47-4 
Ul31 67-72-1 
U132 70-30-4 
U243 1888-71-7 
U133 302-01-2 
U086 1615-80-1 
U098 57-14-7 
U099 540-73-8 
U109 122-66-7 
U134 7664-39-3 
U134 7664-39-3 
Ul35 7783-06-4 
Ul35 7783-06-4 
U096 80-15-9 
Ull6 96-45-7 
Ul37 193-39-5 
U190 85-44-9 
U140 78-83-1 
Ul41 120-58-1 
U142 143-50-0 
U143 303-34-4 
Ul44 301-04-2 
Ul46 1335-32-6 
U145 7446-27-7 
U146 1335-32-6 
U129 58-89-9 
U163 70-25-7 
U147 108-31-6 
U148 123-33-1 
U149 109-77-3 
U150 148-82-3 
U151 7439-97-6 
U152 126-98-7 
U092 124-40-3 
U029 74-83-9 
U045 74-87-3 
U046 107-30-2 
U068 74-95-3 
U080 75-09-2 
U075 75-71-8 
U138 74-88-4 
U119 62-50-0 
U211 56-23-5 


Substance 

Guanidine, N-methyl-N'-nitro-N-nitroso- 
Hexachlorobenzene 
Hexachlorobutadiene 
Hexachlorocyclopentadiene 
Hexachloroethane 
Hexachlorophene 
Hexachloropropene 
Hydrazine (R,T) 
Hydrazine, 1,2-diethyl- 
Hydrazine, 1,1-dimethyl- 
Hydrazine, 1,2-dimethyl- 
Hydrazine, 1,2-diphenyl- 
Hydrofluoric acid (C,T) 
Hydrogen fluoride (C,T) 
Hydrogen sulfide 
Hydrogen sulfide HS 
Hydroperoxide, 1-methyl-1-phenylethyl- 
R) 

2-Imidazolidinethione 
Indeno[1,2,3-cd]pyrene 
1,3-Isobenzofurandione 
Isobutyl alcohol (LT) 
Isosafrole 

Kepone 

Lasiocarpine 

Lead acetate 

Lead, bis(acetato-O)tetrahydroxytri- 
Lead phosphate 

Lead subacetate 

Lindane 

MNNG 

Maleic anhydride 

Maleic hydrazide 
Malononitrile 

Melphalan 

Mercury 

Methacrylonitrile (I, T) 
Methanamine, N-methyl- (I) 
Methane, bromo- 

Methane, chloro- (I, T) 
Methane, chloromethoxy- 
Methane, dibromo- 
Methane, dichloro- 
Methane, dichlorodifluoro- 
Methane, iodo- 


Methanesulfonic acid, ethyl ester 


Methane, tetrachloro- 


Proposed 
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The "U" wastes and their corresponding Dangerous Waste Numbers 
are: 


Alphabetical List 
Dangerous Chemical 
Waste No. Abstracts No. 
U153 74-93-1 
U225 75-25-2 
U044 67-66-3 
Ul21 75-69-4 
U036 57-74-9 
U154 67-56-1 
U155 91-80-5 
U142 143-50-0 
U247 72-43-5 
U154 67-56-1 
U029 74-83-9 
U186 504-60-9 
U045 74-87-3 
U156 79-22-1 
U226 71-55-6 
U157 56-49-5 
U158 101-14-4 
U068 74-95-3 
U080 75-09-2 
U159 78-93-3 
U160 1338-23-4 
U138 74-88-4 
Ul61 108-10-1 
U162 80-62-6 
Ul61 108-10-1 
U164 56-04-2 
U010 50-07-7 
U059 20830-81-3 
U167 134-32-7 
U168 91-59-8 
U026 494-03-1 
U165 91-20-3 
U047 91-58-7 
U166 130-15-4 
U236 72-57-1 
U279 63-25-2 
U166 130-15-4 
U167 134-32-7 
U168 91-59-8 
U217 10102-45-1 


Proposed 


Substance 

Methanethiol (I, T) 
Methane, tribromo- 
Methane, trichloro- 
Methane, trichlorofluoro- 


4,7-Methano-1H-indene, 1,2,4,5,6,7,8,8- 
octachloro-2,3,3a,4,7,7a-hexahydro- 


Methanol (1) 
Methapyrilene 


1,3,4-Metheno-2H-cyclobuta[cd]pentalen- 
2-one, | ,1a,3,3a,4,5,5,5a,5b,6-decachlo- 
rooctahydro- 


Methoxychlor 

Methyl alcohol (1) 

Methyl bromide 
1-Methylbutadiene (1) 

Methyl chloride (1,T) 

Methyl chlorocarbonate (1,T) 
Methyl chloroform 
3-Methylcholanthrene 
4,4'-Methylenebis(2-chloroaniline) 
Methylene bromide 

Methylene chloride 

Methyl ethyl ketone (MEK) (LT) 
Methyl ethyl ketone peroxide (R,T) 
Methyl iodide 

Methyl isobutyl ketone (1) 

Methyl methacrylate (1,T) 
4-Methyl-2-pentanone (I) 
Methylthiouracil 


Mitomycin C 


5,12-Naphthacenedione, 8-acetyl-10-[(3- 
amino-2,3,6-trideoxy)-alpha-L-lyxo-hexo- 
pyranosyl)oxy]-7,8,9,10-tetrahydro-6,8,11- 
trihydroxy-1-methoxy-, (8S-cis)- 


1-Naphthalenamine 

2-Naphthalenamine 

Naphthalenamine, N,N'-bis(2-chloroethyl)- 
Naphthalene 

Naphthalene, 2-chloro- 
1,4-Naphthalenedione 


2,7-Naphthalenedisulfonic acid,3,3'-[(3,3'- 
dimethy][1,1'-bipheny]]-4,4'- 
diyl)bis(azo)bis[5-amino-4-hydroxy]-, tet- 
rasodium salt 


1-Naphthalenol, methylcarbamate 
1,4-Naphthoquinone 
alpha-Naphthylamine 
beta-Naphthylamine 

Nitric acid, thallium(1+) salt 


The "U" wastes and their corresponding Dangerous Waste Numbers 


are: 

Alphabetical List 
Dangerous Chemical 
Waste No. Abstracts No. 
U169 98-95-3 
U170 100-02-7 
Ul71 79-46-9 
Ul72 924-16-3 
Ul73 1116-54-7 
Ul74 55-18-5 
Ul76 759-73-9 
U177 684-93-5 
U178 615-53-2 
U179 100-75-4 
U180 930-55-2 
U181 99-55-8 
U193 1120-71-4 
U058 50-18-0 
U115 75-21-8 
U126 765-34-4 
U041 106-89-8 
Ul82 123-63-7 
U183 608-93-5 
U184 76-01-7 
Ul85 82-68-8 
See F027 87-86-5 
Ul61 108-10-1 
U186 504-60-9 
Ul87 62-44-2 
Ul88 108-95-2 
U048 95-57-8 
U039 59-50-7 
U081 120-83-2 
U082 87-65-0 
U089 56-53-1 
U101 105-67-9 
U052 1319-77-3 
U132 70-30-4 
U411 114-26-1 
U170 100-02-7 
See F027 87-86-5 
See F027 58-90-2 
See F027 95-95-4 
See F027 88-06-2 
U150 148-82-3 
U145 7446-27-7 
U087 3288-58-2 


Substance 

Nitrobenzene (LT) 
p-Nitrophenol 
2-Nitropropane (1,T) 
N-Nitrosodi-n-butylamine 
N-Nitrosodiethanolamine 
N-Nitrosodiethylamine 
N-Nitroso-N-ethylurea 
N-Nitroso-N-methylurea 
N-Nitroso-N-methylurethane 


N-Nitrosopiperidine 


N-Nitrosopyrrolidine 
5-Nitro-o-toluidine 
1,2-Oxathiolane, 2,2-dioxide 


2H-1,3,2-Oxazaphosphorin-2-amine, N,N- 
bis(2-chloroethyl)tetrahydro-, 2-oxide 


Oxirane (LT) 
Oxiranecarboxyaldehyde 
Oxirane, (chloromethyl)- 
Paraldehyde 
Pentachlorobenzene 
Pentachloroethane 
Pentachloronitrobenzene (PCNB) 
Pentachlorophenol 
Pentanol, 4-methyl- 
1,3-Pentadiene (1) 
Phenacetin 

Phenol 

Phenol, 2-chloro- 

Phenol, 4-chloro-3-methyl- 
Phenol, 2,4-dichloro- 
Phenol, 2,6-dichloro- 


Phenol, 4,4'-(1,2-diethyl-1,2- 
ethenediyl)bis-, (E)- 


Phenol, 2,4-dimethyl- 
Phenol, methyl- 
Phenol, 2,2'-methylenebis[3,4,6-trichloro- 


Phenol, 2-(1-methylethoxy)-, methylcarba- 
mate 


Phenol, 4-nitro- 

Phenol, pentachloro- 

Phenol, 2,3,4,6-tetrachloro- 

Phenol, 2,4,5-trichloro- 

Phenol, 2,4,6-trichloro- 
L-Phenylalanine, 4-[bis(2-chloro- 
ethyl)amino]- 

Phosphoric acid, lead(2+) salt (2:3) 
Phosphorodithioic acid, O,O-diethyl S- 
methyl ester 


Washington State Register, Issue 20-08 


The "U" wastes and their corresponding Dangerous Waste Numbers 
are: 


Alphabetical List 
Dangerous Chemical 
Waste No. Abstracts No. 
Ul89 314-80-3 
U190 85-44-9 
Ul91 09-06-8 
U179 00-75-4 
U192 23950-58-5 
U194 07-10-8 
U111 621-64-7 
U110 42-84-7 
U066 96-12-8 
U083 78-87-5 
Ul49 09-77-3 
Ul71 79-46-9 
U027 08-60-1 
U193 120-71-4 
See F027 93-72-1 
U235 26-72-7 
U140 78-83-1 
U002 67-64-1 
U007 79-06-1 
U084 542-75-6 
U243 1888-71-7 
U009 107-13-1 
U152 126-98-7 
U008 79-10-7 
U3 140-88-5 
U118 97-63-2 
U162 80-62-6 
U373 22-42-9 
U411 14-26-1 
U387 52888-80-9 
U194 07-10-8 
U083 78-87-5 
Ul48 23-33-1 
U196 10-86-1 
Ul91 09-06-8 
U237 66-75-1 
U164 56-04-2 
U180 930-55-2 
U200 50-55-5 
U201 108-46-3 
U203 94-59-7 
U204 7783-00-8 
U204 7783-00-8 
U205 7488-56-4 


Substance 

Phosphorus sulfide (R) 

Phthalic anhydride 

2-Picoline 

Piperidine, 1-nitroso- 

Pronamide 

1-Propanamine (1,T) 

1-Propanamine, N-nitroso-N-propyl- 
1-Propanamine, N-propyl- (1) 
Propane, 1,2-dibromo-3-chloro- 
Propane, 1,2-dichloro- 
Propanedinitrile 

Propane, 2-nitro- (1,T) 

Propane, 2,2'-oxybis[2-chloro- 
1,3-Propane sultone 

Propanoic acid, 2-(2,4,5-trichlorophe- 
noxy)- 

1-Propanol, 2,3-dibromo-,phosphate (3:1) 
1-Propanol, 2-methyl- (1,T) 
2-Propanone (1) 

2-Propenamide 

1-Propene, 1,3-dichloro- 

1-Propene, 1,1,2,3,3,3-hexachloro- 
2-Propenenitrile 

2-Propenenitrile, 2-methyl- (1,T) 
2-Propenoic acid (I) 

2-Propenoic acid, ethyl ester (1) 
2-Propenoic acid, 2-methyl-, ethyl ester 


2-Propenoic acid, 2-methyl-,methyl ester 
(LT) 


Propham 

Propoxur 

Prosulfocarb 

n-Propylamine (1,T) 

Propylene dichloride 
3,6-Pyridazinedione, 1,2-dihydro- 
Pyridine 

Pyridine, 2-methyl- 


2,4-(1H,3H)-Pyrimidinedione, 5-[bis(2- 
chloroethyl)amino]- 


4(1H)-Pyrimidinone, 2,3-dihydro-6- 
methyl-2-thioxo- 


Pyrrolidine, 1-nitroso- 
Reserpine 

Resorcinol 

Safrole 

Selenious acid 
Selenium dioxide 


Selenium sulfide 
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WSR 20-08-048 


The "U" wastes and their corresponding Dangerous Waste Numbers 


are: 

Alphabetical List 
Dangerous Chemical 
Waste No. Abstracts No. 
U205 7488-56-4 
U015 115-02-6 
See F027 93-72-1 
U206 18883-66-4 
U103 77-78-1 
Ul89 1314-80-3 
See F027 93-76-5 
U207 95-94-3 
U208 630-20-6 
U209 79-34-5 
U210 127-18-4 
See F027 58-90-2 
U213 109-99-9 
U214 563-68-8 
U215 6533-73-9 
U216 7791-12-0 
U216 7791-12-0 
U217 10102-45-1 
U218 62-55-5 
U410 59669-26-0 
U153 74-93-1 
U244 137-26-8 
U409 23564-05-8 
U219 62-56-6 
U244 137-26-8 
U220 108-88-3 
U221 25376-45-8 
U223 26471-62-5 
U328 95-53-4 
U353 106-49-0 
U222 636-21-5 
U389 2303-17-5 
U011 61-82-5 
U226 71-55-6 
U227 79-00-5 
U228 79-01-6 
Ul21 75-69-4 
See F027 95-95-4 
See F027 88-06-2 
U404 121-44-8 
U234 99-35-4 
U182 123-63-7 
U235 126-72-7 
U236 72-57-1 
U237 66-75-1 
Ul76 759-73-9 


Substance 
Selenium sulfide SeS, (R,T) 


L-Serine, diazoacetate (ester) 
Silvex (2,4,5-TP) 
Streptozotocin 

Sulfuric acid, dimethyl ester 
Sulfur phosphide (R) 

2,4,5-T 
1,2,4,5-Tetrachlorobenzene 
1,1,1,2-Tetrachloroethane 
1,1,2,2-Tetrachloroethane 
Tetrachloroethylene 
2,3,4,6-Tetrachlorophenol 
Tetrahydrofuran (I) 
Thallium(I) acetate 
Thallium(I) carbonate 
Thallium(I) chloride 
Thallium chloride TICI 
Thallium(1) nitrate 
Thioacetamide 

Thiodicarb 

Thiomethanol (LT) 
Thioperoxydicarbonic diamide 
[(H,N)C(S)]S>, tetramethyl- 
Thiophanate-methyl 
Thiourea 

Thiram 

Toluene 

Toluenediamine 

Toluene diisocyanate (R,T) 
o-Toluidine 

p-Toluidine 

o-Toluidine hydrochloride 
Triallate 
1H-1,2,4-Triazol-3-amine 
1,1,1-Trichloroethane 
1,1,2-Trichloroethane 
Trichloroethylene 
Trichloromonofluoromethane 
2,4,5-Trichlorophenol 
2,4,6-Trichlorophenol 
Triethylamine 
1,3,5-Trinitrobenzene (R,T) 
1,3,5-Trioxane, 2,4,6-trimethyl- 
Tris(2,3-dibromopropyl)phosphate 
Trypan blue 

Uracil mustard 


Urea, N-ethyl-N-nitroso- 
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The "U" wastes and their corresponding Dangerous Waste Numbers 


are: 

Alphabetical List 
Dangerous Chemical 
Waste No. Abstracts No. 
U177 684-93-5 
U043 75-01-4 
U248 181-81-2 
U239 1330-20-7 
U200 50-55-5 
U249 1314-84-7 


Numerical List 


Dangerous 
Waste No. 
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Proposed 


Chemical 
Abstracts No. 


75-07-0 
75-07-0 
67-64-1 
67-64-1 
75-05-8 
98-86-2 
98-86-2 
53-96-3 
53-96-3 
75-36-5 
79-06-1 
79-06-1 
79-10-7 
79-10-7 
107-13-1 
107-13-1 
50-07-7 


50-07-7 
61-82-5 
61-82-5 
62-53-3 
62-53-3 
492-80-8 
492-80-8 


115-02-6 
115-02-6 
225-51-4 
98-87-3 
98-87-3 
56-55-3 


Substance 
Urea, N-methyl-N-nitroso- 
Vinyl chloride 


Warfarin, & salts, when present at concen- 
trations of 0.3% or less 


Xylene (I) 


Yohimban-16-carboxylic acid, 11,17-dime- 
thoxy-18-[(3,4,5-trimethoxybenzoyl)oxy]-, 
methyl ester, (3beta, | 6beta, 1 7al- 

pha, 1 8beta,20alpha)- 


Zinc phosphide ZnzP,, when present at 
concentrations of 10% or less 


Substance 
Acetaldehyde (I) 
Ethanal (1) 

Acetone (I) 
2-Propanone (1) 
Acetonitrile (1,T) 
Acetophenone 
Ethanone, 1-phenyl- 
Acetamide, -9H-fluoren-2-yl- 
2-Acetylaminofluorene 
Acetyl chloride (C,R,T) 
Acrylamide 
2-Propenamide 

Acrylic acid (1) 
2-Propenoic acid (I) 
Acrylonitrile 
2-Propenenitrile 


Azirino[2',3':3,4]pyrrolo[1,2-a]indole-4,7- 
dione, 6-amino-8-[[(aminocar- 
bonyl)oxy]methyl]-1,1a,2,8,8a,8b-hexahy- 
dro-8a-methoxy-5-methyl-, [1aS-(1aal- 
pha,8beta,8aalpha,8balpha) |- 


Mitomycin C 

Amitrole 
1H-1,2,4-Triazol-3-amine 
Aniline (1,T) 
Benzenamine (1,T) 
Auramine 


Benzenamine, 4,4'-carbonimidoylbis[N,N- 
dimethyl- 


Azaserine 

L-Serine, diazoacetate(ester) 
Benz[c]acridine 

Benzal chloride 

Benzene, (dichloromethyl)- 


Benz[a]anthracene 
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Numerical List 


Dangerous 
Waste No. 
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032 
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035 


035 
036 
036 


037 
037 
038 


038 
039 
039 
041 
041 
042 
042 
043 


Chemical 
Abstracts No. 


71-43-2 
98-09-9 
98-09-9 
92-87-5 
92-87-5 
50-32-8 
98-07-7 
98-07-7 
111-91-1 
111-91-1 


111-44-4 
111-44-4 
494-03-1 
494-03-1 
108-60-1 
108-60-1 
117-81-7 


117-81-7 
74-83-9 
74-83-9 
101-55-3 
101-55-3 
71-36-3 
71-36-3 
13765-19-0 
13765-19-0 
353-50-4 
353-50-4 
75-87-6 
75-87-6 
305-03-3 


305-03-3 
57-74-9 
57-74-9 


108-90-7 
108-90-7 
510-15-6 


510-15-6 
59-50-7 
59-50-7 
106-89-8 
106-89-8 
110-75-8 
110-75-8 
75-01-4 


Substance 

Benzene (1,T) 

Benzenesulfonic acid chloride (C,R) 
Benzenesulfonyl chloride(C,R) 
Benzidine 
[1,1'-Biphenyl]-4,4'-diamine 
Benzo[a]pyrene 

Benzene, (trichloromethyl)- 
Benzotrichloride (C,R,T) 
Dichloromethoxy ethane 


Ethane, 1,1'-[methylenebis(oxy)]bis[2- 
chloro- 


Dichloroethyl ether 

Ethane, 1,1'-oxybis[2-chloro- 
Chlornaphazin 

Naphthalenamine, N,N'-bis(2-chloroethyl)- 
Dichloroisopropy! ether 

Propane, 2,2'-oxybis[2-chloro- 


1,2-Benzenedicarboxylic acid,bis(2-ethyl- 
hexyl) ester 


Diethylhexyl phthalate 
Methane, bromo- 

Methyl bromide 

Benzene, 1-bromo-4-phenoxy- 
4-Bromopheny] phenyl] ether 
1-Butanol (I) 

n-Butyl alcohol (1) 

Calcium chromate 

Chromic acid H2 CrO4, calcium salt 
Carbonic difluoride 

Carbon oxyfluoride (R,T) 
Acetaldehyde, trichloro- 
Chloral 


Benzenebutanoic acid, 4-[bis(2-chloro- 
ethyl)amino]- 


Chlorambucil 
Chlordane, alpha & gamma isomers 


4,7-Methano-1H-indene, 1,2,4,5,6,7,8,8- 
octachloro-2,3,3a,4,7,7a-hexahydro- 


Benzene, chloro- 
Chlorobenzene 


Benzeneacetic acid, 4-chloro-alpha-(4- 
chlorophenyl)-alpha-hydroxy-, ethyl ester 


Chlorobenzilate 
p-Chloro-m-cresol 

Phenol, 4-chloro-3-methyl- 
Epichlorohydrin 

Oxirane, (chloromethyl)- 
2-Chloroethyl vinyl ether 
Ethene, (2-chloroethoxy)- 


Ethene, chloro- 


Numerical List 


Dangerous 
Waste No. 
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Chemical 
Abstracts No. 


75-01-4 
67-66-3 
67-66-3 
74-87-3 
74-87-3 
107-30-2 
107-30-2 
91-58-7 
91-58-7 
95-57-8 
95-57-8 
3165-93-3 


3165-93-3 
218-01-9 
1319-77-3 
1319-77-3 
4170-30-3 
4170-30-3 
98-82-8 
98-82-8 
110-82-7 
110-82-7 
108-94-1 
50-18-0 
50-18-0 


20830-81-3 
20830-81-3 


72-54-8 


72-54-8 
50-29-3 


50-29-3 
2303-16-4 


2303-16-4 
53-70-3 
189-55-9 
189-55-9 
96-12-8 
96-12-8 
106-93-4 
106-93-4 
74-95-3 
74-95-3 
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Substance 

Vinyl chloride 

Chloroform 

Methane, trichloro- 
Methane, chloro- (LT) 
Methyl chloride (1,T) 
Chloromethyl methyl ether 
Methane, chloromethoxy- 


beta-Chloronaphthalene 


Naphthalene, 2-chloro- 
o-Chlorophenol 
Phenol, 2-chloro- 


Benzenamine, 4-chloro-2-methyl-, hydro- 
chloride 


4-Chloro-o-toluidine, hydrochloride 
Chrysene 

Creosote 

Cresol (Cresylic acid) 
Phenol, methyl- 

2-Butenal 

Crotonaldehyde 

Benzene, (1-methylethyl)-(1) 
Cumene (1) 

Benzene, hexahydro-(I) 
Cyclohexane (I) 
Cyclohexanone (1) 
Cyclophosphamide 


2H-1,3,2-Oxazaphosphorin-2-amine, N,N- 
bis(2-chloroethyl)tetrahydro-, 2-oxide 


Daunomycin 


5,12-Naphthacenedione, 8-acetyl-10-[(3- 
amino-2,3,6-trideoxy)-alpha-L-lyxo-hexo- 
pyranosyl)oxy]-7,8,9,10-tetrahydro-6,8,11- 
trihydroxy-1-methoxy-, (8S-cis)- 


Benzene, 1,1'-(2,2-dichloroe- 
thylidene)bis[4-chloro- 


DDD 


Benzene, 1,1'-(2,2,2-trichloroe- 
thylidene)bis[4-chloro- 


DDT 


Carbamothioic acid, bis(1-methylethyl)-, S- 
(2,3-dichloro-2-propenyl) ester 


Diallate 

Dibenz[a,h]anthracene 
Benzo[rst]pentaphene 
Dibenzo[a,i]pyrene 
1,2-Dibromo-3-chloropropane 
Propane, 1,2-dibromo-3-chloro- 
Ethane, 1,2-dibromo- 

Ethylene dibromide 

Methane, dibromo- 


Methylene bromide 
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084 
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085 
086 
086 
087 
087 


088 
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089 
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090 
090 
091 


091 
092 
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Abstracts No. 


84-74-2 
84-74-2 
95-50-1 
95-50-1 
541-73-1 
541-73-1 
106-46-7 
106-46-7 
91-94-1 
91-94-1 
764-41-0 
764-41-0 
75-71-8 
75-71-8 
75-34-3 
75-34-3 
107-06-2 
107-06-2 
75-35-4 
75-35-4 
156-60-5 
156-60-5 
75-09-2 
75-09-2 
120-83-2 
120-83-2 
87-65-0 
87-65-0 
78-87-5 
78-87-5 
542-75-6 
542-75-6 
1464-53-5 
1464-53-5 
1615-80-1 
1615-80-1 
3288-58-2 
3288-58-2 


84-66-2 
84-66-2 
56-53-1 
56-53-1 


94-58-6 
94-58-6 
119-90-4 


119-90-4 
124-40-3 


WSR 20-08-048 


Substance 
1,2-Benzenedicarboxylic acid, dibutyl ester 
Dibutyl phthalate 

Benzene, 1,2-dichloro- 
o-Dichlorobenzene 
Benzene, 1,3-dichloro- 
m-Dichlorobenzene 
Benzene, 1,4-dichloro- 
p-Dichlorobenzene 
[1,1'-Biphenyl]-4,4'-diamine, 3,3'-dichloro- 
3,3'-Dichlorobenzidine 
2-Butene, 1,4-dichloro-(I,T) 
1,4-Dichloro-2-butene (LT) 
Dichlorodifluoromethane 
Methane, dichlorodifluoro- 
Ethane, 1,1-dichloro- 
Ethylidene dichloride 
Ethane, 1,2-dichloro- 
Ethylene dichloride 
1,1-Dichloroethylene 
Ethene, 1,1-dichloro- 
1,2-Dichloroethylene 
Ethene, 1,2-dichloro-, (E)- 
Methane, dichloro- 
Methylene chloride 
2,4-Dichlorophenol 

Phenol, 2,4-dichloro- 
2,6-Dichlorophenol 

Phenol, 2,6-dichloro- 
Propane, 1,2-dichloro- 
Propylene dichloride 
1,3-Dichloropropene 
1-Propene, 1,3-dichloro- 
2,2'-Bioxirane 
1,2:3,4-Diepoxybutane (LT) 
N,N'-Diethylhydrazine 
Hydrazine, 1,2-diethyl- 
O,O-Diethyl S-methyldithiophosphate 


Phosphorodithioic acid, O,O-diethyl S- 
methyl ester 


1,2-Benzenedicarboxylic acid, diethyl ester 
Diethyl phthalate 
Diethylstilbesterol 


Phenol, 4,4'-(1,2-diethyl-1,2- 
ethenediyl)bis-, (E)- 


1,3-Benzodioxole, 5-propyl- 
Dihydrosafrole 


[1,1'-Biphenyl]-4,4'-diamine, 3,3'-dime- 
thoxy- 


3,3'-Dimethoxybenzidine 
Dimethylamine (1) 


Proposed 
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106 
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109 
109 
110 
110 
111 
111 
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113 
114 


114 


115 
115 
116 


Chemical 
Abstracts No. 


124-40-3 
60-11-7 


60-11-7 
57-97-6 
57-97-6 
119-93-7 


119-93-7 
80-15-9 


80-15-9 


79-44-7 
79-44-7 
57-14-7 
57-14-7 
540-73-8 
540-73-8 
105-67-9 
105-67-9 
131-113 


131-11-3 
77-78-1 
77-78-1 
21-14-2 
21-14-2 
606-20-2 
606-20-2 
17-84-0 
17-84-0 
23-91-1 
23-91-1 
22-66-7 
22-66-7 
42-84-7 
42-84-7 
621-64-7 
621-64-7 
141-78-6 
141-78-6 
140-88-5 
140-88-5 
1111-54-6 


1111-54-6 


75-21-8 
75-21-8 
96-45-7 
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Substance 
Methanamine, -methyl-(T) 


Benzenamine, N,N-dimethyl-4-(phe- 
nylazo)- 


p-Dimethylaminoazobenzene 
Benz[aJanthracene, 7,12-dimethyl- 
7,12-Dimethylbenz[a]anthracene 


[1,1'-Biphenyl]-4,4'-diamine, 3,3'- 
dimethyl- 


3,3'-Dimethylbenzidine 
alpha,alpha-Dimethylbenzylhydroperoxide 
R) 

Hydroperoxide, 1-methyl-1-phenylethyl- 
R) 

Carbamic chloride, dimethyl- 
Dimethylcarbamoy]l chloride 
1,1-Dimethylhydrazine 

Hydrazine, 1,1-dimethyl- 
1,2-Dimethylhydrazine 

Hydrazine, 1,2-dimethyl- 
2,4-Dimethylphenol 

Phenol, 2,4-dimethyl- 


1,2-Benzenedicarboxylic acid, dimethyl 
ester 


Dimethyl phthalate 

Dimethyl sulfate 

Sulfuric acid, dimethyl ester 
Benzene, 1-methyl-2,4-dinitro- 
2,4-Dinitrotoluene 

Benzene, 2-methyl-1,3-dinitro- 
2,6-Dinitrotoluene 
1,2-Benzenedicarboxylic acid, dioctyl ester 
Di-n-octyl phthalate 
1,4-Diethyleneoxide 
1,4-Dioxane 
1,2-Diphenylhydrazine 
Hydrazine, 1,2-diphenyl- 
Dipropylamine (1) 
1-Propanamine, N-propyl-(I) 
Di-n-propylnitrosamine 
1-Propanamine, N-nitroso-N- propyl- 
Acetic acid ethyl ester (T) 

Ethyl acetate (I) 

Ethyl acrylate (1) 

2-Propenoic acid, ethyl ester (1) 


Carbamodithioic acid, 1,2-ethanediylbis-, 
salts & esters 


Ethylenebisdithiocarbamic acid, salts & 
esters 


Ethylene oxide (LT) 
Oxirane (LT) 
Ethylenethiourea 
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Numerical List 


Dangerous 
Waste No. 
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116 
117 
117 
118 
118 
119 
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121 
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123 
124 
124 
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125 
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128 
129 


129 
130 


130 
131 
131 
132 
132 
133 
134 
134 
135 
135 
136 
136 
137 
138 
138 
140 
140 
141 
141 
142 


Chemical 
Abstracts No. 


96-45-7 
60-29-7 
60-29-7 
97-63-2 
97-63-2 
62-50-0 
62-50-0 
206-44-0 
75-69-4 
75-69-4 
50-00-0 
64-18-6 
110-00-9 
110-00-9 
98-01-1 
98-01-1 
765-34-4 
765-34-4 
118-74-1 
118-74-1 
87-68-3 
87-68-3 
58-89-9 


58-89-9 
77-47-4 


77-47-4 
67-72-1 
67-72-1 
70-30-4 
70-30-4 
302-01-2 
7664-39-3 
7664-39-3 
7783-06-4 
7783-06-4 
75-60-5 
75-60-5 
193-39-5 
74-88-4 
74-88-4 
78-83-1 
78-83-1 
120-58-1 
120-58-1 
143-50-0 


Substance 

2-Imidazolidinethione 

Ethane, 1,1'-oxybis-(T) 

Ethyl ether (1) 

Ethyl methacrylate 

2-Propenoic acid, 2-methyl-,ethyl ester 
Ethyl methanesulfonate 
Methanesulfonic acid, ethyl ester 
Fluoranthene 

Methane, trichlorofluoro- 
Trichloromonofluoromethane 
Formaldehyde 

Formic acid (C,T) 

Furan (I) 

Furfuran (I) 
2-Furancarboxaldehyde (1) 
Furfural (T) 

Glycidylaldehyde 
Oxiranecarboxyaldehyde 
Benzene, hexachloro- 
Hexachlorobenzene 
1,3-Butadiene, 1,1,2,3,4,4-hexachloro- 
Hexachlorobutadiene 


Cyclohexane, 1,2,3,4,5,6-hexachloro-, 
(lalpha,2alpha,3beta,4alpha, 
Salpha,6beta)- 


Lindane 


1,3-Cyclopentadiene, 1,2,3,4,5,5-hexa- 
chloro- 


Hexachlorocyclopentadiene 
Ethane, hexachloro- 
Hexachloroethane 
Hexachlorophene 

Phenol, 2,2'-methylenebis[3,4,6-trichloro- 
Hydrazine (R,T) 

Hydrofluoric acid (C,T) 

Hydrogen fluoride (C,T) 
Hydrogen sulfide 

Hydrogen sulfide H2S 

Arsinic acid, dimethyl- 

Cacodylic acid 
Indeno[1,2,3-cd]pyrene 

Methane, iodo- 

Methyl iodide 

Isobutyl alcohol (LT) 

1-Propanol, 2-methyl- (1,T) 
1,3-Benzodioxole, 5-(1-propenyl)- 
Isosafrole 


Kepone 


Numerical List 


Dangerous 
Waste No. 


Ul42 


Ul43 


143 
144 
144 
145 
145 
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146 
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157 
158 
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159 
160 
160 
161 
161 
161 
162 
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143-50-0 


303-34-4 


303-34-4 
301-04-2 
301-04-2 
7446-27-7 
7446-27-7 
335-32-6 
335-32-6 
08-31-6 
08-31-6 
23-33-1 
23-33-1 
09-77-3 
09-77-3 
48-823 
48-823 


7439-97-6 
26-98-7 
26-98-7 
74-93-1 
74-93-1 
67-56-1 
67-56-1 
91-80-5 


91-80-5 
79-22-1 
79-22-1 
56-49-5 


56-49-5 
101-14-4 
101-14-4 
78-93-3 
78-93-3 
1338-23-4 
1338-23-4 
108-10-1 
108-10-1 
108-10-1 
80-62-6 
80-62-6 
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Substance 


1,3,4-Metheno-2H-cyclobuta[cd]pentalen- 
2-one, 1,1a,3,3a,4,5,5,5a,5b,6-decachlo- 
rooctahydro- 


2-Butenoic acid, 2-methyl-, 7-[[2,3-dihy- 
droxy-2-(1-methoxyethyl)-3-methyl-1- 
oxobutoxy ]methyl]-2,3,5,7a-tetrahydro- 
1H-pyrrolizin-1-yl ester, [1S-[lal- 
pha(Z),7(2S*,3R*),7aalpha]]- 


Lasiocarpine 

Acetic acid, lead(2+) salt 

Lead acetate 

Lead phosphate 

Phosphoric acid, lead(2+)salt (2:3) 
Lead, bis(acetato-O)tetrahydroxytri- 
Lead subacetate 

2,5-Furandione 

Maleic anhydride 

Maleic hydrazide 
3,6-Pyridazinedione, 1,2-dihydro- 
Malononitrile 

Propanedinitrile 

Melphalan 


L-Phenylalanine, 4-[bis(2-chloro- 
ethyl)amino]- 


Mercury 

Methacrylonitrile (1,T) 
2-Propenenitrile, 2-methyl- (1,T) 
Methanethiol (1,T) 
Thiomethanol (LT) 

Methanol (I) 

Methyl alcohol (1) 


1,2-Ethanediamine, N,N-dimethyl-N'-2- 
pyridinyl-N'-(2-thienylmethyl)- 


Methapyrilene 
Carbonochloridic acid, methylester (L,T) 
Methyl chlorocarbonate (1,T) 


Benz[j]aceanthrylene, 1,2-dihydro-3- 
methyl- 


3-Methylcholanthrene 


Benzenamine, 4,4'-methylenebis[2-chloro- 
4,4'-Methylenebis(2-chloroaniline) 
2-Butanone (1,T) 

Methyl ethyl ketone (MEK) (LT) 
2-Butanone, peroxide (R,T) 

Methyl ethyl ketone peroxide (R,T) 
Methyl isobutyl ketone (1) 
4-Methyl-2-pentanone (I) 

Pentanol, 4-methyl- 

Methyl methacrylate (1,T) 


2-Propenoic acid, 2-methyl-,methyl ester 
(LT) 
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163 
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164 
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165 
166 
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167 
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168 
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169 
170 
170 
171 
171 
172 
172 
173 
173 
174 
174 
176 
176 
177 
177 
178 
178 
179 
179 
180 
180 
181 
181 
182 
182 
183 
183 
184 
184 
185 
185 
186 
186 
187 
187 
188 


Chemical 
Abstracts No. 


70-25-7 
70-25-7 
56-04-2 
56-04-2 


91-20-3 
130-15-4 
130-15-4 
134-32-7 
134-32-7 
91-59-8 
91-59-8 
98-95-3 
98-95-3 
100-02-7 
100-02-7 
79-46-9 
79-46-9 
924-16-3 
924-16-3 
1116-54-7 
1116-54-7 
55-18-5 
55-18-5 
759-73-9 
759-73-9 
684-93-5 
684-93-5 
615-53-2 
615-53-2 
100-75-4 
100-75-4 
930-55-2 
930-55-2 
99-55-8 
99-55-8 
123-63-7 
123-63-7 
608-93-5 
608-93-5 
76-01-7 
76-01-7 
82-68-8 
82-68-8 
504-60-9 
504-60-9 
62-44-2 
62-44-2 
108-95-2 


WSR 20-08-048 


Substance 

Guanidine, -methyl-N'-nitro-N-nitroso- 
MNNG 

Methylthiouracil 


4(1H)-Pyrimidinone, 2,3-dihydro-6- 
methyl-2-thioxo- 


Naphthalene 
1,4-Naphthalenedione 
1,4-Naphthoquinone 
1-Naphthalenamine 
alpha-Naphthylamine 
2-Naphthalenamine 
beta-Naphthylamine 
Benzene, nitro- 

Nitrobenzene (LT) 
p-Nitrophenol 

Phenol, 4-nitro- 
2-Nitropropane (1,T) 

Propane, 2-nitro- (1,T) 
1-Butanamine, N-butyl-N-nitroso- 
N-Nitrosodi-n-butylamine 
Ethanol, 2,2'- (nitrosoimino)bis- 
N-Nitrosodiethanolamine 
Ethanamine, -ethyl-N-nitroso- 
N-Nitrosodiethylamine 
N-Nitroso-N-ethylurea 

Urea, N-ethyl-N-nitroso- 


N-Nitroso-N-methylurea 
Urea, N-methyl-N-nitroso- 


Carbamic acid, methylnitroso-, ethyl ester 


N-Nitroso-N-methylurethane 
N-Nitrosopiperidine 

Piperidine, 1-nitroso- 
N-Nitrosopyrrolidine 
Pyrrolidine, 1-nitroso- 
Benzenamine, 2-methyl-5-nitro- 
5-Nitro-o-toluidine 
1,3,5-Trioxane, 2,4,6-trimethyl- 
Paraldehyde 

Benzene, pentachloro- 
Pentachlorobenzene 

Ethane, pentachloro- 
Pentachloroethane 

Benzene, pentachloronitro- 
Pentachloronitrobenzene (PCNB) 
1-Methylbutadiene (1) 
1,3-Pentadiene (1) 

Acetamide, -(4-ethoxypheny]l)- 
Phenacetin 


Phenol 


Proposed 
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1314-80-3 
1314-80-3 
85-44-9 
85-44-9 
109-06-8 
109-06-8 
23950-58-5 


23950-58-5 
120-71-4 
120-71-4 
07-10-8 
07-10-8 
10-86-1 
06-51-4 
06-51-4 
50-55-5 
50-55-5 


108-46-3 
108-46-3 
94-59-7 
94-59-7 
7783-00-8 
7783-00-8 
7488-56-4 
7488-56-4 
18883-66-4 


18883-66-4 


18883-66-4 
95-94-3 
95-94-3 
630-20-6 
630-20-6 
79-34-5 
79-34-5 
127-18-4 
127-18-4 
56-23-5 
56-23-5 
109-99-9 
109-99-9 
563-68-8 
563-68-8 
6533-73-9 
6533-73-9 
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Substance 

Phosphorus sulfide (R) 

Sulfur phosphide (R) 
1,3-Isobenzofurandione 
Phthalic anhydride 

2-Picoline 

Pyridine, 2-methyl- 
Benzamide, 3,5-dichloro-N-(1,1-dimethyl- 
2-propynyl)- 

Pronamide 

1,2-Oxathiolane, 2,2-dioxide 
1,3-Propane sultone 
1-Propanamine (1,T) 
n-Propylamine (1,T) 

Pyridine 

p-Benzoquinone 
2,5-Cyclohexadiene-1,4-dione 
Reserpine 


Yohimban-16-carboxylic acid, 11,17-dime- 
thoxy-18-[(3,4,5-trimethoxybenzoyl)oxy]-, 
methylester,(3beta, l 6beta, 17alpha, 
18beta,20alpha)- 


1,3-Benzenediol 

Resorcinol 

1,3-Benzodioxole, 5-(2-propenyl)- 
Safrole 

Selenious acid 

Selenium dioxide 

Selenium sulfide 

Selenium sulfide SeS2 (R,T) 


Glucopyranose, 2-deoxy-2-(3-methyl-3- 
nitrosoureido)-, D- 


D-Glucose, 2-deoxy-2-[[(methylnitrosoam- 
ino)-carbonyllamino]- 


Streptozotocin 

Benzene, 1,2,4,5-tetrachloro- 
1,2,4,5-Tetrachlorobenzene 
Ethane, 1,1,1,2-tetrachloro- 
1,1,1,2-Tetrachloroethane 
Ethane, 1,1,2,2-tetrachloro- 
1,1,2,2-Tetrachloroethane 
Ethene, tetrachloro- 
Tetrachloroethylene 

Carbon tetrachloride 
Methane, tetrachloro- 

Furan, tetrahydro-(I) 
Tetrahydrofuran (I) 

Acetic acid, thallium(1+)salt 
Thallium(I) acetate 

Carbonic acid, dithallium(1+) salt 


Thallium(I) carbonate 
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7791-12-0 
7791-12-0 
10102-45-1 
10102-45-1 
62-55-5 
62-55-5 
62-56-6 
108-88-3 
108-88-3 
25376-45-8 
25376-45-8 
636-21-5 
636-21-5 
26471-62-5 
26471-62-5 
75-25-2 
75-25-2 
71-55-6 
71-55-6 
71-55-6 
79-00-5 
79-00-5 
79-01-6 
79-01-6 
99-35-4 
99-35-4 
126-72-7 
126-72-7 
72-57-1 


72-57-1 
66-75-1 


66-75-1 
51-79-6 
51-79-6 
1330-20-7 
1330-20-7 
194-75-7 


194-75-7 
1888-71-7 
1888-71-7 
137-26-8 


137-26-8 
506-68-3 
72-43-5 


Substance 

Thallium(1) chloride 

Thallium chloride TICI 

Nitric acid, thallium(1+) salt 
Thallium(1) nitrate 

Ethanethioamide 

Thioacetamide 

Thiourea 

Benzene, methyl- 

Toluene 

Benzenediamine, ar-methyl- 
Toluenediamine 

Benzenamine, 2-methyl-,hydrochloride 
o-Toluidine hydrochloride 

Benzene, 1,3-diisocyanatomethyl-(R,T) 
Toluene diisocyanate (R,T) 
Bromoform 

Methane, tribromo- 

Ethane, 1,1,1-trichloro- 

Methyl chloroform 
1,1,1-Trichloroethane 

Ethane, 1,1,2-trichloro- 
1,1,2-Trichloroethane 

Ethene, trichloro- 

Trichloroethylene 

Benzene, 1,3,5-trinitro- 
1,3,5-Trinitrobenzene (R,T) 
1-Propanol, 2,3-dibromo-,phosphate (3:1) 
Tris(2,3-dibromopropyl) phosphate 


2,7-Naphthalenedisulfonicacid, 3,3'-[(3,3'- 
dimethyl[1,1'-biphenyl]-4,4'- 
diyl)bis(azo)bis[5-amino-4-hydroxy]-, tet- 
rasodium salt 


Trypan blue 


2,4-(1H,3H)-Pyrimidinedione, 5-[bis(2- 
chloroethyl)amino]- 


Uracil mustard 

Carbamic acid, ethyl ester 
Ethyl carbamate (urethane) 
Benzene, dimethyl- (I) 
Xylene (I) 


Acetic acid, (2,4-dichlorophenoxy)-, salts 
& esters 


2,4-D, salts & esters 
Hexachloropropene 
1-Propene, 1,1,2,3,3,3-hexachloro- 


Thioperoxydicarbonic diamide 
[(H2N)C(S)]2 S2, tetramethyl- 


Thiram 
Cyanogen bromide (CN)Br 


Benzene, 1,1'-(2,2,2-trichloroe- 
thylidene)bis[4-methoxy- 


Numerical List 


Dangerous 
Waste No. 


U 
U 


El 


€ ed. A CO GOG Ed E. E EE 


SE Ea 


El 


E: dE E 


247 
248 


248 


249 


271 
271 


278 
278 


279 
279 
280 
280 


328 
328 
353 
353 
359 
359 
364 
364 
367 
367 
372 


372 
373 
373 
387 


387 
389 


389 
394 
394 


395 
395 
404 
404 
409 


409 


Chemical 
Abstracts No. 


72-43-5 
181-81-2 


181-81-2 


1314-84-7 


17804-35-2 
17804-35-2 


22781-23-3 
22781-23-3 


63-25-2 
63-25-2 
101-27-9 
101-27-9 


95-53-4 
95-53-4 
106-49-0 
106-49-0 
110-80-5 
110-80-5 
22961-82-6 
22961-82-6 
563-38-8 
563-38-8 
0605-21-7 


0605-21-7 
22-42-9 
22-42-9 
52888-80-9 


52888-80-9 
2303-17-5 


2303-17-5 
30558-43-1 
30558-43-1 


5952-26-1 
5952-26-1 
121-44-8 
121-44-8 
23564-05-8 


23564-05-8 
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Substance 
Methoxychlor 


2H-1-Benzopyran-2-one, 4-hydroxy-3-(3- 
oxo-1-phenyl-butyl)-, & salts, when present 
at concentrations of 0.3% or less 


Warfarin, & salts, when present at concen- 
trations of 0.3% or less 


Zinc phosphide Zn3 P2, when present at 
concentrations of 10% or less 


Benomyl 


Carbamic acid, [1-[(butylamino)carbonyl]- 
1H-benzimidazol-2-yl]-, methylester 


Bendiocarb 


1,3-Benzodioxol-4-ol, 2,2-dimethyl-, 
methyl carbamate 


Carbaryl 
1-Naphthalenol, methylcarbamate 
Barban 


Carbamic acid, (3-chlorophenyl)-, 4- 
chloro-2-butynyl ester 


Benzenamine, 2-methyl- 

o-Toluidine 

Benzenamine, 4-methyl- 

p-Toluidine 

Ethanol, 2-ethoxy- 

Ethylene glycol monoethylether 
Bendiocarb phenol 

1,3-Benzodioxol-4-ol, 2,2-dimethyl-, 
7-Benzofuranol, 2,3-dihydro-2,2-dimethyl- 
Carbofuran phenol 


Carbamic acid, 1 H-benzimidazol-2-yl, 
methylester 


Carbendazim 
Carbamic acid, phenyl-, 1-methylethyl ester 
Propham 


Carbamothioic acid, dipropyl-, S-(phenyl- 
methyl) ester 


Prosulfocarb 


Carbamothioic acid, bis(1-methylethyl)-, S- 
(2,3,3-trichloro-2-propenyl) ester 


Triallate 
A2213 


Ethanimidothioic acid, 2-(dimethylamino)- 
N-hydroxy-2-oxo-, methyl ester 


Diethylene glycol, dicarbamate 
Ethanol, 2,2'-oxybis-,dicarbamate 
Ethanamine, N,N-diethyl- 
Triethylamine 


Carbamic acid, [1,2-phenylenebis (imino- 
carbonothioyl)]bis-,dimethyl ester 


Thiophanate-methyl 
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Numerical List 


Dangerous Chemical 

Waste No. Abstracts No. Substance 

U410 59669-26-0 Ethanimidothioic acid, N,N'-[thio- 
bis[(methylimino)carbonyloxy]]bis-, 
dimethyl ester 

U410 59669-26-0 Thiodicarb 

U411 114-26-1 Phenol, 2-(1-methylethoxy)-, methylcarba- 
mate 

U411 114-26-1 Propoxur 

See F027 93-76-5 Acetic acid, (2,4,5-trichlorophenoxy)- 

See F027 87-86-5 Pentachlorophenol 

See F027 87-86-5 Phenol, pentachloro- 

See F027 58-90-2 Phenol, 2,3,4,6-tetrachloro- 

See F027 95-95-4 Phenol, 2,4,5-trichloro- 

See F027 88-06-2 Phenol, 2,4,6-trichloro- 

See F027 93-72-1 Propanoic acid, 2-(2,4,5-trichlorophe- 
noxy)- 

See F027 93-72-1 Silvex (2,4,5-TP) 

See F027 93-76-5 2,4,5-T 

See F027 58-90-2 2,3,4,6-Tetrachlorophenol 

See F027 95-95-4 2,4,5-Trichlorophenol 

See F027 88-06-2 2,4,6-Trichlorophenol 


FOOTNOTE: !CAS Number given for parent compound only. 


WSR 20-08-054 
WITHDRAWAL OF PROPOSED RULES 
HEALTH CARE AUTHORITY 
[Filed March 25, 2020, 3:13 p.m.] 


In response to Governor Inslee's statewide Stay Home, 
Stay Healthy proclamation to combat the spread of COVID- 
19, the health care authority (HCA) is withdrawing the CR- 
102 notice of proposed rule making, for several modified 
adjusted gross income rule sections under chapter 182-509 
WAC, published by the code reviser in WSR 20-06-051 on 
March 18, 2020. 

HCA will not be holding the public hearing scheduled 
for April 7, 2020, and will refile the notice of proposed rule 
making at a later date. 


Wendy Barcus 
Rules Coordinator 


WSR 20-08-055 
WITHDRAWAL OF PROPOSED RULES 
HEALTH CARE AUTHORITY 
[Filed March 25, 2020, 3:13 p.m.] 


In response to Governor Inslee's statewide Stay Home, 
Stay Healthy proclamation to combat the spread of COVID- 
19, the health care authority (HCA) is withdrawing the CR- 
102 notice of proposed rule making, for WAC 182-550-8000 
and 182-550-8100, hospital safety net assessment program, 
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published by the code reviser in WSR 20-06-062 on March 
18, 2020. 

HCA will not be holding the public hearing scheduled 
for April 7, 2020, and will refile the notice of proposed rule 
making at a later date. 


Wendy Barcus 
Rules Coordinator 


WSR 20-08-062 
WITHDRAWAL OF PROPOSED RULES 
HORSE RACING COMMISSION 

[Filed March 26, 2020, 8:13 a.m.] 


The Washington horse racing commission would like to 
withdraw from publication our proposed rule making (CR- 
102), WSR 20-05-029, filed on February 10, 2020. 


Douglas L. Moore 
Executive Secretary 


WSR 20-08-063 
WITHDRAWAL OF PROPOSED RULES 
HORSE RACING COMMISSION 

[Filed March 26, 2020, 8:14 a.m.] 


The Washington horse racing commission would like to 
withdraw from publication our proposed rule making (CR- 
102), WSR 20-05-050, filed on February 13, 2020. 


Douglas L. Moore 
Executive Secretary 


WSR 20-08-075 
PROPOSED RULES 
ARTS COMMISSION 
[Filed March 26, 2020, 3:52 p.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 20- 
05-061. 

Title of Rule and Other Identifying Information: WAC 
30-02-010 Definitions, the grants program is amending the 
definitions to include a definition on regions throughout the 
state. The new definitions will make it clearer to constituents 
about the different grant regions within the state and state- 
wide arts service organizations. 

Hearing Location(s): On May 26, 2020, at 3:00 p.m., at 
711 Capitol Way South, Suite 600, Olympia. Written com- 
ments due by May 22, 2020. 

Date of Intended Adoption: May 26, 2020. 

Submit Written Comments to: Terry J. West, Deputy 
Director, 711 Capitol Way South, Suite 600, Olympia, WA 
98504, email terry.west@arts.wa.gov, by May 22, 2020. 

Assistance for Persons with Disabilities: Contact Terry J. 
West, deputy director, phone 360-586-5350, fax 360-586- 
5351, email terry.west@arts.wa.gov, by May 20, 2020. 


Proposed 


Washington State Register, Issue 20-08 


Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: Amend the defini- 
tions rule to add definitions for regional arts service organiza- 
tions, grant regions and statewide arts service organizations. 

Reasons Supporting Proposal: This [These] new defini- 
tions assist potential grant applicants in understanding the 
various grant regions within the state that apply to them. 

The Washington state arts commission held a public 
tules writing session on March 26, 2020. Notice was included 
in the agency website one month in advance and posted as a 
video conference availability. No persons attended and no 
persons submitted any written suggestions. 

Statutory Authority for Adoption: RCW 43.46.040. 

Statute Being Implemented: RCW 43.46.090 through 
43.46.095. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Washington state arts commission, 
governmental. 

Name of Agency Personnel Responsible for Drafting, 
Implementation, and Enforcement: Terry J. West, 711 Capi- 
tol Way South, Suite 600, Olympia, 360-586-5350. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 
34.05.328. A cost-benefit analysis is not required under RCW 
34.05.328 as the Washington state arts commission is not 
listed under this statute as required to prepare a cost-benefit 
analysis. The rule being amended is not considered a signifi- 
cant rule change. 

This rule proposal, or portions of the proposal, is exempt 
from requirements of the Regulatory Fairness Act because 
the proposal: 

Is exempt under RCW 19.85.030. 

Explanation of exemptions: A small business economic 
impact statement is not required under RCW 19.85.030 
because there are not more than minor costs to businesses in 
order to comply with this minor amendment. 


March 26, 2020 
Karen Hanan 
Executive Director 


AMENDATORY SECTION (Amending WSR 19-22-069, 
filed 11/5/19, effective 12/6/19) 


WAC 30-02-010 Definitions. The following definitions 
shall apply throughout Title 30 WAC: 

"Accession" means to formally acquire a work of art for 
the state art collection, including the action of assigning an 
accession or control number to the work of art. 

"Appeal procedure" means the procedure as established 
in WAC 30-12-036 (Request for review of denied applica- 
tions) whereby an applicant may request a review of a denied 
application. 

"Application form" means printed, electronic, or web- 
based forms created and published by staff and used by the 
public to apply to commission program applications. 

"Application guidelines" means the published document 
that provides the public with information on how to apply for 
commission programs, including eligibility requirements, 
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review criteria used to evaluate and score applications, dead- 
lines, timelines, and information on the appeal procedure. 
Published in print and/or electronic format, guidelines are 
accessible through the commission's website. 

"Art advisory committee" means a committee formed by 
staff and a partner agency to develop plans and overall proj- 
ect specifications, and to make funding allocation decisions 
related to the state art collection. 

"Art in public places program" means the visual art pro- 
gram of the commission established by the legislature in 
RCW 43.46.090 to acquire works of art and to develop, 
administer, and manage the state art collection. 

"Art selection committee" means a committee formed by 
a partner agency, and approved by staff, to review and select 
artists to create works of art for the state art collection, or to 
review and select works of art for or from the state art collec- 
tion, through a process facilitated by staff. 

"Artistic disciplines" means dance, design, folk and tra- 
ditional arts, media arts, music, literature, theater, visual arts, 
and interdisciplinary arts. 

"Artistic excellence" means evidence of some or all of 
the following: Mastery of skills and techniques, communica- 
tion of unique vision or perspective, professional approaches 
to process and presentation. Additionally, for groups and 
organizations, includes the contribution the artistic work(s) 
make to the development of the artists involved, the art form 
and the arts generally; or for services delivered, the contribu- 
tion the services make to the development of a vibrant arts 
and cultural community in the state. 

"Arts professional" means an individual who has profes- 
sional work experience in the arts or an arts-related field. 

"Board" means the board of commissioners, consisting 
of nineteen members appointed by the governor and four 
members of the legislature appointed to the Washington state 
arts commission pursuant to RCW 43.46.015. 

"Chair" means the chair of the board, elected pursuant to 
WAC 30-08-050 and fulfilling duties as established in Title 
30 WAC. 

"Collections management" means the ongoing care, 
preservation, and maintenance of the state art collection, 
including activities such as the management of conservation, 
restoration, deaccession, documentation, inventory, labeling, 
loans, and resiting of works of art. 

"Commission" means the collective entity of the Wash- 
ington state arts commission, including the board, executive 
director, and staff. 

"Commissioner" means an individual appointed to the 
board of the Washington state arts commission. 

"Conservation" means treatment of malfunctioning or 
damaged works of art for the purpose of bringing them to a 
stable condition so that future routine and special mainte- 
nance can be effective. Conservation-related activities may 
also include examination and documentation. 

"Creative district" means a land area designated by a 
local government or other entity as approved, in accordance 
with RCW 43.46.105 that contains either a hub of cultural 
facilities, creative industries, or arts-related businesses, or 
multiple vacant properties in close proximity that would be 
suitable for redevelopment as a creative district. 
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"Curator" means a qualified visual arts professional with 
past curatorial experience selected to recommend works of 
art for acquisition to the state art collection. 

"Deaccession" means board action to remove an acces- 
sioned work of art from the state art collection. 

"Disability" is defined in RCW 49.60.040(7). 

"Eligibility requirements" means published standards 
and/or minimum required qualifications which applicants 
and/or applications must meet in order for their application to 
be considered by the panel. 

"Executive director" means that person employed pursu- 
ant to RCW 43.46.045 to carry out the functions of that chap- 
ter and Title 30 WAC. 

"Grant" means a contract between the commission and 
an organization or individual, for arts or cultural services, 
awarded through a competitive application process and 
approved or ratified by the board. 

"Inventory" means a periodic survey of the physical state 
and current location of works of art in the state art collection. 

"Local government" means a local governing body, city, 
county, town, municipal county, tribal government, or other 
entity as approved. 

"Nonprofit" means incorporation under the nonprofit 
laws of the state of Washington or another state, and determi- 
nation by the Internal Revenue Service (IRS) that the incor- 
porated entity is exempt from taxation under Section 501 
(c)(3) of the IRS code. 

"Panel" means a group of individuals convened by staff 
to review applications or nominations using published review 
criteria, and make recommendations to the board or executive 
director. 

"Partner agency" means a state agency, K-12 public 
school, university, college, community or technical college, 
or other public entity working with the art in public places 
program. 

"Pilot program" means a limited scale, flexible program 
that evaluates administrative needs and costs, adverse and 
favorable events, and improves upon the design prior to 
launch of a full program or integration of pilot into an exist- 
ing program. 

"Professional artist" means an individual who has a his- 
tory of paid work as an artist. 

"Public artist roster" means the board approved list of 
professional artists eligible to create visual works of art for 
the state art collection. 

"Public benefit" means project outcomes that have an 
impact on a community, including some or all of the follow- 
ing: Broadening access to the arts or expanding and diversi- 
fying audiences for the arts; improving artistic, cultural, edu- 
cational, or economic development within a community; 
and/or supporting specific community goals such as health 
and wellness, public safety, civic discourse, or other quality 
of life measures. 


' 


'Regional arts service organization” means an organiza- 


tion in one Washington state arts commission's defined 
region that provides professional development services to 


arts professionals from three counties in the defined region 
and designates a percentage of the organization's operating 
budget, as defined by program guidelines, to professional 
development services. 
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"Regions" means an area of the state of Washington 
comprised of specific fixed counties and physically defined 
by the geographic boundaries of the counties contained. The 
Washington state arts commission has defined four regions: 
N.W. Region (7 counties), S.W. Region (12 counties), Cen- 
tral Region (8 counties), and Eastern Region (12 counties). 

"Resiting" means the relocation of a work of art in the 
state art collection within the jurisdiction of a partner agency 
or between partner agencies. 

"Restoration" means treatment that returns a malfunc- 
tioning or damaged work of art to a known or assumed state, 
often through the addition of nonoriginal material. 

"Review criteria" means the standards used by panels to 
evaluate and score applications or nominations. 

"Roster" means a list of approved arts professionals who 
have the skills and experience to address the needs of a spe- 
cific commission program. 

"Routine maintenance" means a regular procedure to 
preserve a work of art in the state art collection in proper con- 
dition: Clean, presentable, and in working order. 

"Site responsive" means created, planned, or intended 
for a particular site. A site responsive work of art addresses 
both the physical characteristics of its location and the con- 
text of the community in which it is situated. 

"Special maintenance" means anticipated but infrequent 
activities required to maintain aesthetic and/or structural 
aspects of the works of art in the state art collection, including 
integrity of the overall surface and/or individual elements. 

"Staff" means employees of the Washington state arts 
commission, under the direction of the executive director, 
pursuant to RCW 43.46.045, employed to carry out the func- 
tions of that chapter, and Title 30 WAC. 

"State art collection" means all works of art and select 
design models commissioned or purchased under RCW 
43.17.200, 28A.58.055, 28A.335.210, 43.46.090, and 43.19.- 
455. 

"State-certified creative district" means a creative dis- 
trict whose application for certification has been approved by 
the commission. 


‘Statewide arts service organization" means an organiza- 
tion in one Washington state arts commission's defined 


region that provides professional development services to 
arts professionals in ten or more Washington state counties. 
Statewide arts service organizations do not perform, produce, 
preserve, present, or teach art. An arts service organization's 
primary programming is providing professional development 
services to arts professionals in Washington state. 

"Teaching artist" means a professional artist who is ded- 
icated to arts education as an integral part of their profes- 
sional practice, and who has cultivated skills as an educator 
in concert with skills as an artist. 

"Under-resourced" means a lack of access to specialized, 
professional, financial, or institutional expertise and commu- 
nal knowledge, and/or working with neglected or dated infra- 
structures and limited or absent assets and resources resulting 
in lack of recognition, competitiveness, and cyclical absent or 
diminished funding. 

"Underserved" means populations whose opportunities 
to experience the arts are limited by geography, historical 
exclusion and marginalization due to race, ethnicity, sexual 


Proposed 


[ 158 ] 


Washington State Register, Issue 20-08 


orientation, gender identity, economics, disability, or other 
social or institutionally imposed barriers. 

"Washington state arts commission" means the collec- 
tive entity of the Washington state arts commission, includ- 
ing the board and staff. 


WSR 20-08-078 
PROPOSED RULES 
DEPARTMENT OF COMMERCE 
[Filed March 27, 2020, 8:35 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 19- 
15-090. 

Title of Rule and Other Identifying Information: The 
proposed rules to update appliance standards in chapter 194- 
24 WAC. 

Hearing Location(s): On May 5, 2020, at 3:00 [p.m.], at 
Washington Department of Commerce, 1011 Plum Street 
S.E., Olympia, WA 98501. Remote testimony will be an 
option. 

Date of Intended Adoption: May 6, 2020. 

Submit Written Comments to: Sarah Vorpahl, Washing- 
ton Department of Commerce, P.O. Box 42525, Olympia, 
WA 98504, email Appliances@commerce.wa.gov, by May 
5, 2020. 

Assistance for Persons with Disabilities: Contact Austin 
Scharff, email Austin.scharff@commerce.wa.gov, by May 5, 
2020. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: This proposal 
updates chapter 194-24 WAC and to include three new prod- 
uct standards: air compressors, portable air conditioners and 
uninterruptible power supplies. The effective dates of stan- 
dards in this legislation are based on date of manufacture, not 
the date of sale. Products already in stores or warehouses may 
be installed after the new standards take effect. The standards 
apply to manufacturers, distributors, retailers, and installers, 
rather than to individual consumers. 

Reasons Supporting Proposal: The proposed rules imple- 
ment statutory change to our existing state standards. These 
standards represent a cost-effective strategy to protect con- 
sumers and businesses and strengthen the state's economy. 
Efficient products save energy and water, reduce long-term 
operating costs, and cut greenhouse gas emissions. 

Statutory Authority for Adoption: RCW 19.260.070, 
19.260.040. 

Statute Being Implemented: Chapter 19.260 RCW. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Washington department of com- 
merce, governmental. 

Name of Agency Personnel Responsible for Drafting: 
Sarah Vorpahl, 1011 Plum Street S.E., P.O. Box 42525, 
Olympia, WA 98504-2525, 360-680-6000; Implementation 
and Enforcement: Washington Department of Commerce, 
1011 Plum Street S.E., P.O. Box 42525, Olympia, WA 
98504-2525, 360-407-6000. 
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A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 
34.05.328. 

Explanation of exemptions: RCW 34.05.328 does not 
apply to the department of commerce. 

The proposed rule does not impose more-than-minor 
costs on businesses. Following is a summary of the agency's 
analysis showing how costs were calculated. The rules imple- 
ment statutory requirements and do not impose costs beyond 
what is required to comply with the statute. 


March 27, 2020 
Sarah Coggins 
Rules Coordinator 


NEW SECTION 


WAC 194-24-185 Air compressors. (1) Scope. This 
rule applies to new air compressors manufactured on or after 
January 1, 2022, through January 9, 2025. 

(2) Standard. Air compressors that meet the twelve cri- 
teria listed on page 350 to 351 of the "energy conservation 
standards for air compressors" final rule issued by the United 
States Department of Energy on December 5, 2016, must 
meet the requirements in Table 1 on page 352 in accordance 
with the instructions on page 353. 

(3) Testing. Air compressors must meet the test criteria 
as measured in accordance with the "uniform test method for 
certain air compressors" under 10 C.F.R. Part 431 (Appendix 
A to Subpart T) as in effect on July 3, 2017. 

(4) Listing. Each manufacturer must cause to be listed 
each air compressor, by model number, in MAEDbS. 

(5) Marking. Every unit of every air compressor must 
comply with the requirements of Section 1607 of the Califor- 
nia Rule. 


NEW SECTION 


WAC 194-24-190 Portable air conditioners. (1) 
Scope. This rule applies to new portable air conditioners 
manufactured on or after February 1, 2022, through January 
9, 2025. 

(2) Standard. Portable air conditioners must have a 
combined energy efficiency ratio that is greater than or equal 
to: 


SACC 
(3.7117 x SACC#*) 


1.04 


x 


where "SACC" is seasonally adjusted cooling capacity in 
British thermal unit/hour (Btu/hr). 

(3) Testing. Portable air conditioners must meet the test- 
ing criteria as measured in accordance with the test methods 
prescribed in 10 C.F.R. Section 430.23 (Appendix CC to 
Subpart B of Part 430) in effect as of January 3, 2017. 

(4) Listing. Each manufacturer must cause to be listed 
each portable air conditioner, by model number, in 
MAEDbS. 
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(5) Marking. Every unit of every portable air condi- 
tioner must comply with the requirements of Section 1607 of 
the California Rule. 


NEW SECTION 


WAC 194-24-195 Uninterruptible power supplies. 
(1) Scope. This rule applies to new uninterruptible power 
supplies manufactured on or after January 1, 2021, through 
January 9, 2022. 

(2) Standard. Uninterruptible power supplies that uti- 
lize a NEMA 1-15P or 5-15P input plug and have an AC out- 
put must have an average load adjusted efficiency that meets 
or exceeds the values shown on page 193 of the prepublica- 
tion final rule "Energy Conservation Program: Energy Con- 
servation Standards for Uninterruptible Power Supplies" 
issued by the United States Department of Energy on Decem- 
ber 28, 2016. 

(3) Testing. Uninterruptible power supplies must meet 
the testing criteria as measured in accordance with the test 
methods prescribed in Appendix Y to Subpart B of Part 430 
of Title 10 of the Code of Federal Regulations "Uniform Test 
Method for Measuring the Energy Consumption of Battery 
Chargers" in effect as of January 11, 2017. 

(4) Listing. There is no listing requirement for this prod- 
uct. 

(5) Marking. There is no marking requirement for this 
product. 


WSR 20-08-081 
PROPOSED RULES 
UTILITIES AND TRANSPORTATION 
COMMISSION 
[Filed March 27, 2020, 10:39 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 19- 
21-016. 

Title of Rule and Other Identifying Information: Chapter 
480-109 WAC, Electric companies—Acquisition of mini- 
mum quantities of conservation and renewable energy as 
required by the Energy Independence Act (EIA). This rule 
making, filed in Docket UE-190652, will address changes to 
chapter 480-109 WAC. These changes include amendments 
to clarify or streamline the rules, incorporate changes to the 
EIA found in chapter 288, Laws of 2019, which were passed 
as E2SSB 5116 (portions of which are now codified in chap- 
ter 19.405 RCW), and changes from chapter 315, Laws of 
2017, which were found in ESB 5128. 

Hearing Location(s): On June 2, 2020, at 1:30 p.m., at 
Richard Hemstad Hearing Room, Room 110, 621 Woodland 
Square Loop S.E., Lacey, WA 98503. Public hearing to con- 
sider adoption of the proposed rules. To join by phone, call 
360-407-3810 and enter Conference ID: 8037806. 

Date of Intended Adoption: June 2, 2020. 

Submit Written Comments to: Executive Director and 
Secretary, P.O. Box 47250, Olympia, WA 98504-7250, email 
records@utc.wa.gov, by May 1, 2020. 
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Assistance for Persons with Disabilities: Contact Susan 
Holman, phone 360-664-1243, TTY 360-586-8203, email 
susan.holman@utc.wa.gov, by May 1, 2020. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The proposed 
rules implement legislative changes made in 2017 and 2019 
and streamline implementation of chapter 19.285 RCW. The 
proposed amendments modify or add definitions, incorporate 
language pertaining to energy assistance, change the manner 
in which utility low-income programs operate, amend the 
renewable portfolio standard compliance and reporting rules, 
and amend the energy and emission intensity reporting rules. 

Reasons Supporting Proposal: The Washington legisla- 
ture in 2019 passed the Clean Energy Transformation Act, 
which included among its provisions several amendments to 
EIA. The primary reason for this rule making is to codify 
these amendments in the current EIA rules in chapter 480- 
109 WAC. The rule making will also codify changes made in 
the 2017 legislative session through ESB 5128. Finally, the 
rule making will make a number of other amendments that 
help streamline the implementation of EIA. 

Statutory Authority for Adoption: RCW 80.01.040, 
80.04.160, 19.285.080, and 19.405.100. 

Statute Being Implemented: RCW 19.405.020, 19.405.- 
070, 19.405.120, 19.285.030, and 19.285.040. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Washington utilities and transporta- 
tion commission (UTC), governmental. 

Name of Agency Personnel Responsible for Drafting: 
Andrew Rector, 621 Woodland Square Loop S.E., Lacey, 
WA 98503, 360-664-1315; Implementation and Enforce- 
ment: Mark L. Johnson, 621 Woodland Square Loop S.E., 
Lacey, WA 98503, 360-664-1115. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 
34.05.328. UTC is not an agency to which RCW 34.05.328 
applies. 

The proposed rule does not impose more-than-minor 
costs on businesses. Following is a summary of the agency's 
analysis showing how costs were calculated. The proposed 
rule amendments apply to Washington's electric investor- 
owned utilities, and they are not considered small businesses 
under RCW 19.85(3) [19.85.025(3)]. A small business eco- 
nomic impact statement questionnaire for this rule making 
was released on January 16, 2020. It received no responses. 


March 27, 2020 
Mark Johnson 
Executive Director and Secretary 


AMENDATORY SECTION (Amending WSR 15-07-043, 
filed 3/12/15, effective 4/12/15) 


WAC 480-109-060 Definitions. The definitions in this 
section apply throughout this chapter unless the context 
clearly requires otherwise. 

(1) "Annual retail revenue requirement" means the total 
revenue the commission authorizes a utility an opportunity to 
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recover in Washington rates pursuant to a general rate pro- 
ceeding or other general rate revision. 

(2) "Biomass energy" means: 

(a) The electrical energy produced by a generation facil- 
ity powered by: 

(i) Organic by-products of pulping and the wood manu- 
facturing process; 

(11) Animal manure; 

(iii) Solid organic fuels from wood; 

(iv) Forest or field residues; 

(v) Untreated wooden demolition or construction debris; 

(vi) Food waste and food processing residuals; 

(vii) Liquors derived from algae; 

(viii) Dedicated energy crops; and 

(ix) Yard waste. 

(b) Biomass energy does not include: 

(1) Wood pieces that have been treated with chemical 
preservatives such as creosote, pentachlorophenol, or copper- 
chrome arsenic; 

(11) Wood from old growth forests; or 

(iii) Municipal solid waste. 

(3) "Carbon dioxide equivalents" or "CO»e" has the 
same meaning as in RCW 70.235.010. 

(4) "Certificate" means proof of ownership, registered in 
WREGIS, of the nonpower attributes associated with a mega- 
watt-hour of generation from an eligible renewable resource. 

((€4})) (5) "Coal transition power" means the output of a 
coal-fired electric generation facility that is subject to an obli- 
gation to meet the standards contained in RCW 80.80.040 (3) 
(c) 


(6 (6) "Commission" means the Washington utilities 
and transportation commission. 

((€6})) (7) "Conservation" means any reduction in elec- 
tric power consumption resulting from increases in the effi- 
ciency of energy use, production, or distribution. 

(E) (8) "Cost-effective" means, consistent with RCW 
80.52.030, that a project or resource is forecast: 

(a) To be reliable and available within the time it is 
needed; and 

(b) To meet or reduce the electric power demand of the 
intended consumers at an estimated incremental system cost 
no greater than that of the least-cost similarly reliable and 
available alternative project or resource, or any combination 
thereof. 

(((8}"CouneH" means the Northwest Power and Conser- 
vation Councit )) 

(9) "Customer" means a person or entity that purchases 
electricity for ultimate consumption and not for resale. 

(10) "Department" means the department of commerce 
or its successor. 

(11) "Distributed generation" means an eligible renew- 
able resource where the generation facility or any integrated 
cluster of such facilities has a nameplate capacity of not more 
than five megawatts alternating current. An integrated cluster 
is a grouping of generating facilities located on the same or 
contiguous property having any of the following elements in 
common: Ownership, operational control, or point of com- 
mon coupling. 

(12) "Eligible renewable resource" means: 
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(a) Electricity from a generation facility powered by a 
renewable resource other than fresh water that commences 
operation after March 31, 1999, where: 

(i) The facility is located in the Pacific Northwest; or 

(11) The electricity from the facility is delivered into 
Washington state on a real-time basis without shaping, stor- 
age, or integration services. 

(b) Incremental electricity produced as a result of effi- 
ciency improvements completed after March 31, 1999, to 
hydroelectric generation projects owned by a qualifying util- 
ity and located in the Pacific Northwest, where the additional 
generation does not result in new water diversions or 
impoundments; 

(c) Hydroelectric generation from a project completed 
after March 31, 1999, where the generation facility is located 
in irrigation pipes, irrigation canals, water pipes whose pri- 
mary purpose is for conveyance of water for municipal use, 
and wastewater pipes located in Washington, where the gen- 
eration does not result in new water diversion or impound- 
ments; 

(d) Qualified biomass energy; ((¢£)) 

(e) For a qualifying utility that serves customers in other 
states, electricity from a generation facility powered by a 
renewable resource other than freshwater that commenced 
operation after March 31, 1999, where: 

(i) The facility is located within a state in which the qual- 
ifying utility serves retail electrical customers; and 

(ii) The qualifying utility owns the facility in whole or in 
part or has a long-term contract with the facility of at least 
twelve months. 

(EÐ) (DG) Incremental electricity produced as a result 
of a capital investment completed after January 1, 2010, that 
increases, relative to a baseline level of generation prior to 
the capital investment, the amount of electricity generated in 
a facility that generates qualified biomass energy as defined 
under subsection (29)(c)(11) of this section and that com- 
menced operation before March 31, 1999: 

(ii) Beginning January 1, 2007, the facility must demon- 
strate its baseline level of generation over a three-year period 
prior to the capital investment in order to calculate the 


amount of incremental electricity produced; 

(111) The facility must demonstrate that the incremental 
electricity resulted from the capital investment, which does 
not include expenditures on operation and maintenance in the 
normal course of business, through direct or calculated mea- 
surement. 

(g) That portion of incremental electricity produced as a 
result of efficiency improvements completed after March 31, 
1999, attributable to a qualifying utility's share of the electric- 
ity output from hydroelectric generation projects whose 
energy output is marketed by the Bonneville Power Adminis- 
tration where the additional generation does not result in new 
water diversions or impoundments; or 

(h) The environmental attributes, including renewable 
energy credits, from (g) of this subsection transferred to 
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investor-owned utilities pursuant to the Bonneville Power 
Administration's residential exchange program. 

(13) "Energy assistance" means a program undertaken 
by a utility to reduce the household energy burden of its cus- 
tomers. 

(a) Energy assistance includes, but is not limited to, 
weatherization, conservation and efficiency services, and 
monetary assistance, such as a grant program or discounts for 
lower income households, intended to lower a household's 
energy burden. 

(b) Energy assistance may include direct customer own- 
ership in distributed energy resources or other strategies if 
such strategies achieve a reduction in energy burden for the 
customer above other available conservation and demand- 
side measures. 

(14) "Energy assistance need" means the amount of 
assistance necessary to achieve an energy burden equal to six 
percent for utility customers. 

(15) "Energy burden" means the share of annual house- 
hold income used to pay annual home energy bills. 

(16) "Greenhouse gas," "greenhouse gases," "GHG," and 
"GHGs" includes carbon dioxide, methane, nitrous oxide, 
hydrofluorocarbons, perfluorocarbons, sulfur hexafluoride, 
and any other gas or gases designated by the department of 
ecology in WAC 173-441-040 or its successor, should that 
provision be amended or recodified. 

(17) "Greenhouse gas content calculation" means a cal- 
culation expressed in carbon dioxide equivalents made by the 
department of ecology for the purposes of determining the 
emissions from the complete combustion or oxidation of fos- 
sil fuels and the greenhouse gas emissions in electricity for 
use in calculating the greenhouse gas emissions content in 

(18) "High-efficiency cogeneration" means the sequen- 
tial production of electricity and useful thermal energy from 
a common fuel source resulting in a reduction in customer 
load where under normal operating conditions the useful 
thermal energy output is no less than thirty-three percent of 
the total energy output. The reduction in customer load is 
determined by multiplying the annual electricity output of the 
cogeneration facility by a fraction equal to one minus the 
ratio of: 

(a) The heat rate (in British thermal units per megawatt 
hour) of the cogeneration facility based on the additional fuel 
requirements attributable to electricity production and 
excluding the fuel that would be required to produce all other 
useful energy outputs of the project without cogeneration, 
divided by the heat rate (in British thermal units per mega- 
watt hour) of a combined cycle natural gas-fired combustion 
turbine. The heat rate of the combustion turbine must be 
based on a facility using best commercially available technol- 
ogy on a new and clean basis. 

(b) Calculation of the reduction in customer load is made 


Megawatt-hours reductions in customer load = 


Annual 
megawatt- hours 


heat rate based on fuel used for electric portion of cogen. 


of cogen. elect. 


il 


heat rate for a new clean natural gas fired combined cycle 
combustion turbine using best available commercial technology 


[161] 


with the following formula: 
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(44) (19) "Incremental cost" means the difference 
between the levelized delivered cost of an eligible renewable 
resource, regardless of ownership, compared to the levelized 
delivered cost of an equivalent amount of reasonably avail- 
able substitute resources that do not qualify as eligible renew- 
able resources, where the resources being compared have the 
same contract length or facility life. 

(65) (20) "Integrated resource plan" or "IRP" means 
the filing made ((everytwe-years)) by an electric utility in 
accordance with WAC 480-100-238((—ntegrated+eseuree 
planning)). 

(46)) (21) "Load" means the amount of kilowatt-hours 
of electricity delivered in the most recently completed year 
by a qualifying utility to its Washington retail customers. 
Load does not include off-system sales or electricity deliv- 
ered to transmission-only customers. 

(EÐ) (22) "Low-income" means household incomes 
that are two hundred percent of federal poverty level or less, 
adjusted for household size. 


(23)(a) "Nonemitting electric generation" means elec- 


tricity from a generating facility or a resource that provides 
electric energy, capacity, or ancillary services to an electric 


utility and that does not emit greenhouse gases as a by-prod- 
uct of energy generation. 

(b) "Nonemitting electric generation" does not include 
renewable resources. 

(24)(a) "Nonpower attributes" means all environmen- 
tally related characteristics, exclusive of energy, capacity 
reliability, and other electrical power service attributes, that 
are associated with the generation of electricity from a renew- 
able resource including, but not limited to, the facility's fuel 
type, geographic location, vintage, qualification as an eligible 
renewable resource, and avoided emissions of pollutants to 
the air, soil, or water, and avoided emissions of carbon diox- 
ide and other greenhouse gases. 

(b) "Nonpower attributes" does not include any aspects, 
claims, characteristics, and benefits associated with the on- 
site capture and destruction of methane or other greenhouse 
gases at a facility through a digester system, landfill gas col- 
lection system, or other mechanism, which may be separately 
marketable as greenhouse gas emission reduction credits, off- 
sets, or similar tradable commodities. However, these sepa- 
rate avoided emissions may not result in or otherwise have 
the effect of attributing greenhouse gas emissions to the elec- 
tricity. 

(ES) (25) "Pacific Northwest" has the same meaning 
as defined for the Bonneville Power Administration in sec- 
tion 3 of the Pacific Northwest Electric Power Planning and 
Conservation Act (94 Stat. 2698; 16 U.S.C. Sec. 839a). 

(€) (26) "Pro rata" means the calculation dividing 
the utility's projected ten-year conservation potential into five 
equal proportions to establish the minimum biennial conser- 
vation target. 

(£9) (27) "Production efficiency" means investments 
and actions that save electric energy from power consuming 
equipment and fixtures at an electric generating facility. The 
installation of electric power production equipment that 
increases the amount of power generated for the same energy 
input is not production efficiency in this chapter or conserva- 
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tion under RCW 19.285.030(4) because no reduction in elec- 
tric power consumption occurs. 

(Ð) (28) "Pursue all" means an ongoing process of 
researching and evaluating the range of possible conservation 
technologies and programs, and implementing all programs 
which are cost-effective, reliable and feasible. 

(CD) (29) "Qualified biomass energy" means electric- 
ity produced from a biomass energy facility that: 

(a) Commenced operation before March 31, 1999; 

(b) Contributes to the qualifying utility's load; and 

(c) Is owned either by: 

(i) A qualifying utility; or 

(11) An industrial facility that is directly interconnected 
with electricity facilities that are owned by a qualifying util- 
ity and capable of carrying electricity at transmission voltage. 

((@3))) (30) "Regional technical forum" means the advi- 
sory committee established by the Northwest Power and 
Conservation Council. 

(H) G1 "Renewable energy credit" means a tradable 

certificate of proof of ((atleast)) one megawatt-hour of an eli- 
gible renewable resource ((wherethe-generatiomfaeHityHs 
notpowered by freshowates,)). The certificate includes all of 
the nonpower attributes associated with that one megawatt- 
hour of electricity((;)) and the certificate is verified by a 
renewable energy credit tracking system selected by the 
department. 

(5 (32) "Renewable resource" means: 

(a) Water; 

(b) Wind; 

(c) Solar energy; 

(d) Geothermal energy; 

(e) Landfill gas; 

(f) Wave, ocean, or tidal power; 

(g) Gas from sewage treatment facilities; 

(h) Biodiesel fuel ((as-definedin REW8229A435)) that 
is not derived from crops raised on land cleared from old 
growth or first-growth forests where the clearing occurred 
after December 7, 2006; 

(i) Generation facilities in which fossil and combustible 
renewable resources are cofired in one generating unit that is 
located in the Pacific Northwest and in which the cofiring 
commenced after March 31, 1999. These facilities produce 
eligible renewable resources in direct proportion to the per- 
centage of the total heat value represented by the heat value 
of the renewable resources; or 

(j) Biomass energy, where the eligible renewable energy 
produced by biomass facilities is based on the portion of the 
fuel supply that is made up of eligible biomass fuels. 

((@6))) (33) "Request for proposal" or "RFP" means the 
documents describing an electric utility's solicitation of bids 
for delivering electric capacity, energy, capacity and energy, 
or conservation. 

(9H) (34) "River discharge" means the total volume of 
water passing through, over and around all structural compo- 
nents of a hydroelectric facility over a given time. 

((@8))) (35) "Single large facility conservation savings" 
means cost-effective conservation savings achieved in a sin- 
gle biennial period at the premises of a single customer of a 
utility whose recent annual electricity consumption prior to 
the conservation savings exceeded five average megawatts. 
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((@9})) (36) "System cost" means, consistent with RCW 
80.52.030, an estimate of all direct costs of a project or 
resource over its effective life including, if applicable, the 
costs of distribution to the consumer and among other factors, 
waste disposal costs, end-of-cycle costs, and fuel costs 
(including projected increases), and such quantifiable envi- 
ronmental costs and benefits as are directly attributable to the 
project or resource. 

(69) (37) "Target year" means the twelve-month 
period commencing January 1st and ending December 31st 
used for compliance with the renewable portfolio standard 
requirement in WAC 480-109-200(1). 

(65) G8) "Utility" means an "electrical company" as 
that term is defined in RCW 80.04.010 that is subject to the 
commission's jurisdiction under RCW 80.04.010 and chapter 
80.28 RCW. 

(6) (69) "WREGIS" means the Western Renewable 
Energy Generation Information System. WREGIS is the 
renewable energy credit tracking system designated by the 
department according to RCW 19.285.030(20). 

(639) (40) "Year" means the twelve-month period 
commencing January 1st and ending December 31st. 


Reviser's note: The brackets and enclosed material in the text of the 
above section occurred in the copy filed by the agency and appear in the Reg- 
ister pursuant to the requirements of RCW 34.08.040. 


AMENDATORY SECTION (Amending WSR 15-07-043, 
filed 3/12/15, effective 4/12/15) 


WAC 480-109-100 Energy efficiency resource stan- 
dard. (1) Process for pursuing all conservation. 

(a) Process. A utility's obligation to pursue all available 
conservation that is cost-effective, reliable, and feasible 
includes the following process: 

(i) Identify potential. Identify the cost-effective, reli- 
able, and feasible potential of possible technologies and con- 
servation measures in the utility's service territory. 

(ii) Develop portfolio. Develop a conservation portfolio 
that includes all available, cost-effective, reliable, and feasi- 
ble conservation. A utility must develop programs to acquire 
available conservation from all of the types of conservation 
identified in (b) of this subsection. The portfolio must include 
all conservation programs and mechanisms identified pursu- 
ant to RCW 19.405.120, which pertain to energy assistance 
and progress toward meeting energy assistance need, includ- 
ing the low-income conservation programs and mechanisms 
in subsection (10)(b) of this section. 

If no cost-effective, reliable and feasible conservation is 
available from one of the types of conservation, a utility is not 
obligated to acquire such a resource. 

(111) Implement programs. Implement conservation 
programs identified in the portfolio to the extent the portfolio 
remains cost-effective, reliable, and feasible. Implementation 
methods shall not unnecessarily limit the acquisition of all 
available conservation that is cost-effective, reliable and fea- 
sible. 

(iv) Adaptively manage. Continuously review and 
update as appropriate the conservation portfolio to adapt to 
changing market conditions and developing technologies. A 
utility must research emerging conservation technologies, 
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and assess the potential of such technologies for implementa- 
tion in its service territory. 

(b) Types. Types of conservation include, but are not 
limited to: 

(i) End-use efficiency; 

(ii) Behavioral programs; 

(iii) High-efficiency cogeneration; 

(iv) Production efficiency; 

(v) Distribution efficiency; and 

(vi) Market transformation. 

(c) Pilots. A utility must implement pilot projects when 
appropriate and expected to produce cost-effective savings 
within the current or immediately subsequent biennium, as 
long as the overall portfolio remains cost-effective. 

(2) Ten-year conservation potential. By January 1, 
2010, and every two years thereafter, a utility must project its 
cumulative ten-year conservation potential. 

(a) This projection must consider all available conserva- 
tion resources that are cost-effective, reliable, and feasible. 

(b) This projection must be derived from the utility's 
most recent IRP, including any information learned in its sub- 
sequent resource acquisition process, or the utility must doc- 
ument the reasons for any differences. When developing this 
projection, utilities must use methodologies that are consis- 
tent with those used in the Northwest Conservation and Elec- 
tric Power Plan. 

(c) The projection must include a list of each measure 
used in the potential, its unit energy savings value, and the 
source of that value. 

(3) Biennial conservation target. Beginning January 
2010, and every two years thereafter, a utility must establish 
a biennial conservation target. 

(a) The biennial conservation target must identify, and 
quantify in megawatt-hours, all available conservation that is 
cost-effective, reliable, and feasible. 

(b) The biennial conservation target must be no lower 
than a pro rata share of the utility's ten-year conservation 
potential. 

(c) Excess conservation. No more than twenty-five per- 
cent of any biennial target may be met with excess conserva- 
tion savings allowed by this subsection. Excess conservation 
may only be used to mitigate shortfalls in the immediately 
subsequent two biennia and may not be used to adjust a util- 
ity's ten-year conservation potential or biennial target. The 
presence of excess conservation does not relieve a utility of 
its obligation to pursue the level of conservation in its bien- 
nial target. 

(i) Cost-effective conservation achieved in excess of a 
biennial conservation target may be used to meet up to twenty 
percent of each of the immediately subsequent two biennial 
targets. 

(ii) A utility may use single large facility conservation 
savings achieved in excess of its biennial target to meet up to 
five percent of each of the immediately subsequent two bien- 
nial conservation targets. 

(iii) Until December 31, 2017, a utility with an industrial 
facility located in a county with a population between ninety- 
five thousand and one hundred fifteen thousand that is 
directly interconnected with electricity facilities that are 
capable of carrying electricity at transmission voltage, may 
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use cost-effective excess conservation savings from that 
industrial facility to meet the subsequent two biennial conser- 
vation targets. For purposes of this subsection, transmission 
voltage is one hundred thousand volts or higher. 

(4) Prudence. A utility retains the responsibility to 
demonstrate the prudence of all conservation expenditures, 
consistent with RCW 19.285.050(2). 

(5) Energy savings. A utility must use unit energy sav- 
ings values and standard protocols approved by the regional 
technical forum, unless a unit energy savings value or stan- 
dard protocol is: 

(a) Based on generally accepted methods, impact evalu- 
ation data, or other reliable and relevant data that includes 
verified savings levels; and 

(b) Presented to its advisory group for review. The com- 
mission retains discretion to determine an appropriate value 
or protocol. 

(6) High efficiency cogeneration. A utility may count 
as conservation savings a portion of the electricity output of a 
high efficiency cogeneration facility in its service territory 
that is owned by a retail electric customer and used by that 
customer to meet its heat and electricity needs. Heat and elec- 
tricity output provided to anyone other than the facility owner 
is not available for consideration in determining conservation 
savings. High efficiency cogeneration savings must be certi- 
fied by a professional engineer licensed by the Washington 
department of licensing. 

(7) Applicable sectors. A utility must offer a mix of 
conservation programs to ensure it is serving each customer 
sector, including programs targeted to the low-income subset 
of residential customers. 

(8) Cost-effectiveness. A utility's conservation portfolio 
must pass a cost-effectiveness test consistent with that used 
in the Northwest Conservation and Electric Power Plan. A 
utility must evaluate conservation using cost-effectiveness 
tests consistent with those used by the Northwest Power and 
Conservation Council, and as required by the commission, 
except as provided by subsection (10) of this section. 

(9) Utility incentives. A utility may propose to the com- 
mission positive incentives designed to stimulate the utility to 
exceed its biennial conservation target as identified in RCW 
19.285.060(4). Any proposed utility incentive must be 
included in the utility's biennial conservation plan. 

(10) Low-income conservation. 

(a) A utility ((may)) must fully fund low-income conser- 
vation measures that are determined by the implementing 
agency to be cost-effective consistent with the Weatheriza- 
tion Manual maintained by the department or when it is cost- 
effective to do so using utility-specific avoided costs. Mea- 
sures identified through the priority list in the Weatherization 
Manual are considered cost-effective. In addition, when 
alternate funding sources are unavailable, a utility ((may)) 
must fully fund repairs, administrative costs, and health and 
safety improvements associated with cost-effective low- 
income conservation measures. 

(b) The utility's biennial conservation plan must include 
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(c) A utility ((may)) must exclude low-income conserva- 
tion from portfolio-level cost-effectiveness calculations. A 
utility must account for the costs and benefits, including non- 
energy impacts, which accrue over the life of each conserva- 
tion measure. 

((€e})) (d) A utility must count savings from low-income 
conservation toward meeting its biennial conservation target. 
Savings may be those calculated consistent with the proce- 
dures in the Weatherization Manual. 


AMENDATORY SECTION (Amending WSR 15-07-043, 
filed 3/12/15, effective 4/12/15) 


WAC 480-109-200 Renewable portfolio standard. (1) 
Renewable resource target. Each utility must meet the fol- 
lowing annual targets. 

(a) By January Ist of each year beginning in 2012 and 
continuing through 2015, each utility must use sufficient eli- 
gible renewable resources, acquire equivalent renewable 
energy credits, or a combination of both, to supply at least 
three percent of its two-year average load for the remainder 
of each target year. 

(b) By January 1st of each year beginning in 2016 and 
continuing through 2019, each utility must use sufficient eli- 
gible renewable resources, acquire equivalent renewable 
energy credits, or a combination of both, to supply at least 
nine percent of its two-year average load for the remainder of 
each target year. 

(c) By January 1st of each year beginning in 2020 and 
continuing each year thereafter, each utility must use suffi- 
cient eligible renewable resources, acquire equivalent renew- 
able energy credits, or a combination of both, to supply at 
least fifteen percent of its two-year average load for the 
remainder of each target year. 

(2) Credit eligibility. ((Renewable-energy-eredits-pre- 


j ded thattl redd 
Januarytstofthetareet-year.)) A qualifying utility may use 


renewable energy credits to meet the provisions of this sec- 
tion, provided the renewable energy credits meet the follow- 
ing requirements: 

(a) Renewable energy credits were acquired by January 
lst of the target year; 

(b) A renewable energy credit from electricity generated 
by a resource other than freshwater may be used to meet a 
requirement applicable to the year in which the credit was 
created, the year before the year in which the credit was cre- 
ated, or the year after the year in which the credit was created; 

(c) A renewable energy credit from electricity generated 
by freshwater: 

(i) May only be used to meet a requirement applicable to 
the year in which the credit was created; and 

ii) Must be acquired by the qualifying utility through 


ownership of the generation facility or through a transaction 
that conveyed both the electricity and the nonpower attributes 


low-income conservation programs and mechanisms identi- 


of the electricity. 


fied pursuant to RCW 19.405.120. To the extent practicable, 
a utility must prioritize energy assistance to low-income 


(d) A renewable energy credit transferred to an investor- 
owned utility pursuant to the Bonneville Power Administra- 


households with a higher energy burden. 
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tion's residential exchange program may not be used by any 
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utility other than the utility receiving the credit from the Bon- 
neville Power Administration; 

(e) Each renewable energy credit may only be used once 
to meet the requirements of this section and must be retired 
using procedures of the renewable energy credit tracking sys- 
tem; and 

(f) For purposes of this subsection, the vintage month 
and vintage year of the renewable energy credit represent the 
date the associated unit of power was generated. 

(3) WREGIS registration. All eligible ((hydrepewer 
generation and-all)) renewable ((enerey-eredits)) resources 
used for utility compliance with the renewable resource tar- 
get must be registered in WREGIS, regardless of facility 
ownership. Any ((megawatt-hour-of eligible hydropewer-er)) 
renewable energy credit that a utility uses for compliance 
must have a corresponding certificate retired in the utility's 
WREGIS account. 

(4) Renewable energy credit multipliers. The multipli- 
ers described in this subsection do not create additional 
renewable energy credits. A utility may count retired certifi- 
cates at: 

(a) One and two-tenths times the base value where the 
eligible resource: 

(1) Commenced operation after December 31, 2005; and 

(ii) The developer of the facility used apprenticeship pro- 
grams approved by the Washington state apprenticeship and 
training council. 

(b) Two times the base value where the eligible resource 
was generated by distributed generation and: 

(i) The utility owns the distributed generation facility or 
has purchased the energy output and the associated renew- 
able energy credits; or 

(ii) The utility has contracted to purchase the associated 
renewable energy credits. 

(c) A utility that uses a multiplier described in this sub- 
section for compliance must retire the associated certificate at 
the same time. A utility may not transact the multipliers 
described in this subsection independent of the associated 
base value certificate. 

(5) Target calculation. In meeting the annual targets of 
this section, a utility must calculate its annual target based on 
the average of the utility's load for the previous two years. 

(6) Integration services. A renewable resource within 
the Pacific Northwest may receive integration, shaping, stor- 
age or other services from sources outside of the Pacific 
Northwest and remain eligible to count towards a utility's 
renewable resource target. 

(7) Incremental hydropower calculation. 

(a) Method selection. A utility must use one of the fol- 
lowing methods to calculate the quantity of incremental elec- 
tricity produced by eligible efficiency upgrades to any hydro- 
power facility, regardless of ownership, that is used to meet 
the annual targets of this section. A utility shall use the same 
method for calculating incremental hydropower production 
at all of the facilities it owns. Once the commission approves 
a utility's method for calculating incremental hydropower 
production, that utility shall not use another method unless 
authorized by the commission. 

(b) Method one. An annual calculation performed by: 
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(1) Determining the river discharge for the facility in the 
target year; 

(11) Measuring the total amount of electricity produced 
by the upgraded hydropower facility during the target year; 

(111) Using a power curve-based production model to cal- 
culate how much energy the pre-upgrade facility would have 
generated under the same river discharge observed in the tar- 
get year; and 

(iv) Subtracting the model output in (b)(111) of this sub- 
section from the measurement in (b)(11) of this subsection to 
determine the quantity of eligible renewable energy produced 
by the facility during the target year. 

(c) Method two. An annual application of a percentage 
to total production performed by: 

(1) Determining the river discharge for the facility over a 
historical period of at least five consecutive years; 

(11) Using power curve-based production models to cal- 
culate the facility's generation under the river discharge of 
each year in the historical period for the pre-upgrade state and 
the post-upgrade state; 

(111) Calculating the arithmetic mean of generation in 
both the pre-upgrade and post-upgrade states over the histor- 
ical period; 

(iv) Calculating a factor by dividing the arithmetic mean 
post-upgrade generation by the arithmetic mean pre-upgrade 
generation and subtracting one; and 

(v) Multiplying the facility's observed generation in the 
target year by the factor calculated in (c)(iv) of this subsec- 
tion to determine the share of the facility's observed genera- 
tion that may be reported as eligible renewable energy. 
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(8) Qualified biomass energy. Beginning January 1, 
2016, only a utility that owns or is directly interconnected to 
a qualified biomass energy facility may use qualified biomass 
energy to meet its annual target obligation. 
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(a) A utility may no longer use electricity and associated 
renewable energy credits from a qualified biomass energy 
facility if the associated industrial pulping or wood manufac- 
turing facility ceases operation other than for purposes of 
maintenance or upgrade. 

(b) A utility may acquire renewable energy credits from 
a qualified biomass energy resource hosted by an industrial 
facility only if the facility is directly interconnected to the 
utility at transmission voltage. For purposes of this subsec- 
tion, transmission voltage is one hundred thousand volts or 
higher. The number of renewable energy credits that the util- 
ity may acquire from an industrial facility for the utility's target 
compliance may not be greater than the utility's renewable port- 
folio standard percentage times the industrial facility load. 

(c) A utility that owns a qualified biomass energy facility 
may not transfer or sell renewable energy credits associated 
with qualified biomass energy to another person, entity, or 
utility. 

(9) Use of energy output marketed by Bonneville 
Power Administration. Beginning January 1, 2020, a quali- 
fying utility may use eligible renewable resources as identi- 
fied under RCW 19.285.030 (12)(g) and (h) to meet its com- 
pliance obligation under RCW _19.285.040(2). A qualifying 
utility may not transfer or sell eligible renewable resources 
obtained from the Bonneville Power Administration to 
another utility for compliance purposes under RCW 19.285.- 
040. 

(10) Use of nonemitting electric generation. Beginning 
January 1, 2030, a qualifying utility is considered to be in 
compliance with an annual renewable energy target in RCW 
19.285.040 (2)(a) if the utility meets one hundred percent of 
the utility's average annual retail electric load using any com- 
bination of electricity from: 

(a) Renewable resources and renewable energy credits as 
defined in RCW 19.285.030; and 

(b) Nonemitting electric generation, as defined in WAC 
480-109-060(23). 

Nothing in subsection (10) of this section relieves the 
requirements of a qualifying utility to comply with the con- 
servation targets established under RCW 19.285.040(1). 


AMENDATORY SECTION (Amending WSR 15-07-043, 
filed 3/12/15, effective 4/12/15) 


WAC 480-109-210 Renewable portfolio standard 
reporting. (1) Annual report. On or before every June Ist, 
each utility must file an annual renewable portfolio standard 
report with the commission and the department detailing the 
resources the utility has acquired or contracted to acquire to 
meet its renewable resource obligation for the target year. 

(2) Annual report contents. The annual renewable port- 
folio standard report must include the utility's annual load for 
the prior two years, the total number of megawatt-hours from 
eligible renewable resources and/or renewable resource cred- 
its the utility needed to meet its annual renewable energy tar- 
get by January 1st of the target year, the amount (in mega- 
watt-hours) of each type of eligible renewable resource used, 
and the amount of renewable energy credits acquired. Addi- 
tionally, the annual renewable portfolio standard report must 
include the following: 
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(a) Incremental cost calculation. To calculate its incre- 
mental cost, a utility must: 

(i) Make a one-time calculation of incremental cost for 
each eligible resource at the time of acquisition or, for his- 
toric acquisitions, the best information available at the time 
of the acquisition: 

(A) Eligible resource levelized cost. Determine the lev- 
elized cost of each eligible resource, including integration 
costs as determined by the utility's most recently completed 
renewable resource integration study, using the utility's com- 
mission-approved weighted average cost of capital at the 
time of the resource's acquisition as the discount rate; 

(B) Eligible resource capacity value. Identify the 
capacity value of each eligible renewable resource as calcu- 
lated in the utility's most recent integrated resource plan 
acknowledged by the commission; 

(C) Noneligible resource selection. Select and docu- 
ment the lowest-reasonable-cost, noneligible resource avail- 
able to the utility at the time of the eligible resource's acqui- 
sition for each corresponding eligible resource; 

(D) Noneligible levelized energy cost. For each noneli- 
gible resource selected in (a)(i)(C) of this subsection, deter- 
mine the cost of acquiring the same amount of energy as 
expected to be produced by the eligible resource, levelized 
over a time period equal to the facility life or contract length 
of the eligible resource and at the same discount rate used in 
(a)(i)(A) of this subsection; 

(E) Noneligible levelized capacity cost. Calculate the 
levelized capital cost of obtaining an equivalent amount of 
capacity provided by the eligible resource, as determined in 
(a)(i)(B) of this subsection, from a noneligible resource. This 
cost must be levelized over a period equal to the facility life 
or contract length of the eligible resource and at the same dis- 
count rate used in (a)(i)(A) of this subsection. To make this 
calculation, a utility must use the lowest-cost, noneligible 
capacity resource identified in its most recent integrated 
resource plan acknowledged by the commission. However, if 
a utility determines that cost information in the integrated 
resource plan is no longer accurate, it may use cost informa- 
tion from another source, with documentation of the source 
and an explanation of why the source was used. 

(F) Calculation. Determine the incremental cost of each 
eligible resource by subtracting the sum of the levelized costs 
of the noneligible resources calculated in (a)(i)(D) and (E) of 
this subsection from the levelized cost of the eligible resource 
determined in (a)(1)(A) of this subsection. The result of this 
calculation may be a negative number. 

(G) Legacy resources. Any eligible resource that the 
utility acquired prior to March 31, 1999, is deemed to have an 
incremental cost of zero. 

(11) Annual calculation of revenue requirement ratio. 
To calculate its revenue requirement ratio, a utility must 
annually: 

(A) Sum the incremental costs of all eligible resources 
used for target year compliance; 

(B) Add the cost of any unbundled renewable energy 
credits purchased for target year compliance; 

(C) Subtract the revenue from the sales of any renewable 
energy credits and energy from eligible facilities; and 
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(D) Divide the total obtained in (a)(ii)(A) through (C) of 
this subsection by the utility's annual revenue requirement, 
which means the revenue requirement that the commission 
established in the utility's most recent rate case, and multiply 
by one hundred. 

(111) Annual reporting. In addition to the revenue 
requirement ratio calculated in (a)(11) of this subsection, the 
utility must: 

(A) Report its total incremental cost as a dollar amount 
and in dollars per megawatt-hour of renewable energy gener- 
ated by all eligible renewable resources in the calculation in 
(a)(i) of this subsection; and 

(B) Multiply the dollars per megawatt-hour cost calcu- 
lated in (a)(i1i)(A) of this subsection by the number of mega- 
watt-hours needed for target year compliance. 

(b) Alternative compliance. State whether the utility is 
relying upon one of the alternative compliance mechanisms 
provided in WAC 480-109-220 instead of fully meeting its 
renewable resource target. A utility using an alternative com- 
pliance mechanism must use the incremental cost methodol- 
ogy described in this section and include sufficient data, doc- 
umentation and other information in its report to demonstrate 
that it qualifies to use that alternative mechanism. 

(c) Compliance plan. Describe the resources that the 
utility intends to use to meet the renewable resource require- 
ments for the target year. 

(d) Eligible resources. A list of each eligible renewable 
resource that serves Washington customers, for which a util- 
ity owns the certificates, with an installed capacity greater 
than twenty-five kilowatts. Resources with an installed 
capacity of less than twenty-five kilowatts may be reported in 
terms of aggregate capacity. The list must include: 

(1) Each resource's WREGIS registration status ((andse 
oF ering yee #t-be tor anual target a 
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(ii) Eligible resources being included in the report for the 
first time and documentation of their eligibility. 

(e) Multistate allocations. 

(i) If a utility serves retail customers in more than one 
state, the utility must allocate certificates consistent with the 
utility's most recent commission-approved interstate cost 
allocation methodology. The report must show how the util- 
ity applied the allocation methodology to arrive at the num- 
ber of certificates allocated to Washington ratepayers. 

(11) After documenting the number of certificates allo- 
cated to Washington ratepayers, a utility may transfer certifi- 
cates to or from Washington ratepayers. The report must doc- 
ument the compensation provided to each jurisdiction's rate- 
payers for such transfers. 

(f) Sales. If a utility sold certificates, report the number 
of certificates that it sold, their WREGIS certificate numbers, 
their source, and the revenues obtained from the sales. For 
multistate utilities, these requirements only apply to certifi- 
cates that were allocated to the utility's Washington service 
territory according to (e) of this subsection. 

(3) Report review. 

(a) Interested persons may file written comments regard- 
ing a utility's annual renewable portfolio standard report 
within thirty days of the utility's filing. 
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(b) Upon conclusion of the commission review of the 
utility's annual renewable portfolio standard report, the com- 
mission will issue a decision accepting or rejecting the calcu- 
lation of the utility's renewable resource target; determining 
whether the utility has generated, acquired or arranged to 
acquire enough renewable energy credits or qualifying gener- 
ation to comply with its renewable resource target; and deter- 
mining the eligibility of new renewable resources pursuant to 
subsection (2)(d) of this section. 

(c) Ifa utility revises its annual renewable portfolio stan- 
dard report as a result of the commission review, the utility 
must submit the revised final annual renewable portfolio 
standard report to the department. 

(4) Publication of reports. All renewable portfolio stan- 
dard reports required by chapter 19.285 RCW and this sec- 
tion since January 1, 2012, must be posted and maintained on 
the utility's website. Reports must be posted on the utility's 
website within thirty days of the commission order approving 
the report. A copy of any such report must be provided to any 
person upon request. 

(5) Customer notification. Each utility must provide a 
summary of its annual renewable portfolio standard report to 
its customers by bill insert or other suitable method. This 
summary must be provided within ninety days of final action 
by the commission on the report. 

(6) Final compliance report. Within two years follow- 
ing submission of its annual renewable portfolio standard 
report, a utility must submit, in the same docket, a final 
renewable portfolio standard compliance report ((that)). 

(a) The report must list((s)): 

(i) The certificates that it retired in WREGIS for the tar- 
get year; and 

(ii) The use of certificates, whether for annual target 
compliance, a voluntary renewable energy program as pro- 
vided for in RCW 19.294.090, or owned by the customer. 

(b) Ifa utility does not meet its annual target described in 
WAC 480-109-200, the commission will determine the 
amount in megawatt-hours by which the utility was deficient. 


AMENDATORY SECTION (Amending WSR 15-19-032, 
filed 9/9/15, effective 10/10/15) 


WAC 480-109-300 Greenhouse gas content calcula- 
tion and energy and emissions intensity metrics. (1) A util- 
ity must report its greenhouse gas content calculation and 
metrics of energy and emissions intensity to the commission 
on or before June 1st of each year. The report must include 
annual values for each metric for the preceding ten calendar 
years. Each value reported must be based on the annual 
energy or emissions from all generating resources providing 
service to customers of that utility in Washington state, 
regardless of the location of the generating resources. When 
the metrics are calculated from generators that serve out-of- 
state and in-state customers, the annual energy and emissions 
outputs must be prorated to represent the proportion of the 
resource used by Washington customers. 

(2) ((Fhe-energy—and_emissionsintensity repert)) Each 
utility must perform its greenhouse gas content calculation in 
accordance with the rules enacted by the department of ecol- 


ogy. 
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(3) In addition to the greenhouse gas content calculation, 
the report shall include the following metrics: 


(a) Average megawatt-hours per residential customer; 
(b) Average megawatt-hours per commercial customer; 
(c) Megawatt-hours per capita; 

(d) Million ((shert)) metric tons of CO e emissions; and 


(e) Comparison of annual million ((skert)) metric tons of 
CO ye emissions to 1990 emissions. 


((@))) (4) Unknown generation sources. For resources 
where the utility purchases energy from unknown generation 
sources, ((eftern-caled "spetinarket"purchases,)) from which 
the emission rates are unknown, the utility ((shal-+epert 
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compHed-by+the-department pursuantto REW19.294-080)) 
must use an emissions rate determined by the department of 
ecology. If the department of ecology has not adopted an 
emissions rate for unspecified electricity, a utility must apply 
an emissions rate of 0.437 metric tons of CO, per megawatt- 


hour of electricity. For the resources described in this subsec- 
tion, a utility must show in the report required in subsection 
(1) of this section the following: 

(a) ((Shert)) Metric tons of CO>e from unknown genera- 
tion sources; 


(b) Megawatt-hours delivered to its retail customers 
from unknown generation sources; and 


(c) Percentage of total load represented by unknown gen- 
eration sources. 


((€4})) (5) The greenhouse gas content calculation and 
energy and emissions intensity report must include narrative 
text and graphics describing trends and an analysis of the 
likely causes of changes, or lack of changes, in the metrics. 


WSR 20-08-088 
WITHDRAWAL OF PROPOSED RULES 
LIQUOR AND CANNABIS 


BOARD 
[Filed March 27, 2020, 1:45 p.m.] 


Consistent with RCW 34.05.335 and WAC 1-21-060, 
the Washington state liquor and cannabis board is withdraw- 
ing its proposed rule making filed on March 11, 2020, as 
WSR 20-07-052 as a continuance of proposed rule making 
filed on January 22, 2020, as WSR 20-03-076, concerning 
marijuana quality assurance sampling protocols described in 
WAC 314-55-101, quality assurance and quality controls 
described in WAC 314-55-102, and proficiency testing, 
described in WAC 314-55-1025. 


Jane Rushford 
Chair 
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WSR 20-08-090 
PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Economic Services Administration) 
[Filed March 27, 2020, 2:54 p.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 19- 
09-034. 

Title of Rule and Other Identifying Information: The 
department is proposing amendments to WAC 388-460-0010 
Do I have an authorized representative for basic food if I live 
in a treatment center or group home? 

Hearing Location(s): On May 5, 2020, at 10:00 a.m., at 
Office Building 2, Department of Social and Health Services 
(DSHS) Headquarters, 1115 Washington [Street S.E.], 
Olympia, WA 98504. Public parking at 11th and Jefferson. A 
map is available at https://www.dshs.wa.gov/office-of-the- 
secretary/driving-directions-office-bldg-2. 

Date of Intended Adoption: Not earlier than May 6, 
2020. 

Submit Written Comments to: DSHS Rules Coordinator, 
P.O. Box 45850, Olympia, WA 98504, email DSHSRPAU 
RulesCoordinator@dshs.wa.gov, fax 360-664-6185, by 5:00 
p.m., May 5, 2020. 

Assistance for Persons with Disabilities: Contact Jeff 
Kildahl, DSHS rules consultant, phone 360-664-6092, fax 
360-664-6185, TTY 711 relay service, email Kildaja@dshs. 
wa.gov, by April 21, 2020. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: Amendments to 
WAC 388-460-0010 are proposed in compliance with 
changes to federal regulations regarding the amount of basic 
food benefits returned to recipients that leave substance use 
treatment centers and group homes. Proposed amendments 
align with federal regulations, including a state option to pro- 
rate benefits when a recipient leaves a treatment center after 
the fifteenth day of a month. This option is in the best interest 
of recipients, allowing remaining basic food benefits to be 
returned to their electronic benefit transfer (EBT) card upon 
departure from the treatment center. 

Reasons Supporting Proposal: The United States Depart- 
ment of Agriculture, Food and Nutrition Service enforces the 
provisions of the federal supplemental nutrition assistance 
program. The department amends its rules to ensure that they 
are consistent with federal statutes, regulations, and guid- 
ance. Proposed amendments align department rule with fed- 
eral regulations. 

Statutory Authority for Adoption: RCW 74.04.500, 
74.04.510, 74.08A.120, and 7 C.F.R. 273.11 (e) and (f). 

Rule is necessary because of federal law, 7 C.F.R. 273. 
11 (e)(6). 

Name of Proponent: DSHS, governmental. 

Name of Agency Personnel Responsible for Drafting, 
Implementation, and Enforcement: Ivette Dones-Figueroa, 
P.O. Box 45470, Olympia, WA 98504-5470, 360-725-4651. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 
34.05.328. The amendment is exempt as allowed under RCW 
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34.05.328 (5)(b)(iii) which states in part "This section does 
not apply to... rules adopting or incorporating by reference 
without material change federal statutes or regulations." 

This rule proposal, or portions of the proposal, is exempt 
from requirements of the Regulatory Fairness Act because 
the proposal: 

Is exempt under RCW 19.85.061 because this rule mak- 
ing is being adopted solely to conform and/or com- 
ply with federal statute or regulations. Citation of 
the specific federal statute or regulation and descrip- 
tion of the consequences to the state if the rule is not 
adopted: 7 C.F.R. 273.11 (e)(6). Consequences of 
not adopting these amendments include federal 
audit findings leading to potential loss of federal 
program funding. 


March 27, 2020 
Katherine I. Vasquez 
Rules Coordinator 


AMENDATORY SECTION (Amending WSR 19-03-037, 
filed 1/7/19, effective 2/7/19) 


WAC 388-460-0010 Do I have an authorized repre- 
sentative for basic food if I live in a treatment center or 
group home? (1) If you live in a qualified developmental 
disabilities administration (DDA) group home under WAC 
388-408-0040, you may choose to apply for basic food bene- 
fits: 

(a) On your own behalf; 

(b) Through an authorized representative of your choice; 


or 

(c) Through the DDA group home acting as your autho- 
rized representative. 

(2) If you live in a qualified drug and alcohol treatment 
center under WAC 388-408-0040, a designated treatment 
center employee ((mast)) may apply for your basic food ben- 
efits, and the center will act as your authorized representative. 

(3) When the qualified drug and alcohol treatment 
((factity)) center or qualified DDA group home is your 
authorized representative, it must: 

(a) Be aware of your circumstances; 

(b) Notify the department of any changes in your 
income, resources, or circumstances within ten days of the 
change; 

(c) Use your basic food benefits for meals served to you; 
and 

(d) Give you a change in circumstances report form, 
when the center or group home learns you plan to leave, and 
advise you to report any changes as required under WAC 
388-418-0005 to the department within ten days of the date of 
change. 

(4) When a center or group home is an authorized repre- 
sentative for residents, the facility accepts responsibility for: 

(a) Any misrepresentation or intentional program viola- 
tion; and 

(b) Liability for basic food benefits held at the facility on 
behalf of residents. 

(5) When you leave a facility and the treatment center or 
group home is your authorized representative, it must: 

(a) ((Etther)) Account for any benefits withdrawn: 
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(b) Return your basic food allotment as follows: 

(1) Return ((te-yet-a-prerated amount)) all of your basic 
food allotment ((for-thatinenth based onthe numberof days 

He )) if you leave the center or group 
home and no benefits have been spent on your behalf; ((er)) 

(ii) Return one-half of your basic food allotment if you 
leave the center or group home on or before the fifteenth of 
the month; or 

(111) Return a prorated amount of your basic food allot- 
ment based on the number of days remaining in the month if 
you leave a qualified drug and alcohol treatment center on or 
after the sixteenth of the month; 

(c) Notify the department((—within-five—days—of-your 
departure;)) that the facility is unable to refund your prorated 
share anytime during the month; 

©) (d) Notify the department of your change in 
address((-new-addressifavaitable;)) and other change of cir- 
cumstances and that the facility is no longer your authorized 
representative; and 

(€) Gi) Provide you with your electronic benefits 
transfer (EBT) card (within five days-ofleaving the facility) 
if the facility was in possession of the card; or 

(€) Gi) Return your EBT card to the department 
((w+thin-five-days)) by the end of the month if they are unable 
to provide it to you. 


WSR 20-08-100 
WITHDRAWAL OF PROPOSED RULES 
DEPARTMENT OF TRANSPORTATION 
[Filed March 30, 2020, 11:46 a.m.] 


We are withdrawing proposed rule WAC 468-63-070, 
filed as WSR 19-24-017, on November 22, 2019. We are fur- 
ther studying options for updating the WAC for the commute 
trip reduction that match our overall updates to the program. 
Any inquiries can be directed to Pamela Vasudeva at 206- 
716-1142. 

Kara Larsen, Director 
Risk Management and 
Legal Services Division 


WSR 20-08-102 
PROPOSED RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Economic Services Administration) 
[Filed March 30, 2020, 12:49 p.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 19- 
22-070. 

Title of Rule and Other Identifying Information: The 
department is proposing amendments to WAC 388-493-0010 
Working family support. 

Hearing Location(s): On May 5, 2020, at 10:00 a.m., at 
Office Building 2, Department of Social and Health Services 
(DSHS) Headquarters, 1115 Washington [Street S.E.], 


Proposed 
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Olympia, WA 98504. Public parking at 11th and Jefferson. A 
map is available at https://www.dshs.wa.gov/office-of-the- 
secretary/driving-directions-office-bldg-2. 

Date of Intended Adoption: Not earlier than May 6, 
2020. 

Submit Written Comments to: DSHS Rules Coordinator, 
P.O. Box 45850, Olympia, WA 98504, email DSHSRPAU 
RulesCoordinator@dshs.wa.gov, fax 360-664-6185 by 5:00 
p.m., May 5, 2020. 

Assistance for Persons with Disabilities: Contact Jeff 
Kildahl, DSHS rules consultant, phone 360-664-6092, fax 
360-664-6185, TTY 711 relay service, email Kildaja@dshs. 
wa.gov, by April 21, 2020. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The proposed 
amendments extend the working family support program 
through June 30, 2021. 

Reasons Supporting Proposal: Proposed amendments 
reflect that the working family support program continues to 
be funded based on the 2019-2021 operating budget. 

Statutory Authority for Adoption: RCW 74.04.050, 
74.04.055, 74.04.057, 74.08.090, and chapter 415, Laws of 
2019. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: DSHS, governmental. 

Name of Agency Personnel Responsible for Drafting, 
Implementation, and Enforcement: Jake Deskins, P.O. Box 
45470, Olympia, WA 98504-5770, 360-725-4639. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 
34.05.328. This amendment is exempt as allowed under 
RCW 34.05.328 (5)(b)(vii) which states in part, "[t]his sec- 
tion does not apply to ... rules of the department of social and 
health services relating only to client medical or financial eli- 
gibility and rules concerning liability for care of dependents." 

This rule proposal, or portions of the proposal, is exempt 
under RCW 34.05.328 (5)(b)(vii). 

Explanation of exemptions: The proposed rules do not 
affect small businesses. They only affect DSHS clients. 


March 26, 2020 
Katherine I. Vasquez 
Rules Coordinator 


AMENDATORY SECTION (Amending WSR 17-23-050, 
filed 11/9/17, effective 12/10/17) 


WAC 388-493-0010 Working family support. (1) 
What is the working family support (WFS) program? 

The working family support program is administered by 
the department of social and health services (department) and 
provides an additional monthly food benefit from May 2016 
through June 30, ((2049)) 2021 to low income families who 
meet specific criteria. Continuance of the program beyond 
June 30, ((2049)) 2021 is contingent on specific legislative 
funding for the working family support program. 

(2) The following definitions apply to this program: 

(a) "Co-parent" means another adult in your home who is 
related to your qualifying child through birth or adoption. 
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(b) "Qualifying child" means a child under the age of 
eighteen who is: 

(1) Your child through birth or adoption; or 

(11) Your step-child. 

(c) "Work" means subsidized or unsubsidized employ- 
ment or self-employment. To determine self-employment 
hours, we divide your net self-employment income by the 
federal minimum wage. 

(3) Who is eligible for the working family support pro- 
gram? 

You may be eligible for working family support food 
assistance 1f you meet all of the following: 

(a) You receive food assistance through basic food, food 
assistance program for legal immigrants (FAP), or transi- 
tional food assistance (TFA); 

(b) Receipt of working family support food assistance 
would not cause your countable food assistance income to 
exceed the two hundred percent federal poverty level (FPL); 

(c) No one in your food assistance unit receives tempo- 
rary assistance for needy families (TANF) or state family 
assistance (SFA); 

(d) A qualifying child lives in your home; 

(e) You, your spouse, or co-parent work a minimum of 
thirty-five hours a week, and if you live with your spouse or 
co-parent, you must be in the same assistance unit; 

(f) You provide proof of the number of hours worked; 
and 

(g) You reside in Washington state as required under 
WAC 388-468-0005. 

(4) How may I apply for working family support? 

(a) The department will review your eligibility for the 
working family support program: 

(i) When you apply for food assistance, or 

(ii) At the time of your food assistance eligibility review. 

(b) You may request the working family support benefit 
in person, in writing, or by phone at any time. 

(5) How long may I receive working family support? 

(a) You may recertify up to an additional six months for 
working family support if you meet the criteria listed in sub- 
section (3) of this section and provide current proof that you, 
your spouse, or co-parent works a minimum of thirty-five 
hours a week. 

(b) Working family support certification ends when: 

(i) You complete either a certification or mid-certifica- 
tion review for food assistance under WAC 388-434-0010 or 
388-418-0011, and you do not provide proof of the number of 
hours that you, your spouse, or your co-parent work; 

(ii) You no longer receive basic food, FAP, or TFA; 

(iii) You receive TANF or SFA; 

(iv) You do not have a qualifying child in your home; 

(v) You, your spouse, or co-parent no longer work a min- 
imum of thirty-five hours a week; or 

(vi) You are no longer a resident of Washington state. 

(6) What benefits will I receive if I am eligible for the 
working family support program? 

(a) The assistance unit will receive a separate ten dollars 
monthly food assistance benefit each month. 

(b) Working family support benefits are not prorated. 

(7) Enrollment in the working family support program is 
limited to ten thousand households per month. 
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WSR 20-08-114 
PROPOSED RULES 
DEPARTMENT OF 
CHILDREN, YOUTH, AND FAMILIES 
[Filed March 31, 2020, 1:53 p.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 19- 
21-136. 

Title of Rule and Other Identifying Information: WAC 
110-300-0185 Menus, milk, and food. 

Hearing Location(s): On May 5, 2020, at 1:00 p.m., at 
1110 Jefferson Street S.E., Baker Conference Room, Olym- 
pia, WA. 

Date of Intended Adoption: May 6, 2020. 

Submit Written Comments to: DCYF Rules Coordina- 
tor, P.O. Box 40975, email dcyf.rulescoordinator@dcyf.wa. 
gov, fax 360-902-7903, submit comments online at https:// 
dcyf.wa.gov/practice/policy-laws-rules/rule-making/parti 
cipate/online, by May 5, 2020. 

Assistance for Persons with Disabilities: Contact Depart- 
ment of children, youth, and families (DCYF) rules coordina- 
tor, phone 360-902-7956, fax 360-902-7903, email 
dceyf.rulescoordinator@dcyf.wa.gov, by May 1, 2020. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: An early learning 
program licensed under chapter 43.216 RCW must provide 
meals, snacks, and beverages in accordance with standards 
developed by the United States Department of Agriculture 
(USDA). Under those standards, a snack consists of two 
components the program chooses from five prescribed com- 
ponents. WAC 110-300-0185(2) currently requires a fruit or 
vegetable be included in at least one snack that a program 
serves each day and count as one of the two required compo- 
nents. The proposed rule allows the program to count the fruit 
or vegetable as one of the two USDA-required components 
or to serve a fruit or vegetable in addition to the snack. 

Reasons Supporting Proposal: The USDA proposed the 
current snack standards at 7 C.F.R. 226.20(e). The proposed 
rules included optional best practices, one of which was to 
require one snack per day that included a fruit or vegetable 
serving. The USDA did not include the best practices in its 
final rules stating that including optional best practices in rule 
may cause confusion. (See 81 F.R. 24364 April 25, 2016, 
available with this notice at https://www.dcyf.wa.gov/ 
practice/policy-laws-rules/rule-making-filings. The USDA 
instead issued policy guidance encouraging early learning 
programs to implement the best practices, including serving a 
fruit or vegetable as part of a daily snack, to further improve 
the nutritional value of meals. (See USDA Policy Memo 
CACFP 15-2016, p. 2, also available with this notice on the 
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DCYF website.) DCYF agrees that the policy guidance will 
further improve the nutritional value of meals, which is a crit- 
ical part of the foundation for better brain health of Washing- 
ton's littlest learners. 

Statutory Authority for Adoption: RCW 43.216.065, 
43.216.250, and 43.216.255. 

Statute Being Implemented: RCW 43.216.255; chapter 
43.216 RCW 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: DCYF, governmental. 

Name of Agency Personnel Responsible for Drafting: 
Tyler Farmer, Seattle, Washington, 360-628-2151; Imple- 
mentation and Enforcement: DCYF, statewide. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 
34.05.328. DCYF is not among the agencies listed as 
required to comply with RCW 34.05.328 (5)[(a)](@i). DCYF 
does not voluntarily make that section applicable to the adop- 
tion of the proposed rules. 

The proposed rule does impose more-than-minor costs 
on businesses. 


Small Business Economic Impact Statement 
1. Describe the proposed rule, including: 


A brief history of the issue. 

An explanation of why the proposed rule is needed. 

A brief description of the probable compliance require- 
ments and the kinds of professional services that a small 
business is likely to need in order to comply with the pro- 
posed rule. 


In June 2018, the former department of early learning 
adopted WAC 110-300-0185 which requires preschool pro- 
grams, family home child cares, and child care centers to 
comply with the USDA's meal, snack, and beverage stan- 
dards. WAC 110-300-0185(2) requires one fruit or vegetable 
serving in a daily snack, which varies from the USDA snack 
standard that allows a licensed program to choose two com- 
ponents from five prescribed components. WAC 110-300- 
0185(2) was negotiated with preschool and child care represen- 
tatives and adopted under the authority granted in RCW 43.215.- 
070 and 43.215.2201 (recodified as RCW 43.216.065 and 
43.216.255). DCYF received a petition for the repeal [of] WAC 
110-300-0185(2) and initiated this rule making in response. 

SECTION 2. Identify which businesses are required to 
comply with the proposed rule using the North American 
Industry Classification System (NAICS) codes and what 
the minor-cost thresholds are. 


Minor-Cost Minor-Cost 
Threshold = Threshold = 
NAICS Code NAICS Business 1% of Average 0.3% of Average 
(4, 5 or 6 digit) Description # of Businesses in WA Annual Payroll Annual Receipts 
624410 child day care services 2228* $1,548 937.9591562 
= Based on data from the 2012 U.S. Census. 
[171] Proposed 
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3. Analyze the probable cost of compliance. Identify 
the probable costs to comply with the proposed rule, includ- 
ing: cost of equipment, supplies, labor, professional services 
and increased administrative costs. Based on input, describe 
how compliance with the rule may cause lost sales or reve- 
nue. 

The probable costs of compliance are the cost of the fruit 
or vegetable serving per child, per day and the staff prepara- 
tion time. 

There are two thousand forty-two licensed child care 
centers statewide: forty-three percent are licensed for up to 
fifty children, twenty-one percent are licensed for fifty-one to 
one hundred children, and twenty-one percent are licensed 
for more than one hundred children. The average center 
enrollment rate is sixty-nine children.* 


+ The annual cost of compliance for a large child care cen- 
ter is assumed to be $16,900 (factoring one hundred 
enrolled children and one hour of labor for food prep). 

+ The annual cost of compliance for a medium-sized cen- 
ter is assumed to be $10,920 (factoring sixty nine chil- 
dren and thirty minutes of labor for food prep). 

+ The annual cost of compliance for a small-sized center is 
assumed to be $8,450 (factoring fifty children and thirty 
minutes of labor for food prep). 


A family home child care may enroll up to twelve chil- 
dren. The annual cost of compliance for a family home child 
care with twelve children enrolled is assumed to be $3,510. 

Preschools are typically located within a child care cen- 
ter or an educational service district. The former are part of 
the child care center calculations above and the latter partici- 
pate in school lunch programs. 

Based on impacts and needs identified by negotiators 
when WAC 110-300-0185 was originally negotiated in 2018, 
DCYF does not anticipate the proposed amendment to result 
in lost sales or revenue for preschools or licensed child cares. 


* Source: 2018 Market Rate Survey 


4. Explain how you determined the rule may impose 
more-than-minor costs on businesses in the industry. 
DCYF assumes a daily cost of 50¢ per serving of fruit or veg- 
etable and at least thirty minutes of staff preparation time at 
$15/hour. The assumed annual cost is factored at 50¢ per fruit 
or vegetable x # of enrolled children + labor at $15/hour x 
260 days of care per year. 

The cost of compliance was calculated for different sized 
child care centers and a family home child care operating at 
full capacity. Variables such as part time enrolled children 
who are not present when the fruit or vegetable is served and 
programs' use of fruits and vegetables grown on site in a gar- 
den were not considered. Both variables would lessen the 
cost of compliance, but the annual cost would still likely 
exceed the minor cost threshold. 

5. Determine whether the proposed rule may impose 
a disproportionate impact on small businesses compared 
to the ten percent of businesses that are the largest busi- 
nesses required to comply with the proposed rule. Use one 
or more of the following as a basis for comparing costs: 


+ Cost per employee. 
e Cost per hour of labor. 
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e Cost per $100 of sales. 


The proposed rule impacts only small businesses. 

6. If the proposed rule is likely to impose a dispropor- 
tionate impact on small businesses, identify the steps 
taken to reduce the costs of the rule on small businesses. 
Include consideration of each of the following cost mitiga- 
tion strategies: 

(a) Reducing, modifying, or eliminating substantive reg- 
ulatory requirements. Preschools and child cares licensed in 
Washington state must comply with the USDA food stan- 
dards in order for the state to received [receive] federal 
appropriations that fund the state's subsidized child care pro- 
gram. Reducing, modifying, or eliminating the substantive 
regulatory requirement is not an option in this case. 

(b) Simplifying, reducing, or eliminating recordkeeping 
and reporting requirements. The proposed rule does not con- 
tain recordkeeping or reporting requirements. There are, 
however, associated recordkeeping requirements elsewhere 
in chapter 110-300 WAC that are necessary for federal com- 
pliance described in 6(a). 

(c) Reducing the frequency of inspections. Not applica- 
ble. 

(d) Delaying compliance timetables. This is not applica- 
ble - the requirement to include a fruit or vegetable in a daily 
snack has been in effect since August 2019. 

(e) Reducing or modifying fine schedules for noncom- 
pliance. All licensing rules provide a foundation of protection 
for children. Each rule is designed to provide for the health, 
safety, and development of children in licensed care. A viola- 
tion of some standards poses a greater risk to children than 
others. Violation of the proposed rule would cause little risk 
to children. In 2017, the former department of early learning 
surveyed licensed provides [providers] and developed pro- 
posed weights for the standards contained in chapter 110-300 
WAC. The weighting standards are intended to create an 
enforcement system that matches up with the level of risk to 
children. The weighting system is currently being piloted by 
select licensed programs and DCYF intends to adopt final 
weights later this year. 

(f) Any other mitigation techniques suggested by small 
businesses or their advocates. All licensed family home child 
cares, all nonprofit child care centers, for-profit child care 
centers with at least twenty-five percent who qualify for free 
or reduced meals, and all head start and early childhood edu- 
cational assistance preschool programs are eligible to receive 
USDA food subsidies. 

Many licensed child cares garden as part of the early 
learning program. The yield from these gardens can supply 
the snack fruit or vegetable. 

7. Describe how small businesses were involved in the 
development of the proposed rule. The requirement to 
include a fruit or vegetable serving in a daily snack was nego- 
tiated with licensed child care representatives. 

8. Identify the estimated number of jobs that will be 
created or lost as the result of compliance with the pro- 
posed rule. 0. 

9. Summarize the results of the analysis, including the 
determination if costs are disproportionate. Compliance 
will result in more than minor costs on small business child 
cares. For all family homes and most child care centers, the 
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cost can be mitigated through food subsidies paid by the 
USDA. Licensed child cares may have program gardens and 
grow their own fruits and vegetables. 


March 31, 2020 
Brenda Villarreal 
Rules Coordinator 


AMENDATORY SECTION (Amending WSR 18-15-001, 
filed 7/5/18, effective 7/5/18) 


WAC 110-300-0185 Menus, milk, and food. To ensure 
proper nutrition of children in care, an early learning provider 
must comply with the child nutrition requirements described 
in this section. 

(1) Meals, snack foods, and beverages provided to chil- 
dren in care must comply with the requirements contained in 
the most current edition of the USDA Child and Adult Care 
Food Program (CACFP) standards, or the USDA National 
School Lunch and School Breakfast Program standards. 

(a) An early learning provider must supply dated menus. 

(b) Food and beverage substitutions to a scheduled menu 
must be of equal nutritional value. 

(c) An early learning provider must only serve water, 
unflavored milk or one hundred percent fruit or vegetable 
juice. 

(d) An early learning provider must limit the consump- 
tion of one hundred percent fruit juice to no more than four to 
six ounces per day for children between one and six years old, 
and eight to twelve ounces per day for children seven through 
twelve years old. 

(2) An early learning provider must serve a fruit or veg- 
etable ((as-one-ofthe two+required-compeonents)) during at 
least one snack per day. The fruit and vegetable serving may 
count as one of the two required snack components or as a 
third snack component. 


WSR 20-08-119 
PROPOSED RULES 
EMPLOYMENT SECURITY DEPARTMENT 
[Filed March 31, 2020, 3:49 p.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 20- 
03-067. 

Title of Rule and Other Identifying Information: Amend- 
ing WAC 192-500-070 Claim year; and creating new WAC 
192-500-190 Sibling. 

Hearing Location(s): On May 6, 2020, at 9:00 a.m. Con- 
ference call: (360)407-3780 // PIN: 507997#. Hearing is 
being held remotely due to COVID-19. 

Date of Intended Adoption: On or after May 13, 2020. 

Submit Written Comments to: April Amundson, 
Employment Security Department, P.O. Box 9046, Olympia, 
WA 98507-9046, email rules@esd.wa.gov, online portal 
https://www.opentownhall.com/portals/289/forum_home?ph 
ase=open, by May 6, 2020. 
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Assistance for Persons with Disabilities: Contact Teresa 
Eckstein, state EO officer, phone 360-480-5708, TTY 711, 
email TEckstein@esd.wa.gov, by April 29, 2020. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The amendment to 
WAC 192-500-070 provides clarification on the definition of 
a claim year. The new section, WAC 192-500-190, provides 
a definition of sibling. 

Reasons Supporting Proposal: The rules will assist in 
clarifying the requirements to administer payment of benefits 
to eligible employees as mandated by Title 50A RCW. 

Statutory Authority for Adoption: RCW 50A.05.060. 

Statute Being Implemented: RCW 50A.05.010, 50A.15.- 
020, 50A.15.065. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Employment security department 
(ESD), paid family and medical leave division, governmen- 
tal. 

Name of Agency Personnel Responsible for Drafting, 
Implementation, and Enforcement: April Amundson, Lacey, 
Washington, 360-485-2816. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 
34.05.328. 

Explanation of exemptions: While ESD is required to 
follow rule-making requirements outlined in RCW 34.05.328 
(5)(a)(i), the amendments to WAC 192-500-070 are proce- 
dural as defined in RCW 34.05.328 (5)(c)(i) that adopt a pol- 
icy pertaining to the consistent internal operations of the 
agency. In addition, revisions to this rule and the addition of 
WAC 192-500-190 are interpretive under RCW 34.05.328 
(5)(c)(ii). The rules clarify and further define the depart- 
ment's interpretation of a "claim year" as referenced in RCW 
50A.15.065 and define "sibling" in order to further clarify the 
definition of a qualifying family member. Procedural and 
interpretive rules are not considered significant legislative 
rules under RCW 34.05.328 (5)(c)(111). 

The proposed rule does not impose more-than-minor 
costs on businesses. Following is a summary of the agency's 
analysis showing how costs were calculated. The amended 
rule and new rule do not impose any additional requirements, 
reporting or otherwise, on businesses. The revisions are pro- 
cedural and interpretive. The rules clarify and further define 
the department's interpretation of a "claim year" as refer- 
enced in RCW 50A.15.065 and define "sibling" in order to 
further clarify the definition of a qualifying family member. 


March 31, 2020 
April Amundson 
Policy and Rules Manager 


AMENDATORY SECTION (Amending WSR 19-08-016, 
filed 3/22/19, effective 4/22/19) 


WAC 192-500-070 Claim year. (1) A "claim year” is 
the ((Hfty+we-week)) period beginning Sunday of the week 
of(( 
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eation forall other qualifying events. 

@))) the date an eligible employee files a complete initial 
application for benefits and ending the Saturday fifty-two 
weeks later. 

(2) The entitlement to family leave benefits for the birth 
or placement of a child expires at the end of the twelve-month 
period beginning on the date of such birth or placement. 

(3) For applications that are backdated, the claim year is 
the fifty-two week period beginning Sunday of the week to 
which the application was backdated. 

((6))) (4) An employee may only have one valid claim 
year at a time. 

Example 1: An employee experiences an injury that 
qualifies as a serious health condition. Three days later, on 
Thursday, March 4, 2021, the employee files a complete ini- 
tial application for medical leave benefits. The employee's 
claim year will run from Sunday, February 28, 2021, to Sat- 
urday, February 26, 2022. 

Example 2: An employee filed an application for medi- 
cal leave in March 2021. The employee took four weeks of 
medical leave and returned to work. The employee's spouse 
gives birth to a child in September 2021. The employee elects 
not to take family leave until April 2022. Because the 
employee's first claim year has already expired, the employee 
must file a new application and begin a new claim year in 
order to take family leave beginning in April 2022. 

Example 3: An employee gives birth on Thursday, 
March 4, 2021. The employee elects not to submit an applica- 
tion for paid family leave until Monday, April 5, 2021. 
Though the employee's claim year will run from Sunday, 
April 4, 2021, to Saturday, April 2, 2022, the employee will 
not be able to claim family leave after March 3, 2022, for the 
birth of the child. The employee can claim leave for other 
qualifying reasons for the period March 4, 2022, through 
April 2, 2022, subject to the maximum duration limits. 


NEW SECTION 


WAC 192-500-190 Sibling. "Sibling" means an indi- 
vidual who shares at least one parent, as defined by RCW 
50A.05.010(15), with another individual. 


WSR 20-08-120 
PROPOSED RULES 
EMPLOYMENT SECURITY DEPARTMENT 
[Filed March 31, 2020, 3:50 p.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 20- 
03-069. 

Title of Rule and Other Identifying Information: Amend- 
ing WAC 192-800-150 Can an employee designate a repre- 
sentative to act on their behalf? 

Hearing Location(s): On May 6, 2020, at 9:00 a.m. Con- 
ference call: (360)407-3780 // PIN: 507997#. Hearing is 
being held remotely due to COVID-19. 

Date of Intended Adoption: On or after May 13, 2020. 
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Submit Written Comments to: April Amundson, 
Employment Security Department, P.O. Box 9046, Olympia, 
WA 98507-9046, email rules@esd.wa.gov, online portal 
https://www.opentownhall.com/portals/289/forum_home?ph 
ase=open, by May 6, 2020. 

Assistance for Persons with Disabilities: Contact Teresa 
Eckstein, state EO officer, phone 360-480-5708, TTY 711, 
email TEckstein@esd.wa.gov, by April 29, 2020. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The amended rule 
provides guidance regarding who may file an initial applica- 
tion and weekly claims on behalf of a deceased employee. 
The rule also clarifies that the application and/or claim filed 
by specified parties may be filed up to and including the week 
in which the employee died. 

Reasons Supporting Proposal: The amended rule will 
assist in clarifying the requirements to administer payment of 
benefits to eligible employees as mandated by Title 50A 
RCW. 

Statutory Authority for Adoption: RCW 50A.05.060. 

Statute Being Implemented: RCW 50A.05.010, 50A.15.- 
020. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Employment security department 
(ESD), paid family and medical leave division, governmen- 
tal. 

Name of Agency Personnel Responsible for Drafting, 
Implementation, and Enforcement: April Amundson, Lacey, 
Washington, 360-485-2816. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 
34.05.328. While ESD is required to follow rule-making 
requirements outlined in RCW 34.05.328 (5)(a)(i), this 
amended rule does not qualify as a significant legislative rule 
under RCW 34.05.328 (5)(c)(iii). The rule is a procedural 
rule as defined in RCW 34.05.328 (5)(c)(i) that adopts a pol- 
icy pertaining to the consistent internal operations of the 
agency. The rule is also an interpretive rule as defined in 
RCW 34.05.328 (5)(c)(ii). The rule specifies how the agency 
will process claims for deceased applicants. 

The proposed rule does not impose more-than-minor 
costs on businesses. Following is a summary of the agency's 
analysis showing how costs were calculated. The amended 
tule does not impose any additional requirements, reporting 
or otherwise, on businesses. The revisions are procedural and 
interpretive and allow specified parties to file applications 
and/or claims on behalf of a deceased employee. 


March 31, 2020 
April Amundson 
Policy and Rules Manager 


AMENDATORY SECTION (Amending WSR 19-23-090, 
filed 11/19/19, effective 12/20/19) 


WAC 192-800-150 Can an employee designate a rep- 
resentative to act on their behalf? (1) The department may 
authorize another individual to act on the employee's behalf 
for the purposes of paid family and medical leave benefits if: 
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(a) An employee designates an authorized representative 
by submitting written documentation as required by the 
department; 

(b) A court-appointed legal guardian with authority to 
make decisions on a person's behalf submits documentation 
as required by the department; 

(c) An individual designated as an attorney-in-fact under 
a power of attorney submits documentation satisfactory to the 
department to act on the employee's behalf; or 

(d) If an employee is unable to designate an authorized 
representative due to a serious health condition, an individual 
may represent the employee by submitting a complete and 
signed authorized representative designation form made 
available by the department, which must include: 

(1) Documentation from the employee's health care pro- 
vider certifying that the employee is incapable of completing 
the administrative requirements necessary for receiving paid 
family and medical leave benefits and is unable to designate 
an authorized representative to act on the employee's behalf; 
and 

(11) An affidavit or declaration authorized by RCW 
9A.72.085 attesting to the responsibility to act in the 
employee's best interest. 

(2) A person meeting the requirements under subsection 
(1) of this section may file an initial application and weekly 
claims up to and including the week in which the employee 
died subject to WAC 192-620-010. 

(3) If an employee has been approved for benefit pay- 
ments and the employee dies, an estate executor or adminis- 
trator may file a weekly claim for the week in which the 
employee died. 

(4) The department will terminate the authority given to 
the authorized representative: 

(a) When the employee or authorized representative 
notifies the department verbally or in writing; or 

(b) At the department's discretion. 

(6) (5) For the purposes of paid family and medical 
leave the term employee is used for both employee and 
authorized representative. 


WSR 20-08-121 
PROPOSED RULES 
EMPLOYMENT SECURITY DEPARTMENT 
[Filed March 31, 2020, 3:51 p.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 20- 
03-068. 

Title of Rule and Other Identifying Information: Amend- 
ing WAC 192-630-015 How will a determination be made 
about an employee's eligibility for benefits? 

Hearing Location(s): On May 6, 2020, at 9:00 a.m. Con- 
ference call: (360)407-3780 // PIN: 507997#. Hearing is 
being held remotely due to COVID-19. 

Date of Intended Adoption: On or after May 13, 2020. 

Submit Written Comments to: April Amundson, 
Employment Security Department, P.O. Box 9046, Olympia, 
WA 98507-9046, email rules@esd.wa.gov, online portal 
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https://www.opentownhall.com/portals/289/forum_home?ph 
ase=open, by May 6, 2020. 

Assistance for Persons with Disabilities: Contact Teresa 
Eckstein, state EO officer, phone 360-480-5708, TTY 711, 
email TEckstein@esd.wa.gov, by April 29, 2020. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: This rule amend- 
ment will provide guidance to interested parties regarding the 
notification they will receive when the department makes a 
determination on an employee's initial application for bene- 
fits. 

Reasons Supporting Proposal: The rule amendment will 
ensure that employee privacy is protected by limiting the 
information provided to interested parties regarding a deter- 
mination on approval or denial of eligibility. 

Statutory Authority for Adoption: RCW 50A.05.060. 

Statute Being Implemented: RCW 50A.15.020, 50A.15.- 
050, and 50A.25.040. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Employment security department 
(ESD), paid family and medical leave division, governmen- 
tal. 

Name of Agency Personnel Responsible for Drafting, 
Implementation, and Enforcement: April Amundson, Lacey, 
Washington, 360-485-2816 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 
34.05.328. While the ESD is required to follow rule-making 
requirements outlined in RCW 34.05.328 (5)(a)(i), this 
amended rule does not qualify as a significant legislative rule 
under RCW 34.05.328 (5)(c)(iii). The rule is a procedural 
rule as defined in RCW 34.05.328 (5)(c)(i) that adopts a pol- 
icy pertaining to the consistent internal operations of the 
agency. The rule is also an interpretive rule as defined in 
RCW 34.05.328 (5)(c)(ii) and sets forth the agency's interpre- 
tation of administering Title SOA RCW. The rule limits the 
information interested parties receive to a notification that 
employee eligibility has either been approved or denied. 

The proposed rule does not impose more-than-minor 
costs on businesses. Following is a summary of the agency's 
analysis showing how costs were calculated. The amended 
tule does not impose any additional requirements, reporting 
or otherwise, on businesses. The revisions are procedural and 
interpretive and limit the information interested parties 
receive to a notification that employee eligibility has either 
been approved or denied. 


March 31, 2020 
April Amundson 
Policy and Rules Manager 


AMENDATORY SECTION (Amending WSR 19-13-001, 
filed 6/5/19, effective 7/6/19) 


WAC 192-630-015 How will a determination be 
made about an employee's eligibility for benefits? (1) 
When the department has issued a notice under WAC 192- 
630-005 the department will not make a determination on 
whether an employee qualifies for paid family or medical 
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leave until all interested parties have had an opportunity to 
provide information about the question of eligibility by the 
due date indicated on the notice. 

(2) If new facts are discovered before the determination 
is made, the department will provide interested parties with 
an opportunity to respond to the new information. 

(3) After the department makes a determination, it will 
inform all interested parties (( 


wittbe-providedarith acopy-of 
that-determinatien)) whether it has approved or denied the 


employee's application. 

(4) If the department receives new and relevant informa- 
tion after a determination is made: 

(a) The information will be considered by the depart- 
ment; 

(b) Interested parties will be given an opportunity to 
respond, if necessary; and 

(c) The department may make a new determination 
based on the newly provided information. 


WSR 20-08-122 
PROPOSED RULES 
EMPLOYMENT SECURITY DEPARTMENT 
[Filed March 31, 2020, 3:51 p.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 20- 
03-152. 

Title of Rule and Other Identifying Information: Amend- 
ing WAC 192-700-010 Can an employer deny employment 
restoration?; and creating new WAC 192-700-020 When 
does an employer need to provide a continuation of health 
benefits to an employee who is on paid family or medical 
leave? 

Hearing Location(s): On May 6, 2020, at 9:00 a.m. Con- 
ference call: (360)407-3780 // PIN: 507997#. Hearing is 
being held remotely due to COVID-19. 

Date of Intended Adoption: On or after May 13, 2020. 

Submit Written Comments to: April Amundson, 
Employment Security Department, P.O. Box 9046, Olympia, 
WA 98507-9046, email rules@esd.wa.gov, online portal 
https://www.opentownhall.com/portals/289/forum_home?ph 
ase=open, by May 6, 2020. 

Assistance for Persons with Disabilities: Contact Teresa 
Eckstein, state EO officer, phone 360-480-5708, TTY 711, 
email TEckstein@esd.wa.gov, by April 29, 2020. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The rules provide 
guidance on when employers must continue health care ben- 
efits to an employee on family or medical leave under Title 
50A RCW and make additional clarifying updates. 

Reasons Supporting Proposal: The rules will assist in 
clarifying the requirements to administer payment of benefits 
to eligible employees as mandated by Title 50A RCW. 

Statutory Authority for Adoption: RCW 50A.04.215. 

Statute Being Implemented: RCW 50A.35.010, 50A.35.- 
020. 

Rule is not necessitated by federal law, federal or state 
court decision. 
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Name of Proponent: Employment security department 
(ESD), paid family and medical leave division, governmen- 
tal. 

Name of Agency Personnel Responsible for Drafting: 
April Amundson, Lacey, Washington, 360-485-2816. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is required under RCW 34.05.- 
328. A preliminary cost-benefit analysis may be obtained by 
contacting https://www.opentownhall.com/portals/289/ 
forum_home. 

This rule proposal, or portions of the proposal, is exempt 
from requirements of the Regulatory Fairness Act because 
the proposal: 

Is exempt under RCW 19.85.025(4). 

Explanation of exemptions: WAC 192-700-020 only 
applies to businesses that are subject to the federal family and 
medical leave act. WAC 192-700-010 does not apply to small 
businesses per RCW 50.35.010 (6)(a). 


March 31, 2020 
April Amundson 
Policy and Rules Manager 


AMENDATORY SECTION (Amending WSR 20-01-087, 
filed 12/12/19, effective 1/12/20) 


WAC 192-700-010 Can an employer deny employ- 
ment restoration? (1) An employee is not entitled to 
((empleymentpretectioniinder tittle SOA REW)) rights 
under RCW 50A.35.010(1) if: 

(a) An employer exercises its right to deny restoration 
under RCW 50A.35.010 (6)(b) and the employee has elected 
not to return to employment after receiving notice under sub- 
section (2) of this section; or 

(b) The employer is able to show that an employee 
would not otherwise have been employed at the time ((ef 
reinstatement)) the employee would return to work after the 
employee's family or medical leave under Title 50A RCW 
ends. 

(2) An employer that chooses to deny restoration under 
subsection (1)(a) or (b) of this section to an employee on paid 
medical or family leave must notify the employee in writing 
as soon as the employer decides to deny restoration. The 
employer must serve this notice to the employee either in per- 
son or by certified mail. The notice must include: 

(a) A statement that the employer intends to deny 
employment restoration when the leave has ended; 


(b) The reasons behind the decision to deny restoration; 

(c) An explanation that health benefits will still be paid 
for the duration of the leave; and 

(d) The date ((+)) on which eligibility for employer-pro- 
vided health benefits ends. 

(3) Employers that choose to deny restoration ((are 


required te-adheretethe)) under this section must provide 
continuation of health benefits as required in RCW 


50A.35.020 ((for-the-remainder-ofthe-employee's-approved 
leave)) and WAC 192-700-020. 
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NEW SECTION 


WAC 192-700-020 When does an employer need to 
provide a continuation of health benefits to an employee 
who is on paid family or medical leave? (1) An employee 
taking family or medical leave under Title 50A RCW is enti- 
tled to the continuation of health benefits as provided in this 
section when there is at least one day of concurrent use with 
leave taken under the federal Family and Medical Leave Act 
as it existed on October 19, 2017. 

(2) When required under subsection (1) of this section, 
the employee's health benefits must be maintained as if the 
employee had continued to work from the date family or 
medical leave under Title 50A RCW commenced until 
whichever of the following occurs first: 

(a) The employee's family or medical leave under Title 
50A RCW ends; or 

(b) The employee returns from leave to any employment. 

(3) If the employer and employee share the cost of exist- 
ing health benefits, then during any continuation of health 
benefits as provided in this section, the employee remains 
responsible for the employee's share of the cost as prescribed 
by 29 C.F.R. 825.210, 825.211, and 825.212, and any subse- 
quent amendments to those regulations. 

(4) Nothing in this section should be construed as 
restricting an employer from providing a continuation of 
health benefits for any employee's claim for paid family or 
medical leave. 


WSR 20-08-124 
PROPOSED RULES 
DEPARTMENT OF 
CHILDREN, YOUTH, AND FAMILIES 
[Filed March 31, 2020, 4:56 p.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 19- 
13-015. 

Title of Rule and Other Identifying Information: Foun- 
dational quality standards for early learning programs: WAC 
110-300-0100 General staff qualifications, 110-300-0106 
Training requirements, 110-300-0230 First-aid supplies, and 
110-300-0480 Transportation and off-site activity policy. 

Hearing Location(s): On May 5, 2020, at 1:00 p.m., at 
1110 Jefferson Street S.E., Baker Conference Room, Olym- 
pia, WA. 

Date of Intended Adoption: May 6, 2020. 

Submit Written Comments to: DCYF Rules Coordina- 
tor, P.O. Box 40975, email dcyf.rulescoordinator@deyf. 
wa.gov, fax 360-902-7903, submit comments online at 
https://www.dcyf.wa.gov/practice/policy-laws-rules/rule- 
making/participate/online, by May 5, 2020. 

Assistance for Persons with Disabilities: Contact depart- 
ment of children, youth, and families, rules coordinator, 
phone 360-902-7956, fax 360-902-7903, email dcyf.rulesco 
ordinator@dcyf.wa.gov, by May 1, 2020. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: Foundational 
quality standards for early learning programs: First-aid 
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and cardiopulmonary resuscitation (CPR): Currently for 
early learning programs, at least one staff person with a cur- 
rent first-aid and CPR certificate must be present at all times 
with enrolled children. The proposed rules require all paid 
and volunteer early learning providers who are or have the 
potential to be counted in provider to child ratios, including 
when transporting children, to have current first-aid and CPR 
certifications. The proposed rules also ensure these paid and 
volunteer providers will complete first-aid and CPR training 
prior to being counted in ratio. 

Professional development: The proposed rules grant 
new family home child care licensees five years from the date 
of licensure to complete an early childhood education initial 
certificate. 

Reasons Supporting Proposal: First-aid and CPR: The 
first-aid and CPR certification requirement is necessary to 
comply with the reauthorized Child Care and Development 
Block Grant Act and related federal rules. Noncompliance is 
likely to result in a monetary penalty for DCYF. 

Professional Development: DCYF believes that the 
five-year professional development period for family home 
early learning providers licensed August 1, 2019, and later 
was intended to be included but inadvertently omitted from 
chapter 110-300 WAC when the chapter was adopted in [on] 
June 30, 2018. 

Statutory Authority for Adoption: RCW 43.216.055 and 
43.216.065. 

Statute Being Implemented: RCW 43.216.250. 

Rule is necessary because of federal law, 42 U.S.C. 
9858, et seq. and 42 U.S.C. 618. 

Name of Proponent: DCYF, governmental. 

Name of Agency Personnel Responsible for Drafting: 
Tyler Farmer, Seattle, Washington, 360-628-2151; Imple- 
mentation and Enforcement: DCYF, statewide. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 
34.05.328. 

This rule proposal, or portions of the proposal, is exempt 
from requirements of the Regulatory Fairness Act because 
the proposal: 

Is exempt under RCW 19.85.061 because this rule mak- 
ing is being adopted solely to conform and/or com- 
ply with federal statute or regulations. Citation of 
the specific federal statute or regulation and descrip- 
tion of the consequences to the state if the rule is not 
adopted: 45 C.F.R. § 98.41 (a)(1)(x) and (c) - first- 
aid/CPR requirement. Failure to adopt the proposed 
rule will result in continued noncompliance for 
which the state will like [likely] be assessed a mon- 
etary penalty up to $4 million. 

The proposed rule does impose more-than-minor costs 

on businesses. 


Small Business Economic Impact Statement 


For proposed WAC 110-300-0100(1) General staff 
qualifications: 

SECTION 1: Describe the proposed rule, including: a 
brief history of the issue; an explanation of why the pro- 
posed rule is needed; and a brief description of the prob- 
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able compliance requirements and the kinds of profes- 
sional services that a small business is likely to need in 
order to comply with the proposed rule. DCYF licenses 
family home child care providers. In 2018, provider represen- 
tatives negotiated new professional development require- 
ments codified at WAC 110-300-0100. Providers licensed at 
the time the rule took effect were given five years from the 
rule's effective date to complete the professional develop- 
ment requirement and providers who were licensed after the 
tule's effective date were intended to have five years from the 
date of licensure. The latter was inadvertently omitted from 


the rule when it was adopted. The proposed amendment cor- 
Table A: 
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rects the oversight. The professional service needed to com- 
ply with the proposed rule is instruction at a community col- 
lege to complete an early childhood education initial certifi- 
cate. The proposed rule allows for education equivalencies. 
The equivalences implemented by DCYF allow for alternate 
credentials or a demonstration of competency and at least 
seven years' relevant experience. 

SECTION 2: Identify which businesses are required to 
comply with the proposed rule using the North American 
Industry Classification System (NAICS) codes and what 
the minor cost thresholds are. 


Minor-Cost Minor-Cost 
Threshold = Threshold = 
NAICS Code NAICS Business 1% of Average 0.3% of Average 
(4, 5 or 6 digit) Description # of Businesses in WA Annual Payroll Annual Receipts 
624410 child day care services 2228* $1,548 937.9591562 


$ Based on data from the 2012 U.S. Census. 


SECTION 3: Analyze the probable cost of compliance. 
Identify the probable costs to comply with the proposed 
rule, including: Cost of equipment, supplies, labor, pro- 
fessional services and increased administrative costs; and 
whether compliance with the proposed rule will cause 
businesses to lose sales or revenue. The state's community 
college system offers three stackable certificates that lead to 
an AA degree. The proposed rule requires family home 
licensees to complete the initial certificate (twelve credits). 
The probable cost is $2,208. 


Temporary increased administrative costs of $15/hour 
may result if the licensee needs a substitute to provide child 
care. 


SECTION 4: Analyze whether the proposed rule may 
impose more than minor costs on businesses in the indus- 
try. More than minor costs will be imposed on family home 
child cares for those licensees who do not meet the profes- 
sional development or equivalency requirement and elect to 
complete the initial certificate. 


SECTION 5: Determine whether the proposed rule may 
have a disproportionate impact on small businesses as 
compared to the ten percent of businesses that are the 
largest businesses required to comply with the proposed 
rule. Only small businesses are impacted. 


SECTION 6: If the proposed rule has a disproportion- 
ate impact on small businesses, identify the steps taken to 
reduce the costs of the rule on small businesses. If the 
costs cannot be reduced provide a clear explanation of 
why. 

Reducing, modifying, or eliminating substantive reg- 
ulatory requirements: Upon completion of negotiating 
chapter 110-300 WAC, DCYF assembled an equivalencies 
workgroup comprised of child care representatives and other 
community and agency representatives. The workgroup 
developed a list of alternative credentials and made recom- 
mendations regarding the means by which providers could 
demonstrate competency to indicate similar knowledge as the 
named credential. 
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Simplifying, reducing, or eliminating recordkeeping 
and reporting requirements: DCYF provides an online sys- 
tem for tracking training and education requirements. This 
online system, MERIT, is used to register for DCYF- 
approved training that satisfies preservice and continuing 
training requirements. MERIT is also used to track college 
credits as they are earned. MERIT accounts are accessible by 
the individual, the individual's employer, and DCYF licen- 
sors. MERIT accounts follow individuals as they move from 
one industry employer to another and are also maintained for 
individuals who leave and return to the industry. 

Reducing the frequently [frequency] of inspections: 
Not applicable. 

Delaying compliance timetables: DCYF is supporting 
the regulated community by allowing five years to complete 
the professional development or equivalency requirement. 

Reducing or modifying fine schedules for noncompli- 
ance: Noncompliance does not result in fines. 

Any other mitigation techniques suggested by small 
business or their advocates: Providers who participate in 
early achievers, Washington's quality early learning rating 
system, are supported with free training, education scholar- 
ships, needs-based grants, quality improvement awards, and 
reimbursements for substitutes, all of which could be used to 
offset proposed WAC 170-300-0100's impact on their busi- 
nesses. 

SECTION 7: Describe how small businesses were 
involved in the development of the proposed rule. The ini- 
tial rule was negotiated by representatives of preschool and 
child care providers. A workgroup consisting of some nego- 
tiators and other community representatives was assembled 
to study and recommend to DCYF options for implementing 
equivalencies. 

A copy of the statement may be obtained by contacting 
Lori Anderson, P.O. Box 40975, Olympia, WA 98504-0975, 
phone 360-902-8084, email lori.anderson@dcyf.wa.gov. 


March 31, 2020 
Brenda Villarreal 
Rules Coordinator 
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AMENDATORY SECTION (Amending WSR 19-22-103, 
filed 11/6/19, effective 12/7/19) 


WAC 110-300-0100 General staff qualifications. All 
early learning providers must meet the following require- 
ments prior to working: 

(1) Family home early learning program licensees 
work from their private residence to provide early learning 
programing to a group of no more than twelve children pres- 
ent at one time. 

(a) A family home licensee must meet the following 
qualifications upon application: 

(i) Be at least eighteen years old; 

(11) Have a high school diploma or equivalent; and 

(111) Complete the applicable preservice requirements 
pursuant to WAC 110-300-0105. 

(b) A family home licensee must meet the following 
qualifications: 

(i) Family home licensees must have an ECE initial cer- 
tificate, or equivalent as approved and verified in the elec- 
tronic workforce registry by the department as follows: 

(A) A family home licensee licensed prior to August 1, 
2019, must complete an ECE initial certificate or equivalent 
within five years of the date this section becomes effective; 

(B) A family home licensee licensed August 1, 2019, or 
later must complete an ECE initial certificate or equivalent 
within five years of licensure; and 

(11) Upon completion of the ECE initial certificate or 
equivalent, family home licensees must complete an ECE 
short certificate or equivalent within two years, as approved 
and verified in the electronic workforce registry by the 
department. 

(A) If a family home licensee already has an existing 
ECE initial certificate or equivalent, the licensee must com- 
plete an ECE short certificate or equivalent within five years 
of licensure by the department. 

(B) ((Five-yearsfrom_thedatethisttetakes_effeet)) 
Beginning August 1, 2024, the family home licensee must 
complete an ECE short certificate or equivalent within three 
years. 

(111) Have their continued professional development 
progress documented annually. 

(c) Family home licensees must provide the following 
services: 

(i) Be on-site for the daily operation of the early learning 
program fifty percent or more of weekly operating hours, or 
designate a person with the qualifications of a family home 
licensee to be on-site when not present; 

(11) Comply with these foundational quality standards; 

(iii) Develop a curriculum philosophy, communicate the 
philosophy to all early learning program staff and parents, 
and train staff to ensure the philosophy serves all children in 
the early learning program; 

(iv) Have knowledge of community resources available 
to families, including resources for children with special 
needs and the ability to share these resources with families; 
and 

(v) Oversee early learning program staff and support 
staff in creating and maintaining staff records. 

(2) Center early learning program licensees must 
meet the requirements of a center director, listed in subsec- 
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tion (3) of this section, or hire a center director who meets the 
qualifications prior to being granted an initial license. Center 
licensees who fulfill the role of center director in their early 
learning program must complete all trainings and require- 
ments for center directors. 

(3) Center directors or assistant directors manage the 
early learning program and set appropriate program and staff 
expectations. 

(a) A center director must meet the following qualifica- 
tions: 

(i) Be at least eighteen years old; 

(11) Have an ECE state certificate or equivalent as 
approved and verified in the electronic workforce registry by 
the department as follows: 

(A) A center director working at the time this chapter 
becomes effective must complete an ECE state certificate or 
equivalent within five years of the date this section becomes 
effective; 

(B) A center director hired or promoted after this chapter 
becomes effective must have an ECE state certificate or 
equivalent within five years of the time of hire. 

(iii) Have two years of experience as a teacher of chil- 
dren in any age group enrolled in the early learning program 
and at least six months of experience in administration or 
management or a department approved plan; 

(iv) Complete the applicable preservice requirements, 
pursuant to WAC 110-300-0105; 

(v) If a center director does not meet the minimum qual- 
ification requirements, the center early learning program 
must employ an assistant director or program supervisor who 
meets the minimum qualifications of these positions; 

(vi) Have their continued professional development 
progress documented annually. 

(b) An assistant director must meet the following qualifi- 
cations: 

(i) Be at least eighteen years old; 

(11) Have an ECE state certificate or equivalent as 
approved and verified in the electronic workforce registry by 
the department as follows: 

(A) An assistant director working at the time this chapter 
becomes effective must complete an ECE state certificate or 
equivalent within five years of the date this section becomes 
effective; 

(B) An assistant director hired or promoted after this 
chapter becomes effective must have an ECE state certificate 
or equivalent within five years of the time of hire. 

(111) Have two years of experience as a teacher of chil- 
dren in any age group enrolled in the early learning program 
or two years of experience in administration or management, 
or a department approved plan; 

(iv) Complete the applicable preservice requirements, 
pursuant to WAC 110-300-0105; 

(v) Have their continued professional development prog- 
ress documented annually. 

(c) A center director or assistant director or equivalent 
must provide the following services: 

(i) Be on-site for the daily operation of the early learning 
program fifty percent or more of weekly operating hours up 
to forty hours per week, or designate a person with the quali- 
fications of an assistant director, program supervisor, or 
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equivalent. A center director may act as a substitute teacher if 
acting as a substitute does not interfere with management or 
supervisory responsibilities; 

(11) Comply with foundational quality standards; 

(111) Develop a curriculum philosophy, communicate the 
philosophy to all early learning program staff and parents, 
and train staff to ensure the philosophy serves all children in 
the early learning program (or designate a program supervi- 
sor with this responsibility); 

(iv) Have knowledge of community resources available 
to families, including resources for children with special 
needs and be able to share these resources with families; and 

(v) Oversee professional development plans for early 
learning program staff including, but not limited to: 

(A) Providing support to staff for creating and maintain- 
ing staff records; 

(B) Setting educational goals with staff and locating or 
coordinating state-approved training opportunities for staff; 
and 

(C) Observing and mentoring staff. 

(4) Center program supervisors plan the early learning 
program services under the oversight of a center director or 
assistant director. 

(a) A program supervisor must meet the following qual- 
ifications: 

(1) Be at least eighteen years old; 

(11) Have an ECE state certificate or equivalent within 
five years of the date this section becomes effective or from 
the time of hire or promotion, if a director or assistant director 
does not have an ECE state certificate or equivalent as 
required by this section; 

(iii) Have two years of experience as a teacher of chil- 
dren in any age group enrolled in any early learning program; 

(iv) Complete the applicable preservice requirements, 
pursuant to WAC 110-300-0105; and 

(v) Have their continued professional development prog- 
ress documented annually. 

(b) A program supervisor performs the following duties: 

(1) Guide the planning of curriculum philosophy, imple- 
mentation, and environmental design of the early learning 
program; 

(11) Comply with foundational quality standards; 

(111) Act as a teacher or director as long as it does not 
interfere with the program supervisor's primary responsibili- 
ties; and 

(iv) Manage the professional development plans and 
requirements for staff as needed. 

(c) One person may be the center director, assistant 
director, and the program supervisor when qualified for all 
positions, provided that all requirements of subsection (3)(a) 
and (b) of this section are met. 

(5) Any individual hired or promoted into a position 
detailed in subsections (2), (3), and (4) of this section who 
does not have an ECE state certificate or equivalent as 
required under subsections (3)(a)(ii), (b)(ii), and (4)(a)(ii) of 
this section must instead meet the following requirement as 
approved and verified in the electronic workforce registry by 
the department: 
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Then the director, assistant direc- 
tor, or program supervisor must 
have completed at least this num- 
ber of college quarter credits in 
early childhood education core 


If a center is licensed 
for this number of 


children: competencies: 
(a) 12 or fewer 10 
(b) 13 to 24 25 
(c) 25 or more 45 


(6) Lead teachers are responsible for implementing the 
center or family home early learning program. Lead teachers 
develop and provide a nurturing and responsive learning 
environment that meets the needs of enrolled children. 

(a) A lead teacher must meet the following qualifica- 
tions: 

(i) Be at least eighteen years old; 

(ii) Have a high school diploma or equivalent; and 

(111) Complete the applicable preservice requirements, 
pursuant to WAC 110-300-0105. 

(b) A center lead teacher must meet the following 
requirements: 

(i) Have an ECE initial certificate or equivalent as 
approved and verified in the electronic workforce registry by 
the department within five years of the date this section 
becomes effective, or five years from being employed or pro- 
moted into this position at any licensed early learning pro- 
gram, 

(11) Progress towards an ECE short certificate or equiva- 
lent. A center lead teacher hired after this chapter becomes 
effective must have an ECE short certificate within two years 
of receiving an ECE initial certificate, or seven years from 
being employed or promoted into this position at any licensed 
early learning program; and 

(111) Have their professional development progress docu- 
mented annually. 

(c) A family home lead teacher must meet the following 
requirements: 

(1) Have an ECE initial certificate or equivalent as 
approved and verified in the electronic workforce registry by 
the department within five years of the date this section 
becomes effective, or from being employed or promoted into 
this position at any licensed early learning program; 

(ii) Prior to being in charge of their early learning pro- 
gram fifty percent or more of the time, a family home lead 
teacher must meet the qualifications of the family home 
licensee and complete or be registered in orientation training 
required in WAC 110-300-0105(1); and 

(111) Have their professional development progress docu- 
mented annually. 

(7) Assistant teachers help a lead teacher or licensee 
provide instructional support to children and implement 
developmentally appropriate programs in center or family 
home early learning programs. 

(a) An assistant teacher must meet the following qualifi- 
cations: 

(i) Be at least eighteen years old; 

(ii) Have a high school diploma or equivalent; and 
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(111) Have a minimum of an ECE initial certificate or 
equivalent as approved and verified in the electronic work- 
force registry by the department within five years of the date 
this section becomes effective, or from being employed or 
promoted to this position at any licensed early learning pro- 
gram, 

(iv) Complete the applicable preservice requirements, 
pursuant to WAC 110-300-0105; and 

(v) Have their professional development progress docu- 
mented annually. 

(b) Assistant teachers may work alone with children with 
regular, scheduled, and documented oversight and on-the-job 
classroom training from the classroom's assigned lead 
teacher who is primarily responsible for the care of the same 
group of children for the majority of their day. 

(c) For continuity of care, assistant teachers can act as a 
substitute lead teacher up to two weeks. If longer than two 
weeks, the provider must notify the department with a plan to 
manage the classroom. 

(8) Aides provide classroom support to an assistant 
teacher, lead teacher, program supervisor, center director, 
assistant director, or family home licensee. Aides must meet 
the following qualifications: 

(a) Be at least fourteen years old; 

(b) Have a high school diploma or equivalent, or be cur- 
rently enrolled in high school or an equivalent education pro- 
gram; 

(c) Complete the applicable preservice requirements, 
pursuant to WAC 110-300-0105; 

(d) Have their professional development progress docu- 
mented annually; and 

(e) Aides may be counted in the staff-to-child ratio if 
they are working under the continuous oversight of a lead 
teacher, program supervisor, center director, assistant direc- 
tor, assistant teacher, or family home licensee. 

(i) Aides working nineteen or fewer hours per month ((er 
less-ean-count)) can be counted towards staff-to-child ratio 
with applicable preservice requirements pursuant to WAC 
110-300-0105 ((and)) but without in-service training require- 
ments pursuant to WAC 110-300-0107 (1)(a). 

(11) Aides who work ((twenty-heurs-er)) more than nine- 
teen hours per month ((with)) and who have a cumulative 
twelve months of employment must complete applicable pre- 
service requirements ((pursuantte)) detailed in WAC 110- 
300-0105 and the in-service training ((pursuantto)) detailed 
in WAC 110-300-0107 (1)(a). 

(9) Other personnel who do not directly care for chil- 
dren and are not listed in subsections (1) through (8) of this 
section must meet the following qualifications: 

(a) Complete and pass a background check, pursuant to 
chapter 110-06 WAC; 

(b) Have a negative TB test, pursuant to WAC 110-300- 
0105; and 

(c) Complete program based staff policies and training, 
pursuant to WAC 110-300-0110. 

(10) Volunteers help at early learning programs. Volun- 
teers must meet the following qualifications: 

(a) Be at least fourteen years old (volunteers must have 
written permission to volunteer from their parent or guardian 
if they are under eighteen years old); 
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(b) Work under the continuous oversight of a lead 
teacher, program supervisor, center director, assistant direc- 
tor, assistant teacher, or family home licensee; 

(c) Regular, ongoing volunteers may count in staff-to- 
child ratio if they: 

(1) Complete and pass a background check, pursuant to 
chapter 110-06 WAC; 

(11) Complete a TB test, pursuant to WAC 110-300- 
0105; 

(111) Complete the training requirements, pursuant to 
WAC 110-300-0106; 

(iv) Complete program based staff policies and training, 
pursuant to WAC 110-300-0110; and 

(v) Have their professional development progress docu- 
mented annually. 

(d) Occasional volunteers must comply with (a) and (b) 
of this subsection and cannot count in staff-to-child ratio. 
Occasional volunteers may include, but are not limited to, a 
parent or guardian helping on a field trip, special guest pre- 
senters, or a parent or guardian, family member, or commu- 
nity member helping with a cultural celebration. 


AMENDATORY SECTION (Amending WSR 18-15-001, 
filed 7/5/18, effective 7/5/18) 


WAC 110-300-0106 Training requirements. (1) Early 
learning providers licensed, working, or volunteering in an 
early learning program before the date this section becomes 
effective must complete the applicable training requirements 
of this section within three months of the date this section 
becomes effective unless otherwise indicated. State or federal 
rules may require health and safety training described under 
this chapter to be renewed annually. Early learning providers 
hired after the date this section becomes effective must com- 
plete the training requirements of subsections (4) through 
(10) of this section within three months of the date of hire and 
prior to working in an unsupervised capacity with children. 

(2) License applicants and early learning providers must 
register with the electronic workforce registry prior to being 
granted an initial license or working with children in an unsu- 
pervised capacity. 

(3) License applicants, center directors, assistant direc- 
tors, program supervisors, lead teachers, assistant teachers, 
and aides must complete the child care basics training as 
approved or offered by the department: 

(a) Prior to being granted a license; 

(b) Prior to working unsupervised with children; or 

(c) Within three months of the date this section becomes 
effective if already employed or being promoted to a new 
role. 

(4) Early learning providers must complete the recogniz- 
ing and reporting suspected child abuse, neglect, and 
exploitation training as approved or offered by the depart- 
ment according to subsection (1) of this section. Training 
must include the prevention of child abuse and neglect as 
defined in RCW 26.44.020 and mandatory reporting require- 
ments under RCW 26.44.030. 

(5) Early learning providers must complete the emer- 
gency preparedness training as approved or offered by the 
department (applicable to the early learning program where 
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they work or volunteer) according to subsection (1) of this 
section. 

(6) Early learning providers licensed to care for infants 
must complete the prevention and identifying shaken baby 
syndrome/abuse head trauma training as approved or offered 
by the department according to subsection (1) of this section. 

(7) Early learning providers must complete the serving 
children experiencing homelessness training as approved or 
offered by the department according to subsection (1) of this 
section. 

(8) License applicants and early learning providers 
licensed to care for infants must complete the safe sleep train- 
ing as approved or offered by the department. This training 
must be completed annually and: 

(a) Prior to being licensed; 

(b) Prior to caring for infants; or 


€49})) Family home licensees, center directors, assistant 
directors, program supervisors, and lead teachers must com- 
plete the medication management and administration training 
as approved or offered by the department prior to giving med- 
ication to an enrolled child, or as indicated in subsection (1) 
of this section. 

(€B) (10) Early learning providers who directly care 
for children must complete the prevention of exposure to 
blood and body fluids training that meets Washington state 
department of labor and industries' requirements prior to 
being granted a license or working with children. This train- 
ing must be repeated pursuant to Washington state depart- 
ment of labor and industries regulations. 

(€) C1) Family home licensees, center directors, 
assistant directors, program supervisors, lead teachers, assis- 
tant teachers, and any other early learning providers counted 
in staff-to-child ratio, or who could potentially be counted in 
ratio, must ((have-a-eurrent)) be trained in first-aid and car- 
diopulmonary resuscitation (CPR) ((eertifteation prierte 
ensure that atleast onestaff person withaeurrent first-aid 

¡CP P : ig ; child 
alltimes)). 

(a) Proof of training can be shown with a certification 
((maybe-a)) card, certificate, or instructor letter. 

(b) The first-aid and CPR training and certification must: 

(i) Be delivered in person and include a hands-on com- 
ponent for first aid and CPR demonstrated in front of an 
instructor certified by the American Red Cross, American 
Heart Association, American Safety and Health Institute, or 
other nationally recognized certification program; 

(ii) Include child and adult first-aid and CPR; and 

(iii) Infant first-aid and CPR, if applicable. 

(639) (02) Early learning providers who prepare or 
serve food to children at an early learning program must 
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obtain a current food worker card prior to preparing or serv- 
ing food. Food worker cards must: 

(a) Be obtained ((entne—er)) through the local health 
jurisdiction, in person or online; and 

(b) Be renewed prior to expiring. 


AMENDATORY SECTION (Amending WSR 18-15-001, 
filed 7/5/18, effective 7/5/18) 


WAC 110-300-0230 First-aid—CPR certification 
and supplies. (1) Family home licensees, center directors, 
assistant directors, program supervisors, lead teachers, assis- 
tant teachers, and any other early learning providers counted 
in staff-to-child ratio, or who could potentially be counted in 
ratio, must have a current pediatric and adult first-aid and 
CPR certificate, pursuant to WAC 110-300-0106(11). 

(2) An early learning provider must keep a complete 
first-aid kit in the licensed space, on any off-site trip, and in a 
vehicle used to transport children in care. A first-aid kit must: 

(a) Be stored in a location that is easily accessible to 
staff; 

(b) Be inaccessible to children; 

(c) Be separate from food or chemicals; 

(d) Be kept clean and sanitary; 

(e) Be stored in a manner that prevents contamination; 
and 

(f) Have sufficient supplies for the number of enrolled 
children and staff consistent with the early learning program's 
licensed capacity, or sufficient supplies for each room in the 
licensed space. 

((@))) (3) A first-aid kit must include: 

(a) Disposable nonporous protective nonlatex gloves; 

(b) Adhesive bandages of various sizes; 

(c) Small scissors; 

(d) Tweezers; 

(e) An elastic wrapping bandage; 

(f) Sterile gauze pads; 

(g) Ice packs; 

(h) A disposable or mercury free thermometer that uses 
disposable sleeves, or is cleaned and sanitized after each use; 

(i) A sling, or a large triangular bandage; 

(j) Adhesive tape; 

(k) A CPR barrier with a one-way valve or both an adult 
and pediatric CPR mask with a one-way valve; 

(1) A current first-aid manual; and 

(m) Hand sanitizer (for adult use only). 


AMENDATORY SECTION (Amending WSR 18-15-001, 
filed 7/5/18, effective 7/5/18) 


WAC 110-300-0480 Transportation and off-site 
activity policy. (1) An early learning provider must have and 
follow a transportation and off-site activity policy for per- 
sonal or public transportation service, or nonmotorized travel 
offered to children in care. 

(a) The transportation and off-site activity policy must 
include routine trips, which must not exceed two hours per 
day for any individual child. 

(b) Written parent or guardian authorization to transport 
the parent or guardian's child. The written authorization must 
be: 
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(i) A specific event, date, and anticipated travel time; 

(ii) A specific type of trip (for example, transporting to 
and from school, or transporting to and from a field trip); or 

(iii) A full range of trips a child may take while in the 
early learning provider's care. 

(c) Written notices to parents or guardians, to be given at 
least twenty-four hours before field trips are taken. 

(2) During travel to an off-site activity, an early learning 
provider must: 

(a) Have the health history, appropriate medication (if 
applicable), emergency information, and emergency medical 
authorization forms accessible for each child being trans- 
ported; 

(b) Have a phone to call for emergency help; 

(c) Have a complete first-aid kit; 

(d) Maintain the staff-to-child ratio, mixed groupings, 
and active supervision requirements; 

(e) Have ((atteast-ene-staff membercurrenthy certified 
##)) a current first aid and CPR ((supervise-children)) certifi- 
cation pursuant to WAC 110-300-0106(11); 

(f) Take attendance using a roll call or other method that 
assures all children are accounted for each time children 
begin and end travel to an off-site activity, and every time 
children enter and exit a vehicle; and 

(g) Never leave children unattended in the vehicle. 

(3) When an early learning provider supplies the vehicle 
to transport children in care, the program and provider must: 

(a) Follow chapter 46.61 RCW, Rules of the road, and 
other applicable laws regarding child restraints and car seats; 

(b) Assure that the number of passengers does not 
exceed the seating capacity of the vehicle; 

(c) Maintain the vehicle in good repair and safe operat- 
ing condition; 

(d) Maintain the vehicle temperature at a comfortable 
level to children; 

(e) Assure the vehicle has a current license and registra- 
tion as required by Washington state transportation laws; 

(f) Assure the vehicle has emergency reflective triangles 
or other devices to alert other drivers of an emergency; 

(g) Assure the driver has a valid driver's license for the 
type of vehicle being driven and a safe driving record for at 
least the last five years; 

(h) Prevent any driver with a known condition that 
would compromise driving, supervision, or evacuation capa- 
bilities from operating program vehicles; and 

(i) Have a current insurance policy that covers the driver, 
the vehicle, and all occupants. 
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PROPOSED RULES 
DEPARTMENT OF HEALTH 
[Filed April 1, 2020, 8:04 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 19- 
14-039. 

Title of Rule and Other Identifying Information: Chapter 
246-491 WAC, Certificates, and chapter 246-490 WAC, 
Vital statistics, the department of health (department) is pro- 
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posing new rules to chapter 246-491 WAC to include infor- 
mation that displays on certifications and informational cop- 
ies of birth and death records and establish requirements for 
requesting birth, death, marriage, and divorce records. The 
department is proposing amending WAC 246-491-990 to cre- 
ate new fees for expediting requests for certifications and 
informational copies. The department is also proposing 
amending chapters 246-490 and 246-491 WAC to make tech- 
nical updates and repeal obsolete sections of rule. 

Hearing Location(s): On May 7, 2020, at 10:00 a.m. In 
response to the coronavirus disease 2019 (COVID-19) public 
health emergency, the department of health will not provide a 
physical location for this hearing to promote social distancing 
and the safety of the citizens of Washington state. A virtual 
public hearing, without a physical meeting space, will be held 
instead. 

Registration URL  https://attendee.gotowebinar.com/ 
register/678487041199993868, Webinar ID 286-887-539. 

Participants can use their telephone or computer mic & 
speakers (VoIP). 

United States: 1 (213) 929-4221. 

United States Toll Free: 1 877 309 2074. 

Date of Intended Adoption: May 14, 2020. 

Submit Written Comments to: Contact Katitza Holthaus, 
Department of Health, Center for Health Statistics, P.O. Box 
47814, Olympia, WA 98504, email https://fortress.wa.gov/ 
doh/policyreview, by May 7, 2020. 

Assistance for Persons with Disabilities: Katitza Holthaus, 
phone 360-236-4311, TTY 711, email katitza.holthaus@doh. 
wa.gov, by April 30, 2020. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: The proposed rule 
prescribes the information displayed on certifications and 
informational copies of birth and death records, including 
delayed births and fetal deaths. The proposed rule also estab- 
lishes a formalized procedure with required documentation, 
adopts fees associated with the issuance of certifications and 
informational copies, makes technical updates, and repeals 
several obsolete sections of rule. 

Reasons Supporting Proposal: In 2019, the Washington 
state legislature passed ESSB 5332 (chapter 148, Laws of 
2019), enacting chapter 70.58A RCW and replacing chapter 
70.58 RCW. The statute governs vital records. The statute 
requires the department to adopt rules necessary to carry out 
the responsibilities of the law. 

Statutory Authority for Adoption: ESSB 5332 (chapter 
148, Laws of 2019), enacting chapter 70.58A RCW. 

Statute Being Implemented: Chapter 70.58A RCW. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: Department of health, governmen- 
tal. 


Name of Agency Personnel Responsible for Drafting: 
Katitza Holthaus, 101 Israel Road S.E., Tumwater, WA 
98501, 360-236-4311; Implementation: Anneke Jansen, 101 
Israel Road S.E., Tumwater, WA 98501, 360-236-4330; and 
Enforcement: Jean Remsbecker, 101 Israel Road S.E., Tum- 
water, WA 98501, 360-236-4307. 
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A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 
34.05.328. By definition under RCW 34.05.328 (5)(c)(111) the 
proposed rule does not qualify as a significant rule. The pro- 
posed rule prescribes the information displayed on certifica- 
tions and informational copies of birth and death records, 
makes technical updates, and repeals several obsolete sec- 
tions of rule. In addition, WAC 246-491-990 is exempt under 
RCW 34.05.328 (5)(b)(vi). The procedure for requesting a 
certification or informational copy of birth or death record is 
exempt under RCW 34.05.328 (5)(c)(i). 

This rule proposal, or portions of the proposal, is exempt 
from requirements of the Regulatory Fairness Act because 
the proposal: 

Is exempt under RCW 19.85.025(3) as the rules only 
correct typographical errors, make address or name 
changes, or clarify language of a rule without chang- 
ing its effect; rule content is explicitly and specifi- 
cally dictated by statute; and rules set or adjust fees 
under the authority of RCW 19.02.075 or that set or 
adjust fees or rates pursuant to legislative standards, 
including fees set or adjusted under the authority of 
RCW 19.80.045. 

Explanation of exemptions: The proposed rules do not 
impact businesses. The proposed rule prescribes the informa- 
tion displayed on certifications and informational copies of 
birth and death records, makes technical updates, and repeals 
several obsolete sections of rule. WAC 246-491-990 is 
exempt under RCW 34.05.310 (4)(f). The procedure for 
requesting a certification or informational copy of birth or 
death record is exempt under RCW 34.05.310 (4)(e). 


March 31, 2020 

Jessica Todorovich 

Chief of Staff 

for John Wiesman, DrPH, MPH 
Secretary 


AMENDATORY SECTION (Amending WSR 19-02-087, 
filed 1/2/19, effective 1/2/19) 


WAC 246-490-305 Establishing parentage with a 
voluntary acknowledgment of parentage or denial of par- 
entage. (1) The individual who gave birth and an alleged 
genetic parent, an intended parent through assisted reproduc- 
tion, or a presumed parent may use an acknowledgment of 
parentage that complies with RCW 26.26A.200 through 
26.26A.265 to establish parentage. When the completed 
acknowledgment of parentage form is filed with the depart- 
ment and a denial of parentage is not required, the parent's 
name will be added to the child's birth record. 

(2) Ifa presumed parent or an alleged genetic parent will 
not be the parent listed on the child's birth record, the pre- 
sumed parent or an alleged genetic parent may sign a denial 
of parentage that complies with RCW 26.26A.200 through 
26.26A.265. If the presumed parent or an alleged genetic par- 
ent does not sign a denial of parentage, the department shall 
require a court ordered establishment of parentage to change 
the birth record. Submission of the court order to the depart- 


Proposed [ 184 ] 


Washington State Register, Issue 20-08 


ment must comply with the requirements of WAC 246-490- 
310. 


(a) The acknowledgment of parentage and denial of par- 
entage forms are considered completed when both forms are 
filed with the department. 


(b) After both forms are filed, the department will 
change the child's birth record in accordance with the forms. 
The individual seeking to establish parentage will be listed as 
a parent. 


(3) An individual who signed an acknowledgment of 
parentage or denial of parentage form may file a rescission of 
parentage form on or before sixty days from the time the 
acknowledgment or denial of parentage forms were filed with 
the department or the date of the first court proceeding relat- 
ing to parentage of the child, whichever occurs first. Once a 
complete rescission that meets the time requirements has 
been filed with the department, the department will: 


(a) Notify the individuals who signed an acknowledg- 
ment of parentage or denial of parentage form in writing to 
the individuals' address listed on the acknowledgment of par- 
entage or denial of parentage form that a rescission was filed 
with the department. Failure to give the notice does not affect 
the validity of the rescission; and 


(b) Change the child's record to the prior record informa- 
tion before the acknowledgment or denial of parentage form 
was filed. 


(4) After a rescission is filed as described in subsection 
(3) of this section, a new acknowledgment of parentage form 
may be filed with the department. 


(5) After sixty days, a challenge of parentage requires a 
court proceeding, consistent with chapter 26.26A RCW. 


(6) For the purpose of this section, "witnessed" has the 
same meaning as RCW 26.26A.010. A person signing the 
witnessed statement must be at least eighteen years of age 
and not related by blood or marriage to the individuals who 
sign an acknowledgment of parentage, denial of parentage, or 
rescission of parentage form. 


(7) An acknowledgment of parentage, denial of parent- 
age, or rescission of parentage form must be completed, 
signed, witnessed or notarized, and submitted to the depart- 
ment with the applicable fee required by WAC 246-491-990. 
Incomplete forms will not be filed and will be returned. 


(8) To receive a certification of birth ((eertifteate)) 
reflecting the change, a ((sertifteate)) certification order form 
must be sent to the department along with the applicable fees 
required by RCW ((40.58107)) 70.58A.560 and WAC 246- 
491-990. 


REPEALER 


The following sections of the Washington Administra- 
tive Code are repealed: 


WAC 246-490-055 Obtaining a birth certificate. 


WAC 246-490-065 Notification when the record is not 
found. 


Washington State Register, Issue 20-08 


AMENDATORY SECTION (Amending WSR 02-20-092, 
filed 10/1/02, effective 11/1/02) 


WAC 246-491-010 Definitions. The definitions in this 
section apply throughout this chapter unless the context 
clearly requires otherwise: 

(1) "Authorized representative" means a person permit- 
ted to receive a certification who is: 

(a) Identified in a notarized statement signed by a quali- 
fied applicant; or 

(b) An agency identified in a power of attorney as 
defined in chapter 11.125 RCW. 

(2) "Board" means the state board of health. 

(€) (3) "Certification" means the document, in either 
paper or electronic format, containing all or part of the infor- 
mation contained in the original vital records from which the 
document is derived, and is issued from the central vital 
records system. A certification includes an attestation by the 
state or local registrar to the accuracy of information, and has 
the full force and effect of the original vital record. 

(4) "Department" means the department of health. 

5) "Informational copy" means a birth or death record 
issued from the central vital records system, containing all or 


part of the information contained in the original vital record 
from which the document is derived, and indicating it cannot 


be used for legal purposes on its face. 
(6) "Legal guardian" means a person who serves as a 
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court((; )) with jurisdiction over the department or as specified 
in subsection (2) of this section. 


e A ae canines a aon a a NORE 


Gy Airean reto benide 46 Us dAn on 
form-provided bythe department. 


mustbe-the-same-persen- 


te) Proofefidentity Sekis 

)A-current decument issued bya federal or state gov 
ernmentiwith the individual's name date-of birth phete- 
graph, signature, and _physieal deseription.)) The individual 
who is the subject of a birth record may request the confiden- 

tial information as described in (c) of this subsection related 
to their own birth record if they comply with the following 
requirements: 

(a) An individual must submit a request to the depart- 
ment on the required form and provide proper identity docu- 
mentation as described in (b) of this subsection. 

(b) Any person requesting confidential information con- 
tained in their own birth record must provide the department 
with valid proof of identity. For the purpose of this section, 


efidentity-as-speet 


guardian for the purpose of either legal or custodial matters, 


or both, relating to the person for whom the guardian is 
appointed. The term legal guardian includes, but is not lim- 
ited to, guardians appointed pursuant to chapters 11.88 and 
13.36 RCW. 

(7) "Legal representative" means a licensed attorney rep- 
resenting either the subject of the record or qualified appli- 
cant. 

(8) "Qualified applicant" means a person who is eligible 
to receive a certification of a vital record based on the stan- 
dards established by chapter 70.58A RCW and this chapter. 

(9) "Report" means an electronic or paper document con- 
taining information related to a vital life event for the purpose 
of registering the vital life event. 

(10) "Vital life event" means a birth, death, fetal death, 
marriage, dissolution of marriage, dissolution of domestic 
partnership, declaration of invalidity of marriage, declaration 
of invalidity of domestic partnership, and legal separation. 

(11) "Vital record" or "record" means a report of a vital 
life event that has been registered and supporting documenta- 
tion. 

(12) "Vital records system" means the statewide system 


created, operated, and maintained by the department. 


AMENDATORY SECTION (Amending WSR 10-10-041, 
filed 4/27/10, effective 5/28/10) 


WAC 246-491-039 Obtaining confidential informa- 
tion on ((state-ef-Washinetentive)) birth and fetal death 
((eertifientes-nder-ehapter70.58-REM)) records. (1) The 
confidential sections of ((the-certifieate-oHHive)) birth and 
((the-certifieate-of)) fetal death ((ate-netsubjectte—puble 
inspection and may_not be inchided on certified copies-of the 
reserd)) records shall not be released except upon order of a 


proof of identity means: 

(i) A current and valid government issued identification 
that contains a photograph. 

(ii) A legal record documenting any name change, if 
needed, to verify that the individual and the subject of the 
birth ((certifieate)) record are the same person. 

(111) If the individual making the request is not applying 
in person, a notarized signature of the individual making the 
request must be included with the proof of identity. 

(E) (c) The department shall, upon receipt of a request 
((s#t+eempHanee)) that complies with (a) ((threvghe))) and 


(b) of this subsection to the satisfaction of the state registrar, 
provide ((te)) the individual with only the following items, 
((as)) if available, from their birth ((eertifieate)) record: 

(1) Newborn medical record number; 

(ii) Birth weight; 

(iii) Infant head circumference; 

(iv) Obstetric estimate of gestation; 

(v) Apgar scores; 

(vi) Infant transferred within twenty-four hours of deliv- 
ery; 

(vii) Abnormal conditions of the newborn; and 

(viii) Congenital anomalies of the newborn. 


AMENDATORY SECTION (Amending WSR 14-04-092, 
filed 2/4/14, effective 3/7/14) 


WAC 246-491-149 Information collected on the legal 
or public section of ((eertifieates:-modifiestionsto—the 


hide tedio id repent tees) ) 
vital records. ((G)-Effecttve January +, 2003,)) The depart- 
usethe 2003 +evisentons_of the United States 


ment shall (( 


[ 185 ] Proposed 


WSR 20-08-126 


2) Effective January 1,2004 the department shallise 
the 2003 standard form for death- 


GB) Effective Januaryt 1992 the department shall use 
the 1988 +evisiens-_of the United States-standard forms for 


-These fons ae develoned “by the United Siles 
Department of Health and Human Services, National Center 
for Health Statisties-Copies-_of these forms maybe obtained 
by contacting the departments center for vital statistics, 


(>) -Fable—4 identifies the -modifications tothe United 
States-standard form for fetal death. 

to) Fable 5identifies the modifications tothe United 
States-standard form for death. 
standard form for marriage: 


te) Table identifies modifications tothe United States 
standard form for certificate of divorce, dissehitien_ofimar- 


RCW-26.60-100 shall include the legal date of marriage of 


the-parties—Fhe legal date-of marriage is-_ defined +n RCW 
26-60100(+4}as the -dateofthe orisinal state registered 
demestic_partnership)) collect the following items on the 


legal or public section of reports for registration into the 
statewide vital records system in accordance with chapter 


70.58A RCW and this section. 


((E-S-SFANDARD-CERTIFICATE)) REPORT OF LIVE BIRTH 
Table 3: 
Legal or Public Birth ((Certifieate)) Record Items 


Difference from 


((Hem- U.S. Standard, 
Number)) Item Name if any 
((4)) Child's name 
((2)) Child's date of birth 
((3)) Time of birth 
((4)) Type of birthplace Add "En route," 
Add "Planned 
birthplace if 
different" 
(5) Child's sex 


Proposed 


[186 ] 


((Hem- 
Number)) 


((6)) 
(2) 


((8)) 
(0) 


(+0) 
(GÐ) 
(623) 


(E3) 


(G9) 


((462)) 


((+6b)) 


((46¢e)) 
((464)) 


((46¢e)) 


(G65) 


(+68) 


(GÐ) 
(8) 


(49) 


(85) 
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Item Name 
Name of facility 
City, town or location of 
birth 
County of birth 
((Mother's)) Mother/Par- 
ent's name before first 
marriage 
((Mother's)) Mother/Par- 
ent's date of birth 
((Mother's)) Mother/Par- 
ent's birthplace 
((Mother's)) Mother/Par- 
ent's Social Security 
number 
((Mother's)) Mother/Par- 
ent's current legal last 
name 
Social Security number 
requested for child? 
((Mother's)) Mother/Par- 
ent's residence - Number, 
street, and Apt. No. 
((Mother's)) Mother/Par- 
ent's residence - City or 
town 
((Mether's)) Mother/Par- 
ent's residence - County 
Tribal reservation name 
(if applicable) 
((Mother's)) Mother/Par- 
ent's residence - State or 
foreign country 
((Mother's)) Mother/Par- 
ent's residence - Zip code 
+4 
((Mother's)) Mother/Par- 
ent's residence - Inside 
city limits? 
Telephone number 
How long at current resi- 
dence? 
((Mether's)) Mother/Par- 
ent's mailing address, if 
different 
((Father's)) Father/Par- 
ent's current legal name 


Difference from 
U.S. Standard, 
if any 


Added 


Added 
Added 


Item Name 


((Father's)) Father/Par- 
ent's date of birth 


((Father's)) Father/Par- 
ent's birthplace 


((Father's)) Father/Par- 
ent's Social Security 
number 


Certifier name and title 


Date certified 


Attendant name and title 


NPI of person delivering 
the baby 


Date filed by registrar 
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Difference from 
U.S. Standard, 
if any 


Delete check 
boxes 


Delete check 
boxes 


Deleted)) 


((G-S-SEFANDARD)) REPORT OF FETAL DEATH 


Table 4: 


Legal or Public Fetal Death ((Certifieate)) Record Items 


(Hen 
Number)) 
(4) 
(2) 
(6) 
(4) 
(5) 


((6)) 
(7) 
((8)) 


(6) 
((49)) 
(GÐ) 
(ED) 


(E) 


Item Name 
Name of fetus 
Sex 
Date of delivery 
Time of delivery 


Type of birthplace 


Name of facility 
Facility ID (NPI) 

City, town or location of 
birth 

Zip code of delivery 
County of birth 


((Mother's)) Mother/Par- 


ent's name before first 
marriage 


((Mether's)) Mother/Par- 


ent's date of birth 


((Mother's)) Mother/Par- 


ent's current legal last 
name 


Difference from 
U.S. Standard, 
if any 


Add "En route," 
Add "Planned 
birthplace if 
different" 
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((Hem- 
Number)) 


(44) 


(45a) 


(45) 


((45¢e)) 
(454) 


((45e)) 


(595) 


((458)) 


(46) 
(GÐ) 
(48) 
(49) 
((29)) 


(Ð) 
(02) 


(83) 


(04) 
(85) 
((26)) 
(27) 


((28)) 


(CH) 


Item Name 
((Mether's)) Mother/Par- 
ent's birthplace 


((Mether's)) Mother/Par- 
ent's residence - Number, 
street, and Apt. No. 


((Mother's)) Mother/Par- 
ent's residence - City or 
town 

((Mother's)) Mother/Par- 
ent's residence - County 
Tribal reservation name 
(if applicable) 
((Mother's)) Mother/Par- 
ent's residence - State or 
foreign country 


((Mother's)) Mother/Par- 
ent's residence - Zip code 
+4 


((Mother's)) Mother/Par- 
ent's residence - Inside 
city limits? 

How long at current resi- 
dence? 

((Father's)) Father/Par- 
ent's current legal name 
((Father's)) Father/Par- 
ent's date of birth 
((Father's)) Father/Par- 
ent's birthplace 

Name and title of person 
completing the report 
Date report completed 
Attendant name and title 


NPI of person delivering 
the baby 


Method of disposition 
Date of disposition 
Place of disposition 


Location of disposition - 
City/town and state 
Name and complete 
address of funeral facil- 
ity 

Funeral director signa- 
ture 


WSR 20-08-126 


Difference from 
U.S. Standard, 


if any 


Added 


Added 


Delete check 
boxes 


Added 
Added 


Added 


Added 
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((Hem- 

Number)) Item Name 

((39)) Initiating cause/condi- 
tion (cause of death) 

((34)) Other significant causes 
or conditions 

((32)) Estimated time of fetal 
death 

((33)) Was an autopsy per- 
formed? 

((34)) Was a histological pla- 
cental examination per- 
formed? 

((35)) Were autopsy or histo- 
logical placental exam- 
ination results used in 
determining the cause of 
death? 

((36)) Registrar signature 

((37)) Date received 
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Difference from 
U.S. Standard, 
if any 


Added 


((G-S-STANDARD-CERTFIFICATE)) REPORT OF DEATH 


Table 5: 


Death ((Certifieate)) Record Items 


(Hene 
Number)) Item Name 
((4)) Legal name (include 
a.k.a. if any) 
((2)) Death date 
((3)) Sex 
((4a)) Age - Years 
((4b)) Age - Under 1 year 
((4e)) Age - Under 1 day 
(5) Social Security number 
((6)) County of death 
(E) Birth date 
((8a)) Birth place - City, town 
or county 
((8b)) Birth place - State or for- 
eign country 
((9)) Decedent's education 
((48)) Decedent's Hispanic ori- 


gin 


Proposed 


Difference from 
U.S. Standard, 
if any 


Add "X" as 
nonbinary option 


Add "Specify": 
next to box for 
"8th Grade or 
less" 
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((Hem- 
Number)) 


(GÐ) 
(62) 


((3a)) 


(430) 
(430) 
(434) 


(438) 


(895) 
(438) 
(44) 


(65) 


(46) 
(GÐ) 
(48) 


(49) 
((29)) 
(Ð) 
(02) 


(83) 
(4) 
((25)) 


((26a)) 


((266)) 
(CJ) 
(C8) 
(CH) 


(68) 


Difference from 

U.S. Standard, 
Item Name if any 
Decedent's race 


Was decedent ever in 
U.S. Armed Forces? 


Residence - Number and 
street 


Residence - City or town 
Residence - County 


Tribal reservation name Added 


(if applicable) 
Residence - State or for- 
eign country 

Residence - Zip code 
Inside city limits? 
Estimated length of time 
at residence 


Added 


Marital status at time of 
death 


Surviving spouse's name 
Occupation 

Kind of business/indus- 
try 

((Father's)) Father/Par- 
ent's name 


((Mother's)) Mother/Par- 
ent's name before first 
marriage 

Informant - Name 


Informant - Relationship 
to decedent 


Informant - Address 
Place of death 


Facility name (if not a 
facility, give number and 
street) 


City, town, or location of 
death 


State of death 
Zip code of death 
Method of disposition 


Place of disposition 
(name of cemetery, cre- 
matory, other place) 
Disposition - City/town, 
and state 


((Hem- 
Number)) 


(GÐ) 
((32)) 
((33)) 
((34)) 


(865) 


((36)) 
(67) 


((38)) 
(869) 
((49)) 


((44)) 
((42)) 
((43)) 
((44)) 
((45)) 


((46)) 


(49) 
((48a)) 


((48b)) 
((49)) 
((59)) 
((54)) 


((52)) 
((53)) 
((54)) 


(85) 


Item Name 


Name and complete 
address of funeral facil- 


ity 
Date of disposition 


Funeral director signa- 
ture 


Causes of death and 
intervals between onset 
and death 


Other significant condi- 
tions contributing to 
death 


Autopsy? 
Were autopsy findings 


available to complete the 
cause of death? 


Manner of death 
Pregnancy status 


Did tobacco use contrib- 
ute to death? 


Date of injury 
Hour of injury 
Place of injury 
Injury at work? 


Injury location - Street, 
city, county, state, zip 


Describe how injury 
occurred 

Transport injury type 
Certifying physician sig- 
nature 


Medical examiner/coro- 
ner signature 


Name and address of cer- 
tifier 


Hour of death 

Name and title of attend- 
ing physician if other 
than certifier 

Date certified 

Title of certifier 


License number of certi- 
fier 


ME/coroner file number 


Washington State Register, Issue 20-08 


Difference from 


WSR 20-08-126 


Difference from 


U.S. Standard, ((Hem- U.S. Standard, 
if any Number )) Item Name if any 
((56)) Was case referred to 
medical examiner? 
(52) County registrar signa- Added 
Added ture 
(63) County date received Added 
(69) Record amendment Added 
((— License numberof Deleted 
funeral director 
— Date-preneunced dead Deleted 
— Fimepronounceddead Deleted 
— Stenature-of person pre- Deleted 
nouncing death 
— License numberefper Deleted 
sen-proneunciie death 
— Date person pronouncing: Deleted)) 
death signed 
(GES-STANDARD LICENSE AND CERTIFICATE)) REPORT OF 
MARRIAGE 
Table 6: 
((Certifieate)) Certification of Marriage 
Difference from 
(Hem U.S. Standard, 
Number)) Item Name if any 
County Added Certificate name Modified 
((4)) County of license Added 
((2)) Date valid 
((3)) Not valid after (date) 
((4)) County auditor signature 
(5) Date received (by county 
auditor) 
((6a)) Person A - Added 
Bride/groom/spouse 
((6b)) Legal name before mar- Modified 
riage 
((68)) Birth name, if different Added 
Added ((64)) Sex ((Malelfemale)) Added 
((6e)) Current residence (street, 
city/town) 
((6£)) County of residence 
((68)) State of residence 
((6h)) Date of birth 
Added ((61)) Birth state (if not USA, 
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provide country) 


Proposed 
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((Hem- 
Number)) 


(6) 


((6k)) 


((6Đ) 


((6m)) 


(Ea) 
((7)) 


(Ge) 
((74)) 
(Fe) 


(C) 
(Ga) 
(7) 
(A) 


(5) 


(7) 


(5) 


(Ga) 


((8)) 
(©) 
((49)) 
(GÐ) 


(42) 
(63) 


(44) 


Proposed 


Item Name 
((Mother/parent)) 
Mother/Parent's birth 
name 
((Father/parent)) 
Father/Parent's birth 
name 
((Mother/parent)) 
Mother/Parent's birth 
state (or country) 
((Father/parent)) 
Father/Parent's birth 
state (or country) 
Person B - 
Bride/groom/spouse 
Legal name before mar- 
riage 
Birth name, if different 
Sex ((-MaleHematle)) 
Current residence (street, 
city/town) 

County of residence 
State of residence 

Date of birth 

Birth state (if not USA, 
provide country) 
((Mother/parent)) 
Mother/Parent's birth 
name 


((Father/parent)) 
Father/Parent's birth 


name 


((Mother/parent)) 


Mother/Parent's birth 
state (or country) 


((Father/parent)) 
Father/Parent's birth 


state (or country) 
Date of marriage 
County of ceremony 
Type of ceremony 


Date signed (by offici- 
ant) 


Officiant's address 


Officiant's daytime 
phone 


Officiant's name 


Washington State Register, Issue 20-08 


Difference from 
U.S. Standard, 


if any 
Modified 


Modified 


Modified 


Modified 


Added 


Modified 
Added 


Modified 


Modified 


Modified 


Modified 


Added 
Added 


Added 
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((Hem- 
Number)) 


((45)) 
(46) 
(GÐ) 
(48) 
(49) 


(08) 
(Ð) 


(02) 


(83) 
(4) 


(85) 
((26)) 


(27) 


(28) 


(CH) 


Item Name 
Officiant's signature 
Witness signature 
Witness signature 
Person A signature 
Date signed (by person 
A) 

Person B signature 
Date signed (by person 
B) 

Person A - Social Secu- 
rity number 

Person A - Name 


Person B - Social Secu- 
rity number 


Person B - Name 


Person A signature - 
Declaration in absence 
ofa Social Security num- 
ber 


Person A date - Declara- 
tion in absence of a 
Social Security number 


Person B signature - 
Declaration in absence 
ofa Social Security num- 
ber 


Person B date - Declara- 
tion in absence of a 
Social Security number 
(((Groonrs} age tast- 
birthday 


Difference from 
U.S. Standard, 
if any 


Modified 
Added 


Modified 
Added 


Added 


Added 
Added 


Added 
Added 


Added 


Added 


Added 


Deleted)) 
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(GS-SFANDARD- CERFIFICATFE)) REPORT OF DIVORCE, DISSO- 
LUTION OF MARRIAGE, OR ANNULMENT 


Table 7: 


Certification of Dissolution, Declaration of Invalidity of 


(Hen 
Number)) 


(5) 
(8) 
(G) 
((4)) 


(6) 


((6a)) 
((6b)) 
((6e)) 
(6) 


((6e)) 
((6£)) 
((6g)) 
((6h)) 
(Ga) 
((7)) 
(Ge) 
(78) 


(Fe) 
(C9) 
(Ga) 
(7) 
(8) 


(0) 
((48)) 
(GÐ) 


(E3) 
(E3) 


(G9) 


Marriage, or Legal Separation 


Difference from 
U.S. Standard, 
if any 
Modified 
Added 


Item Name 
Certificate name 
Court file number 
Type of decree 
Date of decree 


County where decree 
filed 


Signature of superior 
court clerk 


Added 
Added 


Spouse A - Name 
Birth name, if different 
Date of birth 


Place of birth (state or 
country) 

Residence - Street Added 
Residence - City 

Residence - County 

Residence - State 

Added 


Modify 


Spouse B - Name 
Birth name, if different 
Date of birth 


Place of birth (state or 
country) 

Residence - Street Added 
Residence - City 

Residence - County 

Residence - State 


Place of marriage - 
County 


Place of marriage - State 
Date of marriage 


Number of children born Added 


alive of this marriage 
Petitioner 


Name of petitioner's 
attorney or pro se 


Petitioner's attorney's 
address 
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((Hem- 
Number)) 


(65) 
(46) 


WSR 20-08-126 


Difference from 
U.S. Standard, 


Item Name if any 
Spouse A Social Secu- Added 
rity number 
Spouse B Social Security Added 
number 
((Datetdeeree) recorded Deleted 
Number of children Deleted 
andert8-whese-physteat 
eustedyovas- awarded te- 
other) 

Number ofehildren- Deleted 
under 18 in household 

Fitle-ofeourt Deleted 
Tileot cemi g Deleted 
etal 

I fyi ficial Deleted 
signed 

Date-couplelastresided- Deleted 
in-sameHheousehold 

Confidentialitems Deleted)) 


Table 8: 


Certification of Dissolution of Washington State 


(Hem 
Number)) 


(5) 
(2) 
(G) 
((4)) 
(Ga) 
(6b)) 
((6)) 
(7) 
((8)) 
(0) 
(+0) 
(GÐ) 
(E3) 
(a)) 
(435) 
(44) 


Domestic Partnership 


Item Name 
Certificate name 
Court file number 
Type of decree 
Date of decree 
County where decree filed 
Signature of superior court clerk 
First partner's name 
First partner's name at birth 
First partner's date of birth 
First partner's place of birth 
First partner's residence - Street 
First partner's residence - City 
First partner's residence - Inside city limits 
First partner's residence - County 
First partner's residence - State 
Second partner's name 
Second partner's name at birth 
Second partner's date of birth 


Proposed 
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((Hem- 
Mumber)) Item Name 


(G5) Second partner's place of birth 

((46)) Second partner's residence - Street 
(44) Second partner's residence - City 

((48)) Second partner's residence - Inside city limits 
((49)) Second partner's residence - County 
(20) Second partner's residence - State 

((24)) Date of this partnership 

((22)) Domestic partnership certificate number 
((23)) Petitioner 

((24)) Name of petitioner's attorney/pro se 
((25)) Petitioner's address 


NEW SECTION 


WAC 246-491-159 Items on birth and death certifications and informational copies. Certifications and informational 
copies of birth and death records issued from the state vital records system must contain only items in accordance with this sec- 
tion. 


(1) Unless the items are not available or were not collected at the time of birth registration, certifications of birth, certifica- 
tions of delayed birth, and informational copies of birth and delayed births will display only the following items: 


Certification of Birth and Certification of Delayed Birth and 
Vital Record Item Informational Birth Copy Informational Delayed Birth Copy 

State file number Yes Yes 
Date certificate issued Yes Yes 
First and middle name(s) of subject of the record Yes Yes 
Last name(s) of subject of the record Yes Yes 
Date of birth of subject of the record Yes Yes 
Facility born Yes Yes 
Place of birth (city, county, state) Yes Yes 
Time of birth Yes Yes 
Sex Yes Yes 
Mother/parent's name prior to first marriage Yes Yes 
Mother/parent's place of birth Yes Yes 
Mother/parent's date of birth or age at the time of Yes 
child's birth ees 

Father/parent's current legal name Yes Yes 
Father/parent's place of birth Yes Yes 
are eae date of birth or age at the time of Yes Yes 
Evidence required by RCW 70.58A.120, No Yes 
70.58A.130, and WAC 246-490-081 

Date record filed Yes Yes 
Fee number Yes Yes 
Signature of applicant No Yes 


(2)(a) For deaths registered starting January 1, 2018, long form certifications of death, short form certifications of death, and 
informational copies of death will display only the following items: 


Proposed [192] 


Washington State Register, Issue 20-08 


WSR 20-08-126 


Long Form Certification | Short Form Certification | Informational Copy of 
Vital Record Item of Death of Death Death 
State file number Yes Yes Yes 
Date certificate issued Yes Yes Yes 
Fee number Yes Yes Yes 
Decedent's legal first and middle name(s) Yes Yes Yes 
Decedent's last name(s) Yes Yes Yes 
County of death Yes Yes Yes 
Date of death Yes Yes Yes 
Hour of death Yes Yes Yes 
Sex Yes Yes Yes 
Age Yes Yes Yes 
Social Security number Yes No No 
Place of death Yes Yes Yes 
Facility or address of death Yes Yes Yes 
City, state, zip Yes Yes Yes 
Hispanic origin Yes Yes Yes 
Race Yes Yes Yes 
Residence street Yes Yes Yes 
Residence city, state, zip Yes Yes Yes 
Residence county Yes Yes Yes 
Is residence inside city limits? Yes Yes Yes 
Tribal reservation Yes Yes Yes 
Length of time at residence Yes Yes Yes 
Birth date Yes Yes Yes 
Birthplace Yes Yes Yes 
Father/parent name Yes Yes Yes 
Mother/parent name Yes Yes Yes 
Martial status Yes Yes Yes 
Spouse Yes Yes Yes 
Method of disposition of remains Yes Yes Yes 
Place of disposition of remains Yes Yes Yes 
City, state of disposition of remains Yes Yes Yes 
Disposition date of remains Yes Yes Yes 
Occupation Yes Yes Yes 
Industry Yes Yes Yes 
Education Yes Yes Yes 
U.S. Armed Forces Yes Yes Yes 
Informant name Yes Yes Yes 
Informant's relationship to decedent Yes Yes Yes 
Informant's address Yes Yes Yes 
Funeral facility Yes Yes Yes 
Funeral facility address Yes Yes Yes 
Funeral facility city, state, zip Yes Yes Yes 
[ 193 ] Proposed 
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Long Form Certification | Short Form Certification | Informational Copy of 
Vital Record Item of Death of Death Death 
Funeral director name Yes Yes Yes 
Cause of death (A, B, C, and D) Yes No No 
Other conditions contributing to death Yes No No 
Date of injury Yes No No 
Hour of injury Yes No No 
Injury at work Yes No No 
Place of injury Yes No No 
Location of injury Yes No No 
City, state, zip of injury Yes No No 
County of injury Yes No No 
Describe how the injury occurred Yes No No 
If transportation injury, specify Yes No No 
Manner of death Yes No No 
Autopsy Yes No No 
ah shee aria available to com- Yes No No 
Did tobacco use contribute to death? Yes No No 
Pregnancy status if female Yes No No 
Certifier name Yes No No 
Certifier title Yes No No 
Certifier address Yes No No 
Certifier city, state, zip Yes No No 
Date signed by certifier Yes No No 
Case referred to ME/coroner? Yes No No 
File number Yes No No 
Attending physician Yes No No 
Local deputy registrar Yes Yes Yes 
Date received by local deputy registrar Yes Yes Yes 
(b) For deaths registered before January 1, 2018, long Vital Record Item 


form certifications of death will contain only the vital record 
items as indicated for long form certification in (a) of this 
subsection if such vital record items are available or were col- 


lected at the time of death registration. 


(c) For deaths registered before January 1, 2018, infor- 
mational copies of death will contain only the vital record 
items as indicated for informational death copy in (a) of this 
subsection if such vital record items are available or were col- 


lected at the time of death registration. 


(d) The short form certification of death is not available 
for deaths registered before January 1, 2018. 
(3) Certification of fetal death will display only the fol- 


lowing items: 


Sex 


Date of delivery 


Time of delivery 


Type of birthplace 


Planned birthplace, if different 


Name of facility 


Facility I.D. 


City, town, or location of delivery 


Zip code of delivery 


Vital Record Item 


County of delivery 


Local file number 


Mother's name before first marriage (first, middle, last) 


State file number 


Mother's date of birth 


Name of fetus (first, middle, last, suffix) 


Mother's current legal last name, if different 
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Vital Record Item 
Mother's birthplace (state, territory, or foreign country) 


Mother's residence - Number and street 


Mother's residence - Apt no. 


Mother's residence - City or town 


Mother's residence - County 


If you live on tribal reservation, give name 


State or foreign country 
Zip code +4 
Mother's residence inside city limits 


How long at current residence? 


Name and title of person completing cause of death 


Signature of person completing cause of death 


Date signed by person completing cause of death 


Name and title of person delivering the fetus 


NPI of person delivering the fetus 
Method of disposition 


Date of disposition 


Place of disposition 


Disposition location - City/town, and state 


Name and complete address of funeral facility 


Funeral director signature 


Initiating cause/condition 


Other significant causes or conditions 
Estimated time of fetal death 


Was an autopsy performed? 


Was a histological placental examination performed? 


Registrar signature 


Date received by local registrar 


NEW SECTION 


WAC 246-491-300 Requirements for ordering certi- 
fications of birth, death, and fetal death. (1) For certifica- 
tions of birth, death, and fetal death, the state or local registrar 
shall release certifications only to qualified applicants as per- 
mitted by chapter 70.58A RCW. 

(2) For each application, the qualified applicant must 
submit all of the following: 

(a) Information to correctly identify the record consistent 
with the requirements of WAC 246-491-310; 

(b) Identity documentation consistent with the require- 
ments of WAC 246-491-320; 

(c) Evidence of eligibility consistent with the require- 
ments of WAC 246-491-330; and 

(d) Fees required by RCW 70.58A.560 and WAC 246- 
491-990, or evidence that the qualified applicant is eligible to 


receive certifications of a vital record at no charge as required 
by WAC 246-491-350. 
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(3) All identity documentation and evidence of eligibil- 
ity documentation submitted to the state or local registrar 
from the applicant must originate from a source which the 
state or local registrar can reasonably verify the authenticity 
of the documentation. 

(4) The applicant must submit all required information 
and documentation to the state or local registrar within thirty 
days of the state or local registrar requesting additional infor- 
mation. After thirty days, the application is considered 
denied. 

(5) When the applicant cannot submit the required infor- 
mation or documentation, the applicant will be given an 
opportunity through an exception process to explain the cir- 
cumstances to the state or local registrar. If the circumstances 
presented would have prevented the applicant from providing 
items required by this section, the state or local registrar may 
grant an exception and issue the record. 

(6) The state or local registrar may deny an application if 
the applicant fails to meet the requirements of this section or 
chapter 70.58A RCW. If the state registrar denies an applica- 
tion for failing to meet the requirements, the applicant may 
appeal the decision by requesting a brief adjudicative pro- 
ceeding pursuant to WAC 246-10-501 through 246-10-505, 
and RCW 70.58A.550. 

(7) For the purpose of this section: 

(a) "Application" means a documented request for certi- 
fications of birth, death, and fetal death, including short form 
certifications of death where applicable. 

(b) "Birth" includes delayed birth. 


NEW SECTION 


WAC 246-491-310 Information required to order 
certifications of birth, death, and fetal death. (1) A quali- 
fied applicant requesting a certification of birth must submit 
the following information as it appears on the birth record on 
a form provided by the state or local registrar: 

(a) First, middle, and last name of the subject of the 
record; 

(b) First and last name of all parents listed on the record; 

(c) Date of birth; and 

(d) City or county where the birth occurred. 

(2) A qualified applicant requesting a certification of 
death must submit the following information on a form pro- 
vided by the state or local registrar: 

(a) First and last name of the decedent as it appears on 
the record; 

(b) Approximate date of death; and 

(c) City or county where the death occurred. 

(3) For the purpose of this section: 

(a) "Birth" includes delayed birth. 

(b) "Death" includes fetal death. 


NEW SECTION 


WAC 246-491-320 Identity documentation required 
to obtain certifications of birth, death, and fetal death. (1) 
The qualified applicant must submit identity documentation 
to the state or local registrar to receive a certification of birth, 
death, or fetal death in accordance with this section. 
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(2)(a) The qualified applicant must submit to the state or 
local registrar one of the following pieces of identity docu- 
mentation, valid or expired no more than sixty days that con- 
tains the applicant's full name, photograph, and date of birth: 

(i) Enhanced driver's license, driver's license, or instruc- 
tion permit issued by a state or territory of the United States, 
or the District of Columbia; 

(ii) A Washington state identification card or an identifi- 
cation card issued by another state; 

(iii) A military identification card; 

(iv) A United States passport or passport card; or 

(v) An identification document issued by local, state, 
federal, or foreign government, or federally recognized 
Indian tribe. 

(b) A qualified applicant requesting on behalf of a gov- 
ernment agency or courts to conduct official duties may use 
an identification card issued by their government agency or 
courts that contains the full name and photograph of the 
applicant. 

(3) If a qualified applicant is unable to submit one iden- 
tity documentation listed in subsection (2) of this section, 
they must provide at least two alternate forms of identifica- 
tion. Alternate forms of identification may include, but are 
not limited to, government issued identifications listed in 
subsection (2)(a) of this section if expired more than sixty 
days, letters from government or social agencies, pay state- 
ments, utility bills, student identification with photo, or other 
items acceptable to the state registrar. Alternate forms of 
identification must at least contain matching first and last 
names and addresses, or provide the full name, photograph, 
and date of birth. 

(4) For applications received by telephone or internet, 
the qualified applicant may choose to take an authentication 
quiz in lieu of submitting identity documents. The authentica- 
tion quiz must contain or ask information requiring personal 
knowledge not available from reviewing current information 
typically found in their wallet or personal possession. If the 
authentication quiz is not successfully completed, the appli- 
cant must submit identity documentation listed in subsection 
(1) or (2) of this section. 

(5) Proof of citizenship is not required information to 
receive a certification of birth, death, or fetal death. 

(6) For the purpose of this section, "birth" includes 
delayed birth. 


NEW SECTION 


WAC 246-491-330 Evidence of eligibility. (1) The 
qualified applicant must submit evidence of eligibility docu- 
ments to the state or local registrar to prove they are eligible 
to receive a certification of birth, death, or fetal death. 

(2) If the qualified applicant is listed as a party on the 
record, and their identity documentation provided in WAC 
246-491-320 sufficiently links the applicant to the record, 
then evidence of eligibility is met. 

(3) If the qualified applicant is not listed as a party on the 
record or the identity documentation does not sufficiently 
link the qualified applicant to the record, the following docu- 
mentation may serve as evidence of eligibility: 
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(a) Copies of vital records such as certifications of birth, 
death, marriage, and divorce from this or another jurisdiction 
that link the applicant to the requested record; 

(b) Copies of certified court orders from a court of com- 
petent jurisdiction linking the applicant to the record; 

(c) Document or letter from title insurer or title insurance 
agent handling a transaction on behalf of the decedent; 

(d) Document or letter from a government agency or 
courts stating the certification will be used in the conduct of 
official duties; or 

(e) Other documents that link the applicant to the record 
as determined by the state registrar. 

(4) For the purpose of this section, "birth" includes 
delayed birth. 


NEW SECTION 


WAC 246-491-340 Requirements for ordering certi- 
fications of marriage, dissolution of marriage, and disso- 
lution of domestic partnership. (1) To receive a certifica- 
tion of marriage, dissolution of marriage, or dissolution of 
domestic partnership, the applicant must submit to the state 
registrar: 

(a) Information to correctly identify the record requested 
consistent with the requirements of (c) of this subsection; 

(b) Fees required by RCW 70.58A.560 and WAC 246- 
491-990; and 

(c) The following information on a form provided by the 
state registrar: 

(i) First and last name of one of the parties on the record; 

(ii) Approximate date the event occurred; and 

(iii) City or county where the event was filed. 

(2) The state registrar may require the first and last name 
of the second party on the record to ensure the correct record 
was located. 


NEW SECTION 


WAC 246-491-350 Requirements for certifications of 
vital records at no charge. (1) Qualified applicants request- 
ing a certification at no charge per RCW 70.58A.560 (2) and 
(3) must provide identity documentation, eligibility docu- 
mentation, and required information to the state or local reg- 
istrar in accordance with RCW 70.58A.530 and this chapter, 
in addition to the requirements of this section. 

(2) To qualify for a certification of death at no charge per 
RCW 70.58A.560(2): 

(a) A law enforcement agency must submit a letter on 
official letterhead to the state or local registrar stating the cer- 
tification will be used to maintain a registered sex offender 
database; or 

(b) A county clerk or court in the state must submit a let- 
ter on official letterhead to the state or local registrar stating 
the certification will be used to extinguish an offender's legal 
financial obligation. 

(3) To qualify for a certification at no charge pending a 
veterans administration claim per RCW 70.58A.560 (2)(a), 
the state or local registrar must receive: 

(a) A letter on official letterhead from the veterans 
administration stating the certification will be used in con- 
nection with a claim for compensation or pension; 
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(b) A letter on official letterhead from the veterans 
administration stating an agency is working on behalf of the 
veterans administration, authorized to represent the veteran, 
provides the claim type currently pending before the veterans 
administration, and identifies the type of certification needed; 

(c) A letter on official letterhead from the veterans 
administration stating there is currently a claim pending 
before the veterans administration, identifies the type of cer- 
tification needed, and is submitted by a spouse or dependent 
of the eligible veteran; or 

(d) A letter on official letterhead from the veterans 
administration stating the decedent is eligible for veterans 
administration burial benefits or approved to be buried in a 
national cemetery and is submitted by a funeral home or 
director. 

(4) To qualify for a certification of birth at no charge for 
a homeless person living in state per RCW 70.58A.560(3), a 
government agency or homeless services provider working 
on behalf of the homeless individual must submit a letter on 
official letterhead to the state registrar asserting the individ- 
ual meets the definition of homeless and lives in the state. 


NEW SECTION 


WAC 246-491-360 Requirements for ordering infor- 
mational copies of birth and death records. (1) To receive 
an informational copy of a birth or death record, the applicant 
must submit to the state or local registrar: 

(a) Information to correctly identify the record on a form 
provided by the state or local registrar consistent with the 
requirements of (c) or (d) of this subsection; and 

(b) Fees required by RCW 70.58A.560 and WAC 246- 
491-990; 

(c) For an informational copy of a birth record, the fol- 
lowing information as it appears on the record: 

(i) First, middle, and last name of the subject of the 
record; 

(ii) First and last name of all parents listed on the record; 

(iii) Date of birth; and 

(iv) City or county where the birth occurred. 

(d) For an informational copy of a death record, the fol- 
lowing information: 

(i) First and last name of the decedent; 

(ii) Approximate date of death; and 

(iii) City or county where the death occurred. 

(2) For the purpose of this section, "birth" includes 
delayed birth. 


NEW SECTION 


WAC 246-491-370 Notification of no record. (1) The 
applicant will receive a written notice of no record found if 
the state or local registrar cannot find a record based on infor- 
mation provided by the applicant. The application request 
will be considered closed after the written notice is sent. Fol- 
lowing such notice, the applicant may do any of the follow- 
ing: 

(a) Submit a new application providing different infor- 
mation and pay the fees required by RCW 70.58A.560 and 
WAC 246-491-990 on this new application; or 
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(b) Ifrequesting a certification of birth, begin the process 
to obtain a delayed registration of live birth pursuant to RCW 
70.58A.120 and WAC 246-490-080. 

(2) Written notification by the state registrar of no record 
found does not constitute a denial or withholding of a request 
for the purpose of RCW 70.58A.550. 


AMENDATORY SECTION (Amending WSR 19-02-087, 
filed 1/2/19, effective 1/2/19) 


WAC 246-491-990 Vital records fees. (1) The depart- 
ment shall collect nonrefundable fees to cover program costs 
as follows: 


((G))) To prepare a sealed record following an 
adoption or to search the vital records system 


for adoption record information. $15.00 


((@))) To file an assertion of parentage, an 
acknowledgment or denial of parentage, or a 
rescission of parentage. 


((6Ð) Fee for hospital filed acknowledgments 
or denials of parentage. 


(((4})) To prepare a certificate of birth record 
information (CBRI) letter or to provide a copy 
of an assertion of parentage, an acknowledg- 
ment or denial of parentage, or a rescission of 
parentage. 


$18.00 


$5.00 


Priority processing fee for applications of certi- 
fications and informational copies received by 
telephone or internet. $7.00 


Priority processing fee for applications of certi- 
fications and informational copies received in- 
person. 


(6) (2) The secretary of health may enter into agree- 
ments with state and local government agencies to establish 
alternate fee schedules and payment arrangements for reim- 
bursement of these program costs. 

(3) The fee for each electronic verification of a vital 
event through the electronic verification of vital events sys- 
tem must be in accordance with the national pricing model. 


REPEALER 


The following section of the Washington Administrative 
Code is repealed: 


WAC 246-491-001 Purpose. 
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WSR 20-08-128 
WITHDRAWAL OF PROPOSED RULES 
EMPLOYMENT SECURITY DEPARTMENT 
(By the Code Reviser's Office) 
[Filed April 1, 2020, 8:14 a.m.] 


WAC 192-190-020 and 192-190-025, proposed by the 
employment security department in WSR 19-19-065, appear- 
ing in issue 19-19 of the Washington State Register, which 
was distributed on October 2, 2019, is withdrawn by the 
office of the code reviser under RCW 34.05.335(3), since the 
proposal was not adopted within the one hundred eighty day 
period allowed by the statute. 


Jennifer C. Meas, Editor 
Washington State Register 


WSR 20-08-130 
PROPOSED RULES 
DEPARTMENT OF AGRICULTURE 
[Filed April 1, 2020, 8:49 a.m.] 


Original Notice. 

Preproposal statement of inquiry was filed as WSR 19- 
21-173. 

Title of Rule and Other Identifying Information: Chapter 
16-470 WAC, Quarantine—Agricultural pests, as a result of 
a petition from the Washington state tree fruit association 
(WSTFA), the department is proposing to amend the apple 
maggot quarantine by: 

1. Adding soil and growing medium in pots and on root 
balls of apple maggot host plants originating from the quar- 
antine area, to the list of regulated commodities; 

2. Adding soil and growing medium in pots and on root 
balls of nonhost plants originating from the quarantine area 
that were grown within the drip line of host plants that have 
produced fruit, to the list of regulated commodities; 

3. Specifying the criteria for how these plants may enter 
the pest free area if risk is mitigated; 

4. Specifying the documentation that must accompany 
these plants when shipping to or through a pest free area and 
when receiving these plants from a quarantine area; and 

5. Specifying the fees associated with inspection and cer- 
tification services. 

Hearing Location(s): On May 28, 2020, at 1:00 p.m. 
Webex Conference Line. 

Join by link: https://watech.webex.com/watech/j.php? 
MTID=m4468676e1085b171f399143da67419d95, Meeting 
password: 12083396. 

Join by phone: +1-415-655-0001 US Toll, +1-206-207- 
1700 United States Toll (Seattle), Attendee access code: 120 
833 96; and 

June 3, 2020, at 10:00 a.m. Webex Conference Line. 

Join by link: https://watech.webex.com/watech/j.php? 
MTID=m26cc4d97ed231b119558e954987496d5, Meeting 
password: 12083396. 

Join by phone: +1-415-655-0001 US Toll, +1-206-207- 
1700 United States Toll (Seattle), Attendee access code: 120 
833 96. 
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Due to the mandated social distancing requirements in 
place during the current COVID-19 outbreak, the public 
hearings for this rule amendment will be held solely over 
video and teleconference. 

Date of Intended Adoption: June 10, 2020. 

Submit Written Comments to: Gloriann Robinson, 
Agency Rules Coordinator, P.O. Box 42560, Olympia, WA 
98504-2560, email wsdarulescomments@agr.wa.gov, fax 
360-902-2092, by June 3, 2020. 

Assistance for Persons with Disabilities: Contact Deanna 
Painter, phone 360-902-2061, TTY 800-833-6388 or 711, 
email dpainter@agr.wa.gov, by May 21, 2020. 

Purpose of the Proposal and Its Anticipated Effects, 
Including Any Changes in Existing Rules: Chapter 16-470 
WAC establishes the parameters of the apple maggot quaran- 
tine and regulated commodities. The Washington state 
department of agriculture (WSDA) is proposing to include 
soil and growing medium in pots and on root balls of apple 
maggot host plants (and nonhost plants that were grown 
within the drip line of host plants that have produced fruit) 
originating from the quarantine area, to the list of regulated 
commodities under the apple maggot quarantine rule. The 
growing media of apple maggot host plants that have previ- 
ously fruited or have fruit present may be infested with apple 
maggot. Host plants shipped from the quarantine area that 
have fruited, or nonhost plants that have been exposed to 
fruited host plants, could result in apple maggot pupating in 
the growing media. If these plants move to pest free areas 
within the state, there is a risk of apple maggot becoming 
introduced into the pest free area. 

Reasons Supporting Proposal: Apple maggot is a pest 
that threatens commercial and homegrown fruit, especially 
apples. Apple maggot is native to the northeastern United 
States where their primary host was hawthorn fruit until 
European settlers introduced apples to the region. Now apple 
maggot has spread throughout much of North America, 
threatening fruit crops from coast to coast. While several 
counties in Washington (primarily in western Washington) 
have been quarantined, not all counties have apple maggot. 
Most notably, most of central Washington's prime fruit grow- 
ing region remains pest free. 

Apple maggot hosts include apples, crabapples, native 
and ornamental hawthorns, cherries, prunes, plums, pears, 
and quinces. Apple maggot adults look like small house flies 
with striped wings, though they are really fruit flies. In Wash- 
ington, they fly and lay their eggs primarily in July and 
August. Apple maggot females puncture the skin of host fruit 
and lay their eggs under the surface. In only three to seven 
days, apple maggot eggs hatch and larvae begin to emerge. 
The larvae eat and tunnel their way through the fruit, leaving 
brown trails behind. After the larvae mature, they exit the 
fruit and drop to the ground. They overwinter as pupae in the 
soil, emerging the next summer as adults, starting the cycle 
over again. Apple maggot can survive in the soil as pupae for 
at least two years, if not longer. 

There is indication that growing media under fruited host 
plants has the potential to be contaminated with apple maggot 
pupae. These pupae could overwinter in the growing media 
and be transported into pest free areas of the state through the 
nursery trade, where they could later emerge as adult flies. 
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Once apple maggot is established, treatment is costly. 
Apples are the top agricultural commodity in Washington. 
This makes the threat of apple maggot significant, as fruit 
from the pest free areas has greater access to international 
markets.Based on these factors, it is critical to address this 
potential pathway of spread for apple maggot into the pest 
free areas of the state. The proposed rule amendment is aimed 
at preventing the spread of apple maggot from quarantined 
areas into pest free areas through the nursery trade. 

Statutory Authority for Adoption: RCW 17.24.011, 
17.24.041, 17.24.051. 

Statute Being Implemented: Chapter 17.24 RCW. 

Rule is not necessitated by federal law, federal or state 
court decision. 

Name of Proponent: WSTFA, private. 

Name of Agency Personnel Responsible for Drafting, 
Implementation, and Enforcement: Cindy Cooper, 1111 
Washington Street, Olympia, WA 98504, 360-902-2062. 

A school district fiscal impact statement is not required 
under RCW 28A.305.135. 

A cost-benefit analysis is not required under RCW 
34.05.328. WSDA is not a listed agency under RCW 34.05.- 
328 (5)(a)(i). 

The proposed rule does impose more-than-minor costs 
on businesses. 


Reviser's note: The material contained in this filing exceeded the 
page-count limitations of WAC 1-21-040 for appearance in this issue of the 
Register. It will appear in the 20-09 issue of the Register. 


A copy of the statement may be obtained by contacting 
Gloriann Robinson, Agency Rules Coordinator, P.O. Box 
42560, Olympia, WA 98504-2560, phone 360-902-1802, fax 
360-902-2092, TTY 800-833-6388, email wsdarulescom 
ments@agr.wa.gov. 


April 1, 2020 
Brad White 
Assistant Director 


AMENDATORY SECTION (Amending WSR 16-24-028, 
filed 11/30/16, effective 1/1/17) 


WAC 16-470-101 Establishing quarantines for apple 
maggot and plum curculio. Apple maggot (Rhagoletis 
pomonella) and plum curculio (Conotrachelus nenuphar) are 
insects with a larval (worm) stage that develops within fruit. 
These insects are capable of attacking many fruit crops grown 
in Washington. Apple maggot is not established in significant 
portions of the major fruit production areas east of the Cas- 
cade Mountains, and plum curculio is not established any- 
where in the state. An increased range for either insect would 
cause decreased environmental quality and economic loss to 
the agricultural industries of the state by increasing produc- 
tion inputs and jeopardizing foreign and domestic markets. 

(1) The director, pursuant to chapter 17.24 RCW, has 
determined that the regulation and/or exclusion of fresh fruits 
grown or originating from areas infested with apple maggot 
or plum curculio is necessary to protect the environment and 
agricultural crops of the state. 

(2) The director, pursuant to chapter 17.24 RCW, has 
determined that municipal solid waste originating from areas 
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infested with apple maggot is a host medium for apple mag- 
got and is a "regulated commodity" as provided in WAC 16- 
470-111. The exclusion of such municipal solid waste from 
the pest free area is necessary to protect the environment and 
agricultural crops of the state. The transport into and disposi- 
tion of such municipal solid waste in the pest free area may be 
allowed by a special permit as provided in WAC 16-470- 
124(1). 

(3) The director, pursuant to chapter 17.24 RCW, has 
determined that yard debris, organic feedstocks, organic 
materials, and agricultural wastes as defined in WAC 173- 
350-100 originating from areas infested with apple maggot is 
a host medium for apple maggot and is a "regulated commod- 
ity" as provided in WAC 16-470-111. The exclusion of such 
waste from the pest free area is necessary to protect the envi- 
ronment and agricultural crops of the state. The transport into 
and disposition of yard debris, organic feedstocks, organic 
materials, and agricultural wastes in the pest free area may be 
allowed by a special permit as provided in WAC 16-470- 
124(2). 

(4) The director, pursuant to chapter 17.24 RCW, has 
determined that soil and growing medium in pots or on root 
balls of host plants or any plants (host or nonhost) that were 
within the drip line of host plants that have produced fruit, 
originating from areas infested with apple maggot are a host 
medium for apple maggot and are "regulated commodities" 
as provided in WAC 16-470-111. The exclusion of such soil 
or growing medium from the pest free area is necessary to 
protect the environment and agricultural crops of the state. 
The transport of such soil or growing medium into the pest 
free area may be allowed if accompanied by an official 
inspection certificate issued by the plant protection organiza- 
tion of the state of origin as provided in WAC 16-470-113 
and 16-470-115. 


AMENDATORY SECTION (Amending WSR 05-09-005, 
filed 4/7/05, effective 8/15/05) 


WAC 16-470-103 Definitions. The following defini- 
tions shall apply to WAC 16-470-101 through 16-470-130: 

(1) "Established" means present in a country, state, 
county or other area, multiplying and expected to continue. 

(2) "Host plant" means all species in the genera of 
Malus, Crataegus, Prunus, Pyrus and Cydonia (including, but 
not limited to, apples, crab apples, hawthorn, cherries, plums, 
prunes, pears, and quince). 

(3) "Soil" and "growing medium" as regulated commod- 
ities means only that soil or growing medium in pots or on 
root balls of plants originating from a quarantined area being 
shipped under this quarantine. 

(4) "Threatened with infestation" means that any life 
stage of apple maggot or plum curculio has been found within 
one-half mile of an orchard or other production site, includ- 
ing any portion of an orchard outside or beyond the one-half 
mile area. Orchards or production sites in a quarantined area, 
which are not surveyed by a plant protection organization, are 
considered to be threatened with infestation. An orchard or 
other production site will be removed from threatened with 
infestation status, if control measures are performed at the 
detection site, and survey by the department shows no further 


Proposed 


WSR 20-08-130 


detection(s) within the one-half mile area around the orchard 
or other production site throughout the subsequent full grow- 
ing season. 


AMENDATORY SECTION (Amending WSR 16-24-028, 
filed 11/30/16, effective 1/1/17) 


WAC 16-470-111 Commodities regulated for apple 
maggot. (1) All fresh fruit of apple (including crab apple), 
cherry (except cherries that are commercial fruit), hawthorn 
(haw), pear (except pears that are commercial fruit from Cal- 
ifornia, Idaho, Oregon, Utah, and Washington), plum, prune, 
and quince are regulated under quarantine for apple maggot. 
Fresh fruit also includes fruit attached to host plants. 

(2) Municipal solid waste as defined in WAC 173-350- 
100 is regulated under quarantine for apple maggot. Munici- 
pal solid waste from the quarantine area is a host medium for 
apple maggot containing or likely to contain those fruits 
listed under subsection (1) of this section. 

(3) Yard debris, organic feedstocks, organic materials, 
and agricultural wastes as defined in WAC 173-350-100 are 
regulated under quarantine for apple maggot. Yard debris, 
organic feedstocks, organic materials, and agricultural wastes 
from quarantine areas are host mediums for apple maggot 
containing or likely to contain those fruits listed under sub- 
section (1) of this section. 

(4) Soil or growing medium in pots or on root balls of 
host plants originating from a quarantined area are regulated 
commodities under quarantine for apple maggot. 

(5) Soil or growing medium in pots or on root balls of 
nonhost plants that fall within the drip line of host plants that 
have produced fruit originating from a quarantined area are 
regulated commodities under quarantine for apple maggot. 

(6) Any host plants shipped bare root and without fruit 
attached are not regulated commodities under quarantine for 


apple maggot. 
(7) Soil or growing medium in pots or on root balls of 


plants originating in the pest free area, as specified in WAC 
16-470-105(1), are not regulated commodities under quaran- 
tine for apple maggot. 


AMENDATORY SECTION (Amending WSR 16-24-028, 
filed 11/30/16, effective 1/1/17) 


WAC 16-470-113 Requirements to ship commodities 
regulated for apple maggot from a state under quarantine 
into the pest free area for apple maggot. (1) Shipment of 
fresh fruit, as specified in WAC 16-470-111(1), from an area 
under quarantine, as specified in WAC 16-470-105(3), into 
the pest free area for apple maggot, as specified in WAC 16- 
470-105(1), is prohibited, unless at least one of the following 
conditions is met: 

((G))) (a) The shipment is accompanied by an official 
certificate issued by the plant protection organization of the 
state of origin ((evideneing)) stating at least one of the fol- 
lowing: 

((€a@})) (1) The shipment is composed of apples, which has 
undergone cold treatment for a continuous period of at least 
ninety days. During this ninety days, the temperature within 
the storage room must be maintained at thirty-seven and 
nine-tenths degrees Fahrenheit or less. 
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((€6))) Gi) The shipment is composed of fresh fruit spec- 
ified in WAC 16-470-111(1) other than apples, which has 
undergone cold treatment for a continuous period of forty 
days or more. During this forty days, the temperature within 
the storage room must be maintained at thirty-two degrees 
Fahrenheit or less. 

((€€})) Gii) The shipment is composed of fresh fruit spec- 
ified in WAC 16-470-111(1) from Oregon, Idaho, or Utah, 
meeting the requirements under WAC 16-470-122. 

(6) (iv) Each lot or shipment consists of repacked 
fruit, which was grown outside the area under quarantine and 
has been identified and maintained separately from any fruit 
specified in WAC 16-470-111(1) grown within the area 
under quarantine. For repacked fruit, the certificate must 
show the following information: 

(®©) (A) The state in which the fruit was grown; 

((@¥)) (B) The point of repacking and reshipment; 

((ŒÐ)) (C) The amount and kind of commodities com- 
prising the lot or shipment; and 

(6) (D) The names and addresses of the shipper and 
consignee. 

((@))) (db) The fruit originated outside the area under 
quarantine for apple maggot and is a reshipment in original, 
unopened containers. The containers must each bear labels or 
other identifying marks ((evidencing)) stating origin outside 
the area under quarantine. 

(Ð) (c) The fruit is frozen solid. 


(2) The shipment of soil or growing medium in pots or 


on root balls of host plants from the area under quarantine, as 
specified in WAC 16-470-105(3), into the pest free area for 


apple maggot, as specified in WAC 16-470-105(1), is prohib- 
ited unless accompanied by a certificate issued by the plant 
protection organization of the state of origin stating the fol- 
lowing: 

(a) The soil or growing medium supports host plants that 
have not produced fruit, and did not fall within the drip line 
of host plants that have produced fruit; or 

b) The host plants originated in an area where apple 
maggot is not considered established, based on official sur- 
vey and were grown in a commercial nursery; or 

(c) The soil or growing medium of the plants has been 
treated with a pesticide treatment approved by the director 
just prior to shipment and was safeguarded from reinfesta- 
tion. 

(3) The shipment of soil or growing medium in pots and 
on root balls of nonhost plants that were grown within the 
drip line of host plants that have produced fruit, may only be 
shipped from the area under quarantine, as specified in WAC 
16-470-105(3), to the pest free area for apple maggot, as 
specified in WAC 16-470-105(1), if accompanied by a certif- 
icate issued by the plant protection organization of the state 
of origin stating the following: 

(a) The nonhost plants originated in an area where apple 


maggot is not considered established, based on official sur- 
vey, and were grown in a commercial nursery; or 

(b) The soil or growing medium of the plants has been 
treated with a pesticide treatment approved by the director 
just prior to shipment and was safeguarded from reinfesta- 
tion. 
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AMENDATORY SECTION (Amending WSR 16-24-028, 
filed 11/30/16, effective 1/1/17) 


WAC 16-470-115 Requirements for shipment of reg- 
ulated commodities from the quarantine area for apple 
maggot into the pest free area within Washington state. 
Shipment of regulated commodities, as specified in WAC 16- 
470-111, from an area under quarantine, as specified in WAC 
16-470-105(2), into the pest free area for apple maggot, as 
specified in WAC 16-470-105(1), is prohibited, unless one of 
the following applicable conditions is met: 

(1) The shipment of fresh fruit is accompanied by a per- 
mit for movement of fruit issued by the department verifying 
one of the following: 

(a) The fresh fruit came from orchards and production 
sites that are not threatened with infestation; or 

(b) The fresh fruit has completed treatment as specified 
in WAC 16-470-118(3). If records of treatment verifying 
compliance with conditions specified in WAC 16-470-118(3) 
are made available to the department, no reinspection is 
required by the department. 

(2) The shipment of fresh fruit is in compliance with the 
applicable conditions under WAC 16-470-118 (2) and (3). 

(3) The shipment of municipal solid waste from the quar- 
antine area to the pest free area for purposes of disposal in a 
municipal solid waste landfill or appropriate disposal or treat- 
ment facility is accompanied by a special permit issued by the 
department as provided in WAC 16-470-124(1). 

(4) The shipment of yard debris, organic feedstocks, 
organic materials, or agricultural wastes from the quarantine 
area to the pest free area for purposes of disposal in a munic- 
ipal solid waste landfill or appropriate treatment or compost- 
ing facility is accompanied by a special permit issued by the 
department as provided in WAC 16-470-124(2). 

(5) The shipment of soil or growing medium in pots or 
on root balls of host plants is accompanied by either an offi- 
cial phytosanitary certificate or inspection tag associated with 
a compliance agreement issued by the department stating the 
following: 

(a) The soil or growing medium supports host plants that 


have not produced fruit and did not fall within the drip line of 
host plants that have produced fruit; or 

(b) The soil or growing medium supports host plants that 
were grown in a commercial nursery and the production site 
is not considered threatened with infestation as defined in 
WAC 16-470-103(4); or 

(c) The soil or growing medium of the host plants has 
been treated with a pesticide treatment approved by the direc- 
tor just prior to shipment and safeguarded from reinfestation. 

(6) The shipment of soil or growing medium in pots or 
on root balls of nonhost plants that were grown within the 
drip line of host plants that have produced fruit is accompa- 
nied by either an official phytosanitary certificate or inspec- 
tion tag associated with a compliance agreement issued by 
the department stating the following: 

(a) The soil or growing medium supports nonhost plants 
that were grown in a commercial nursery and the production 
site is not considered threatened with infestation as defined in 
WAC 16-470-103(4); or 

(b) The soil or growing medium of the nonhost plants 
has been treated with a pesticide treatment approved by the 
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director just prior to shipment and safeguarded from reinfes- 
tation. 

(7) Phytosanitary certificates and inspection tags associ- 
ated with a compliance agreement described in subsections 
(5) and (6) of this section shall be issued by the department in 
accordance with chapters 16-401 WAC and 15.13 RCW. 

(8) Fees for inspection services related to the issuance of 
phytosanitary certificates, inspection tags associated with a 
compliance agreement, and requests to remove threatened 
with infestation status, shall be charged in accordance with 
WAC 16-401-027, 
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